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FLUSHING    IN    PIPE    SEWERS. 


By  H.  N.  Ogden,  Jun.  Am.  Soc.  C.  E. 
Presented  May  4th,  1898. 


WITH    DISCUSSION. 

The  use  of  flush-tanks  in  connection  with  small  pipe  sewers,  which 
has  been  made  an  integral  part  of  the  "  Separate  System  "  and  gener- 
ally adopted  in  systems  caring  only  for  house  sewage,  is  attended  with 
much  uncertainty.  In  such  systems  it  is  generally  specified  that  a  flush- 
tank  be  placed  at  the  head  of  every  lateral,  each  tank  being  so  regulated 
as  to  discharge  at  least  once  in  24  hours.  The  relation  between  the  size 
of  the  sewer  pipe  and  the  amount  of  water  used  in  a  flush  is  not  given, 
nor  is  the  influence  of  grade  discussed.  The  general  law  is  laid  down 
that  all  laterals,  regardless  of  size,  grade,  or  contributing  population, 
must  be  supplied  with  flush-tanks  in  order  to  secure  a  self-cleansing 
flow  in  the  laterals  and  to  maintain  the  integrity  of  the  system. 

The  financial  burden  of  such  a  requirement  is  evident.  As  an  ex- 
ample, it  may  be  cited  that  in  the  plans  for  the  sewerage  system  of 
Ithaca,  N.  Y. ,  in  which  this  requirement  of  flush-tanks  was  thoroughly 
complied  with,  even  for  the  12%"  grades,  no  less  than  131  flush-tanks 
were  required  in  25.3  miles  of  sewers,  or  one  for  every  1  020  ft.  The 
relative  importance  of  the  flush-tanks  may  also  be  seen  by  comjDaring 
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thr  actjiiil   cost  of  tlic  scwcrH  witli    the   «'stimato(l  cost  of  tlio  taulcH. 
Tlu»  cost  of  t he  H«'\vrrH,  viz.,  the   huiu  of  tlir   uiiiounts  of  tli(»  Hcveral 
oontnictH  WHH  J!?81  000,  iiiid,  cHtiinatod  at  JJSO.OO  each,  the  fluHh-tanks 
would  co.st  :$()  550,  or  more  than   H%  of  the  cost   of  the  system.     It 
wouhl  Hoem,  tlieii,  that  the  cost  of  flush-tanks  is  by  no  m(!ans  insif<nifi- 
rant,  but  that   their  use  increases  the  cost  of  tlie  separate  system  hy 
nearly  one-tenth,  l)esides  introducinpf  a  permancmt  charge,  both  for 
water   used   and    for   intelligent   care   in   maintenance.     That   these 
annual  charges  are  no  bagatelle  will  be  apjiarent  by  again  referring  to 
the  case  of  Ithaca.     Assuming  that  the  tanks  required  are  of  only  150 
galls,  capacity,  a  minimum  amount,  discharging  but  once  a  day,  the 
water  required  is  19  050  galls,  a  day.     Twenty  cents  per  1  000  galls, 
(the   amount  charged  in  Ithaca*)   is  a  fair  average  amount,  and  at 
that  i^rice  the  daily  charge  for  water  is  .^3.93  or  ^1  434.45  per  year. 
Adding  to  this  8600  jjer  year  as  the  wages  of  a  mechanic,  whose  con- 
stant attention  is  found  by  experience  to  be  necessary  in  examining 
and  readjusting  the  tanks,  the  total  annual  charge  is  $2  034.45.    This, 
capitalized   at   6%,  gives   ^33  908,   and,  added   to   the   ^6  550,    gives 
^40  458  as  the  total  expenditure  on  account  of  flush-tanks  in  a  sewer 
system  costing  for  pipe  laid  $81  000.     Surely  the  item  of  flush-tanks  is 
an  important  one,  and   should  be  carefully  examined,  so  that  if  the 
conditions  of  the  sewer  grade,  for  example,  modify  the  necessity  for 
tanks,  or  if  the  amount  of  water  is  a  function  of  the  time  interval  be- 
tween flushes,  or  of  the  size  of  the  pipe,  it  may  be  known  in  order 
that  the  large  proportionate  cost  of  flushing  may  be  reduced  to  what 
has  been  found  by  careful  investigation  to  be  an  absolute  minimum. 

That  the  requirement  given  above  is  felt  by  present-day  engineers 
to  be  largely  in  excess  of  necessity  is  sufficiently  evident  from  a  study 
of  the  paper  by  F.  S.  Odell,  M.  Am.  Soc.  C.  E.,  entitled  "The  Sepa- 
rate Sewer  System  Without  Automatic  Flush-Tanks,"!  and  the  subse- 
quent discussion,  in  which  the  author  says  that  at  Mt.  Vernon,  N.  Y., 
no  flush-tanks  are  used,  and  that,  while  hand-flushing  by  means  of  fire 
hose  is  practiced  at  intervals  of  six  months,  even  this  infrequent  flush- 
ing does  not  appear  necessary,  as  examination  of  the  sewers  invariably 
shows  a  very  wholesome  and  satisfactory  condition.  In  the  discus- 
sion very  little  positive  evidence  is  given,  but  the  experiences  recorded 
go  chiefly  to  show  that  while  automatic  flush-tanks   do  not  in  them- 

*  Mantial  of  American  Water  Works,  1897. 
+  Transactions,  Vol.  xxxiv,  page  223. 
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selves  make  the  separate  system  practicable,  there  is,  nevertheless,  a 
need,  under  certain  conditions,  for  flushing,  those  conditions  being  as 
yet  not  fully  determined. 

The  questions,  answers  to  which  are  essential  for  an  intelligent 
disposal  of  flush-tanks  on  a  sewer  system,  are  four,  viz. : 

1.  What  is  the  relation,  if  any,  between  the  grade  of  the  sewer  and 
the  necessity  for  automatic  flush-tanks? 

2.  Assuming  a  need  for  automatic  tanks,  how  does  the  grade  of  the 
sewer  affect  the  amount  of  water  required,  and  what  is  the  proper 
amount  to  be  used? 

3.  How  often  should  tanks  be  discharged? 

4.  What  effect  does  the  substitution  of  a  6-in.  for  an  8-in,  lateral 
have  on  the  necessity  for  tanks  and  on  the  amount  of  water  to  be  used? 
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Before  attempting  to  answer  these  questions,  it  will  be  well  to  look 
at  the  subject  broadly,  and  consider  the  hydraulic  problem  involved. 
Sewage  is  water  carrying  in  suspension  less  than  1  part  in  1  OOO 
of  solid  matter,  and  sewers  are  supposed  to  be  so  laid  that  the 
resulting  velocity  of  flow  is  sufficient  to  keep  this  solid  matter  in  sus- 
pension. This  suspending  and  scouring  power  probably  depends  on 
the  velocity,  and  on  the  depth,  of  the  sewage  stream,  and  if  either  gets 
below  a  certain  point,  sedimentation  will  follow  and  a  deposit  take 
place.  It  is  generally  stated  that  a  velocity  of  about  2^  ft.  per  second 
is  required  ;  but  the  effect  of  depth  is  neglected.  At  the  lower  end  of 
a  6-in.  lateral  the  depth  and  velocity  are  assumed  to  be  sufficient  to 
prevent  this  sedimentation,  but  as  the  contributing  population 
grows  less  toward  the  upper  end,  the  depth  and  velocity  decrease  and 
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the  trftnsportiiij^  powor  of  tlw  HtrcMim  fiillH  ho  low  hh  to  allow  the 
Ao\u\  uMxUrr,  hroiifj^ht  into  the  Howor  by  tlio  liouH(f  drainR,  to  become 
stniiKb'tl.  TliiH  (lo|)OHit  iuiToaaoH  hy  gradual  accuinulatiou  until  the 
MewtM-  is  hlockod,  until  the  head  from  Ww.  baokod-up  sewage  is  suffi- 
oiout  to  carry  away  the  obHtrnetiou,  or  until  the  discharge  of  the  flush 
tank  (and  hero  is  seen  its  true  fuu(  tion)  takes  up  the  obstruction  and 
carries  it  to  a  point  where  the  depth  and  velocity  of  the  sewage  will 
hold  it  in  Husj)onsion.  Table  No.  1,  and  the  diagram  Fig.  1,  are  given 
to  show  the  requirements  in  grade  to  maintain  a  velocity  of  2^  ft.  per 
second  in  a  (J-in.  lateral,  assuming  a  constant  contributing  population 
of  76  persons  per  100  ft.  of  sewer,  with  a  daily  flow  of  60  galls,  per 
capita,  and  with  the  assumi^tion  of  one-half  flowing  off"  in  6  hours. 

TABLE  No.  1. 


Distance  from  dead 

Diseharpre  in  cu.  ft. 

Slope  in  ft.  per 

Depth  of  flow  in 

end  in  feet. 

per  sec. 

foot. 

inches. 

1750 

0.^45 

0.0103 

3.00 

1  500 

0.210 

0.0104 

2.76 

1  250 

0.175 

0.0123 

2.25 

1  000 

0.140 

0.0140 

1.92 

750 

0.105 

0.0174 

1.50 

500 

0.070 

0.0225 

1.14 

400 

0.056 

0.02.56 

1.08 

300 

0.042 

0.0302 

0.96 

200 

0.028 

0.0342 

0.72 

100 

0.014 

0.0400 

0.60 

The  diagram  (Fig.  1)  shows  that,  taking  n  equal  to  0.013,  and  com- 
puting velocities  by  Kutter's  formula,  a  grade  of  1%  is  required  for  a 
6-in.  pipe  half  full  for  a  velocity  of  2.5  ft.  per  second,  and  that  if  the 
amount  of  flow  constantly  decreases,  the  depth  of  flow  decreases  also, 
and  the  grade,  in  order  to  maintain  the  same  velocity,  must  be  in- 
creased according  to  the  diagram.  The  diagram  is  given  for  two 
reasons  ;  first,  to  show  that  by  the  accepted  laws  governing  the  trans- 
portation of  material  in  flowing  water,  lateral  sewers  could  be  laid,  theo- 
retically, on  such  grades  that  no  flushing  would  be  necessary,  since, 
with  gi'ades  which  continually  increase  toward  the  upper  end,  the  cor- 
responding velocities  would  always  be  equal  to  that  required  to  trans- 
port matter  in  suspension  ;  second,  that  as  the  grade  of  the  sewer 
increases,  the  distance  from  the  upper  end  to  the  point  where  the  stream 
reaches  the  velocity  required  to  carry  matter  in  suspension  decreases, 
.and  so  the  aid  required  from  flush-tanks  is  less.     No  value  can   be 
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placed  on  the  grades  given,  as  the  diagram  is  baaed  on  the  assump- 
tion of  a  house  with  five  persons  every  66  ft.,  and  this  is  not  always 
the  case,  but  it  is  believed  that  there  is  a  grade  at  or  beyond  which 
flush-tanks  are  not  required,  and  that  if  the  distance  to  which  the 
flushing  power  extends  is  a  function  of  the  amount  of  water  dis- 
charged, then  this  amount  should  be  less  on  the  steeper  grades. 

Referring  again  to  Mr.  Odell's  paper,  it  is  first  noted  that  at  Mt. 
Vernon,  with  grades  of  from  0.b%  to  Q%  no  flush-tanks  are  used,  and 
a  good  hand-flushing  twice  a  year  answers  every  purpose. 

In  the  discussion,  Mr.  Hering  says  that  on  light  grades  flushes  of 
200  to  300  galls,  generally  lose  their  flushing  power  after  passing  a  few 
hundred  feet  through  the  pipe,  and  that  sometimes  after  500  ft.  he 
had  been  unable  to  detect  any  difference  in  the  flow  due  to  the  tank. 

Mr.  Kiersted  writes  that  in  one  system  designed  by  him  he  recom- 
mended flush-tanks  only  on  laterals  of  less  than  0.b%  grade,  and  for 
five  years  the  system  has  been  in  operation  with  but  few  stoppages. 

Mr.  Folwell  writes  that  in  his  experience  he  has  omitted  flush- 
tanks  on  grades  from  Q%  to  V^%,  and  on  the  Q%  grades  no  stoppages 
were  discovered,  nor  were  there  any  odors. 

Mr.  Le  Conte  intimates  that  flush-tanks  as  built  do  not  answer  their 
purpose,  for  where  grades  are  light  and  the  flush  most  needed,  they 
do  the  poorest  work  ;  and  the  large  quantity  of  water  needed,  to  be 
effective,  must  be  obtained  by  some  other  means. 

Mr.  Odell  maintains  that  flushes  of  200  galls,  or  less  fail  to  flush  a 
sewer  properly,  especially  on  flat  grades  where  flushing  is  most 
needed. 

A  table  by  Mr.  Allen  shows  that  on  grades  greater  than  Q.k>%  a 
velocity  of  more  than  2\  ft.  per  second  is  maintained  over  1  000  ft. 
from  the  flush-tank,  but  on  lesser  grades  the  velocity  drops  to  2  ft.  or 
less  within  600  ft. 

In  order  to  obtain  an  insight  into  general  engineering  feeling  in 
the  matter,  and,  at  the  same  time,  reap  the  benefit  of  any  experience 
which  was  to  be  had,  the  author  sent  out  on  January  17th,  150  reply 
postals,  reading  as  follows: 

"  Ithaca,  K  Y.,  January  17th,  1898. 
«'  Dear  Sir: 

"  To  aid  me  in  deciding  as  to  the  necessity  for  flush-tanks  for  our 
sewer  system,  will  you  kindly  answer  the  following: 
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*'  1. — Do  you  find  fluHh-tuuks  ii  uofOHHity,  or  Ih  periodic  hand  AuhIi- 
iup  Huflioiont  to  keep  Howcrs  dean  ? 

"  II. — ])o(»H  tho  <>loin(Mit  of  ^nidc  urtect  tin;  (lucHtion,  and  within 
what  limitH  of  grado  arc;  tanks  ro(iuirod  V 

•*  III. — Doos  your  oxperieu(^e  show  any  relation  between  the  mini- 
mum amount  of  wat»>r  required  for  eflfeetivc  flushing  and  the  grade  of 
the  Hewer  ? 

"  Thanking  you  in  advance  for  your  kind  aHsistance  in  this  matter, 
'*  I  am,  yours  very  truly, 

"  H.  N.  Ogden, 
*'  Enyineer,  Itlincn  Scire?'  Comviission/^ 

These  postals  were  sent  to  those  cities  of  between  10  000  and  60  000 
population,  in  the  New  England  and  Middle  Atlantic  States  especially, 
which  were  reported  in  Tlie  Manual  of  Ameincan  Water  Works /or  1897 
as  having  separate  or  sanitary  sewers.  Eighty  answers  were  received, 
and  the  courtesy  and  good-will  ex2)ressed  in  all  was  unmistakable  and 
much  appreciated.  The  same  story  was  told  by  them  in  nearly  all 
cases.  "  1  would  be  pleased  to  answer  your  questions  fully,  but  this 
is  the  best  that  I  can  do  for  you,"  or  "  This  is  only  my  idea,  while  I  can 
readily  understand  that  what  you  want  is  the  result  of  actual  expe- 
rience," or  "I  cannot  give  you  the  desired  information,  but  would  be 
thankful  to  you  if  you  would  let  me  know  the  result  of  your  inquiry." 
The  results  given  below  in  a  brief  summary  chiefly  show  how  uncer- 
tain and  vague  is  the  knowledge  on  the  subject,  and  how  necessary 
some  experiments  and  investigations. 

In  answer  to  question  No.  1,  whether  flush-tanks  were  necessary, 
of  the  eighty  replies  seventeen  had  no  opinion  on  the  subject,  and 
twelve  had  experience  only  with  combined  systems,  but  had,  accord- 
ing to  their  replies,  found  no  trouble  in  keeping  the  ends  of  their 
10-in.  and  12-in.  laterals  clean  with  rain  or  with  hand-flushing. 
Twenty-six  of  the  eighty  used  periodic  hand-flushing  and  found  it  to 
answer  every  purpose,  keeping  the  sewers  clean  and  free  from  ob- 
structions. Twenty-five  either  used  flush-tanks  or  considered  them  a 
necessity  for  small  pipe  sewers.  It  was  not  possible  in  these  last  an- 
swers to  separate  actual  experience  from  personal  conjecture  on  the 
question,  so  that  this  number  may  include  many  hearsay  opinions. 

The  evidence  is  not  very  clear.  The  fact  that  twenty-six  used 
hand-flushing  satisfactorily  indicates  that  such  flushing  is  sufficient. 
That  it  must  be  properly  and  regularly  done,  however,  is  made  plain 
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by  the  fact  that,  out  of  the  twenty-five  believing  in  flush-tanks,  nine 
had  tried  periodic  hand-flushing,  found  it  uncertain  and  irregular,  and 
had  put  in  flush-tanks,  to  secure  proper  attention.  On  the  other  hand, 
of  the  twenty-six  believing  in  hand-flushing,  two  came  to  that  opinion 
after  becoming  disgusted  with  the  uncertainty  of  tanks. 

To  the  second  question,  only  twenty-three  of  the  eighty  ventured 
an  opinion.  Of  these,  eight  thought  that  the  grade  did  not  afifect  the 
question,  but  that  flush-tanks  were  as  necessary  on  steep  as  on  flat 
grades.  One  engineer  explained  his  position  by  saying  that  while  the 
velocity  on  the  steep  grades  might  be  greater,  yet  as  the  depth  would 
be  less,  the  transporting  power  would  be  less,  and  therefore  tanks  were 
equally  necessary.  Of  the  fifteen  who  thought  that  tanks  are  not 
needed  above  a  certain  grade,  six  merely  ventured  it  as  an  opinion, 
and  nine  fixed  the  limit  at  from  0.5%  to  3  per  cent.  Four  give  1%  as 
the  limit;  one,  3%,  and  the  other  four  give  less  than  1  per  cent. 

Only  six  replies  were  given  to  the  last  question,  whether  the 
amount  of  water  in  the  flush-tank  should  be  varied  with  the  grade  of 
the  sewer.  Of  these,  two  thought  that  no  difiference  should  be  made; 
three  thought  that  less  water  could  be  used  on  the  steeper  grades,  but 
had  no  definite  opinion  as  to  the  relative  amounts;  while  one  well- 
known  engineer,  who  has  thoroughly  studied  the  workings  of  the 
sewer  system  under  his  care,  writes  that  he  finds  one  flush  daily  on  a 
2%  grade  as  effective  as  two  flushes  daily  on  a  0.5^  grade,  each  flush 
of  300  galls. 

The  general  conclusion  from  the  replies  is  that  occasional  flushing 
on  low  grades,  probably  below  1%,  is  needed  at  the  upper  ends  of 
laterals;  that  this  may  be  accomplished,  either  by  hand-flushing  or  by 
the  use  of  automatic  tanks;  that  if  tanks  are  used,  less  care  and  vigi- 
lance are  required  in  inspection  and  oversight,  but  if  they  are  used, 
the  periodic  examination  of  the  system,  which  should  not  be  omitted, 
is  apt  to  be  irregular,  and  if  a  tank  fails  to  work  or  if  an  obstruction 
occurs  below  the  effect  of  the  flush,  a  serious  nuisance  may  result; 
that  if  hand-flushing  is  used,  a  constant  and  regular  inspection 
must  be  practiced,  although  actual  flushing  may  be  required  only  once 
a  month  or  less.  The  amount  of  water  needed  in  flush-tanks  is  not 
known,  nor  the  relation  between  amount  and  grade. 

With  a  view  of  obtaining  more  information  on  this  apparently  un- 
studied subject,  the  author  carried  on  some  experiments  in  the  spring 
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of  1807.  Ho  was  .iHsiHtod  by  IMr.  1.  W.  McConnoll,  C.  E.,  wlio  had 
IxM'ii  i]\o  writer's  viiIikmI  uHsisliiut  on  tlui  conHtructioii  f)f  tlio  Ithaca 
HowtT  HyHtcm  for  two  Huminor  vacaiionH.  The  ronnltH  of  the  ex])eri- 
iiioutH  havo  boon  rooonhvl  by  Mr.  McCouuell  in  a  thoKis  for  the  dof^roo 
of  Civil  Engiuoor  in  Cornell  UniverHity. 

The  sewers  on  which  the  experiments  were  made,  and  which  were 
chosen  so  as  to  aflford  a  variety  of  grade,  with  as  long  lines  as  possible, 
were  all  8-in.  pipe,  and  each  had  at  the  upper  end  a  manhole  about 
4  ft.  in  diameter  at  the  bottom.  Flush-tanks  of  usual  commercial 
size  discharge  at  a  rate  of  about  1  cu.  ft.  per  second,  and,  by  repeated 
experiment,  the  opening  from  the  manhole  into  the  sewer  was  reduced 
to  such  a  size  (about  5  ins.)  that  the  rate  of  discharge  varied  from 
0.89  cu.  ft.  per  second  for  4  ft.   head  in  the  manhole  to  1.1  cu.   ft. 


1  1  M  1  M   1   1 

7 

^ 

GREEN  ST. 

FOaM  OF  FLUSH  WAVE, 
QUAN.  OF  WATER  =  40  CU.  FT. 

n 

6 

V 

\ 

AVERAGE  OF  3  FLUSHES 

(0 

U5 

V 

"•«■  !     A'l ".«'"?'     1 

GRADE  1 

\ 

1 

197.7 

1.31 

2 

529.0 

0.52 

o 

2 

> 

I 

- 

3 

819.0 

0.52 

4 
4 

X 

s, 

4 

1123.0 

0.52 

.  "1 

/ 

r  > 

V 

s 

5 

1418.7 

0.746) 

(0  a 

o 
111 

/°" 

\ 

^ 

^ 

''^ 

Ns, 

^2 
Hi  ** 

o 

1 

t 

\ 

^°" 

N 

"^ 

■~ 

7^ 

- 

o 

, 

^ 

/ 

/^ 

^0> 

4 

^=:: 

—- 

1 

z 

h 

/? 

X 

/ 

A°"'? 

Nr-U^i 

■"■ 

-H 

-, 

- 

z 

f 

/•? 

4^ 

_J 

^^^°- 

"" 

^ 

— 

— 

- 

■— ■ 

■~ 

[s 

A 

u 

_ 

Ai 

_ 

10      12      U      16      18-30      22      24      26      28      20      da      U     m 

TIME  SCALE  IN  MINUTES. 
Fig.  2. 

per  second  for  6  ft.  head.  These  conditions  it  was  thought  approxi- 
mated closely  enough  to  the  workings  of  a  flush-tank.  A  5-in.  open- 
ing was  cut  in  a  pine  board  firmly  held  against  the  end  of  the  8-in. 
pipe ;  then  a  flat  cover,  6  ins.  in  diameter  and  faced  with  rubber,  was 
provided,  which,  placed  over  the  opening  and  held  there  by  a  light 
stick  braced  against  the  back  of  the  manhole,  made  an  effective  plug. 
The  manhole  was  filled  to  any  desired  depth  by  means  of  fire-hose 
attached  to  neighboring  hydrants,  and  then,  by  means  of  a  cord 
fastened  to  the  stick  and  to  the  cover,  the  contents  of  the  manhole 
were  discharged  into  the  sewer.  The  capacity  of  the  manholes  at 
depths  varying  by  6  ins.  was  determined  by  measurement,  so  that 
by  filling  to  the  proper  depth  any  desired  amount  of  water  could  be 
discharged.      The  effect   of  the  flush   waves   was  then  noted  at  the 
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successive  manholes  down  the  line.  No  determinations  ofthe  veloeity 
of  the  wave  were  made,  the  effect  being  judged  bv  the  depth  of  the 
wave,  and  by  the  force  shown  in  moving  gravel,  etc.,  placed  in  the 
diflferent  manholes.  The  wave  depths  were  read  by  different  observers 
stationed  in  the  manholes,  where  they  recorded  as  rapidly  as  possible 
(usually  every  seven  seconds)  the  depth  as  marked  on  a  thin  vertical 
scale  placed  in  the  sewer.  Figs.  2.  to  5  show  the  wave  forms  and  the 
progressive  flattening  as  the  wave  gets  farther  and  farther  from  the 
flush-tank. 

To  test  the  transporting  power  of  the  wave  small  brickbats  and 
gravel  of  various  sizes,  coated  with  paint  so  as  to  be  recognizable, 
were  placed  in  the  inverts  at  the  manholes.  A  considerable  growth 
of  what  was  apparently  of  vegetable  origin  had  become  attached  to 
the  sides  and  bottom  of  the  pipe,  and  the  value  of  the  flush  in  remov- 
ing this  growth  was  also  noted.  The  order  of  procedure  was  to 
examine  and  note  the  condition  of  the  line,  and,  after  placing  the 
gravel,  etc.,  to  make  a  number  of  flushes,  each  of  20  cu.  ft.,  and  note 
the  results.  Then,  increasing  the  amount  discharged  to  30,  40,  50 
and  60  cu.  ft.,  the  resj)ective  results  were  noted.  Then,  either  the 
whole  pipe  was  scraped  by  a  rubber-edged  piston-like  cleaner,  or 
merely  the  manhole  invei-ts  and  about  6  It.  each  way  into  the  pipe, 
and  the  flushing  reiDcated.  The  following  tables  give  the  results  on 
the  diflferent  lines: 

TABLE  Xo.  2. — Green  Street  Sewer. 


Volume  of 
flush. 

Effects  at 

No.  of 
flushes. 

Manhole  No.  1.       Manhole  No.  2. 

Manhole  No.  3. 

Manhole 
No.  4. 

25cu.  ft... 
30      "    ... 

40    .  "   ... 

60      "   ... 

80      "   ... 
120       '^   ... 

Scoured  clean. 

Scoured  clean. 

No  effect. 

•• 

( Several       stones 
\     started. 
{ Small  gravel  gen- 
(     erally  started. 

No  effect. 

i 
) 

I 

1 

it 

1 
1 

8 

2 

2 
3 

Before  commencing  the  work,  the  examination  of  the  pipe  showed  it 
to  be  practically  clean,  with  no  ground-water,  except  between  the 
third  and  fourth  manholes,  where  there  was  a  stream  j^erhaps  \  in. 
deep.     There  were  no  house  connections,  but  there  was  a  small  depth 
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of  Hilt,  Hiul  Hiiiall  |)i«H'.(\s  of  0(!iiu'ut  h'ft  from  (^ouHtruction,  also  u 
slijjfht  j:fr(nvtli  on  the  sides  and  bottom  of  the  i>ip«'.  (Iravc;!  of  all 
sizoH  placed  in  tlio  i»i)K?  at  tlio  llush-taiik  was  carried  through  to  man- 
hole No.  1  in  two  tlnshes  of  25  cu.  ft.  each,  the  lirst  flush  alone  not 
being  sullicituit.  The  gravel  Hcoured  out  of  the  bottom  of  No.  1  man- 
hole by  the  flfHt  flush  waH  not  brought  to  No.  2  until  the  80-cu.-ft. 
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flush  was  put  in,  and  no  gravel  scoured  out  of  No.  2  was  brought  to 
No.  3  by  any  of  the  flushes.  After  the  seventeenth  flush  as  above, 
the  pipe  was  thoroughly  scraped  and  cleaned,  and  flushes  eighteen  to 
twenty-eight  made.  Similar  results  were  obtained,  except  that  the 
flushes  carried  the  gravel  about  200  ft.  farther  than  before  and 
seemed  eff'ective  for  that  distance. 


TABLE  No.  3. — Cayuga  Street  Sewer. 


Volume  of 
flush. 


30  cu.  ft., 

40        ''    .. 

60        ''    .. 
80        "    .. 


Manhole  No.  1.       Manhole  No.  2. 


Scoured  clean.  No  effect 

I  Disturbed  but     ) 
(    not  cleaned,     j 

Partly  scoured. 

Cleaned. 


Manhole  No.  3. 


No  effect. 


( Some  ve-getable ) 
J  growth  passed  | 
(    through.  ) 


Manhole 
No.  4. 


No  effect. 


No.  of 
flushes. 


In  Cayuga  Street  there  were  a  few  connections  and  little  flow,  so 
that  the  condition  of  the  pipe  was  very  foul;  there  was  also  a  heavy 
vegetable  growth  in  the  pipes. 
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On  Linn  Street  no  comparative  records  could  be  made.  The  pipe 
was  clean  from  the  flush-tank  to  Manhole  No.  1,  and  in  this  length 
there  were  no  connections.  From  No.  1  to  No.  2  it  was  slightly  foul, 
and  very  foul  the  remainder  of  the  length.  There  were  two  house 
connections  on  the  line.     Five  flushes  of  20  to  00  cu.  ft.  were  made. 
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Each  was  very  effective,  one  apparently  as  much  so  as  another.  All 
obstructions  introduced  were  removed  at  once  from  manholes  Nos.  1 
and  2.  A  steady  flow  1  in.  deep  from  the  hose  carried  everything 
forward  at  once  to  a  point  beyond  No.  2  and  to  the  flatter  grade. 

TABLE  No.  4. — Aurora  Street  Sewer. 


Volume 

of 
flush. 

Manhole 
No.  1. 

Manhole 
No.  2. 

Manhole 
No.  3. 

Manhole 
No.  4. 

No.  of 
Flushes. 

40cu.  ft.... 
60      "    .... 
80      "    .... 

Cleaned. 

11 

Cleaned. 

11 

No  effect. 
Disturbed. 

No  effect. 

( "Water   dirty  ;    some  ) 
<     vegetable    growth  r 

{     came  through ) 

A  few  stones  disturbed  . 

3 

7 
3 

TABLE  No. 

5.— First  S 

iREET  Sewer. 

Volume 

of 

flush. 

Manhole 

No.  1. 

Manhole 
No.  2. 

Manhole 
No.  3. 

Manhole 

No.  4. 

No.  of 
Flushes. 

40  cu.  ft. . . . 
60       "    .... 
80      "    .... 

Cleaned. 

No  effect. 

No  effect. 

11 

No  effect. 

11 

5 
3 

2 

la 
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On  tlir  Aurora  Htroet  liiir,  the  pipe  was  vo.ry  foul,  cliiefly  from  a 
hoHpital  coniKM-tion  at  the  iipp«'r  jmuI.  TIh'  vogetal)le  growth  was 
largo,  ami  tho  acruinulatioiiH  of  organic  inattor  very  evident. 

(^n  liutfalo  Str(»ot,  where  tlie  grade  is  about  12%,  the  effect  of  the 
llusli  was  aina/.iiig.     AVh(^r(>   any  sewage  at  all  flows  in  the  pipe,  it  is 
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sufficient  to  remove  all  obstructions.  A  flush  of  any  volume  rushes 
down  the  hill  at  a  high  velocity,  Avith  piston-like  action,  and  sweeps 
everything  before  it. 

Table  No.  6  gives  the  distances  and  grades  between  manholes  on 
the  lines  used  in  the  experiments. 

TABLE  No.  6. — Distances  and  Slopes  Between  Manholes. 


Green  St. 

Cayuga  St. 

Aurora  St. 

First  St, 

Lenn  St  . 

13 

9 

a 

6 

a 

a5 

a 

6 

a 

(U 

Description. 

®    . 

0)     . 

.^ 

'Z  . 

be 

<D    . 

be 

0^    . 

tie 

O-u 

^-^ 

tl+J 
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o^ 
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'O*^ 

O^J 

T)*^ 

^ 

a  <D 
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-a  a 
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U   1) 
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ce  <D 

U  (£> 

O't 

CO 

O^ 

Oi 

O^ 

OU 

a> 

a> 

® 

5 

P, 

O 

p. 

o 

P< 

Q 

a 

Q 

a 

Dead    end 

to     Manhole 

No.  1 

298 

1.31 

320 

0.89 

1<7 

3.14 

371 

1.00 

331 

2.94 

Manhole  No. 

1  to  Manhole 

No.  2 

231 

0.52 

316 

0.50 

390 

1.28 

341 

0.50 

278 

2.70 

Manhole  No. 

2  to  Manhole 

No.  3 

290 

0.52 

259 

0.60 

413 

1.02 

394 

0.57 

317 

0.50 

Manhole  No. 

3  to  Manhole 

No.  4 

305 

0.52 

419 

0.40 

393 

1.00 

Manhole  No. 

4  to  Manhole 

No.  5 

296 

0.75 

417 

0.80 

The  manager  of  the  Van  Vranken  Flush-Tank  Company  gives  his 
practice  in  proportioning  the  sizes  of  flush-tanks  for  any  j)articular 
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sewer,  as  follows:  The  capacity  of  the  reservoir  should  be  equal  to 
one-half  that  of  a  length  of  sewer  in  which  the  grade  produces  a  rise 
equal  to  the  diameter  of  the  pipe;  so  that  the  Green  Street  line,  8  ins. 
diameter,  and  0.5^  grade,  should  have  a  discharge  of  half  the  volume 
of  the  pipe,  ^  x  100  in  length,  or  23  cu.  ft. ;  and  for  a  1%  grade  one- 
half  of  that,  or  11.5  cu.  ft.  He  says  further,  and  the  statement  has 
been  confirmed  by  the  author's  work,  that  an  8-in.  pipe  on  a  0A%  grade 
will  flow  about  one-third  full  at  a  distance  of  300  to  400  ft.  from  the  tank 
discharging  the  above  amount ;  and  that  on  a  o%  grade  the  water  will 
come  down  as  a  solid  piston  for  any  discharge  greater  than  14  cu.  ft. 

The  manager  of  the  Pacific  Flush-Tank  Company  writes  that  as  a 
rule  he  does  not  interfere  with  engineers  in  their  design  for  tanks, 
but,  in  his  opinion,  a  flush  of  175  galls,  on  a  1%  grade  is  sufficient,  and 
on  any  flatter  grade  twice  that  amount  of  water  should  be  used,  or,  in 
other  words,  as  he  says,  "long  lines  or  flat  grades  require  greater 
capacity  of  tanks  than  steep  grades  or  short  lines." 

Conclusions. — The  following  conclusions  are  based  upon  data  on  this 
subject  published  previously;  upon  the  exiDerience  of  engineers  in 
different  parts  of  the  country;  upon  the  flushing  diagrams  published 
recently  by  J.  W.  Adams,  and  upon  observation  and  the  special 
experiments  made  in  Ithaca;  and  it  is  believed  that  they  are  justifiable 
and  are  a  safe  guide  as  to  the  use  of  flush-tanks. 

(1)  Flushing  of  some  sort  is  required  at  the  upper  ends  of  laterals, 
the  frequency  and  amount  depending  on  the  number  of  house  connec- 
tions, on  the  carefulness  or  prodigality  in  the  use  of  water  by  the 
householder,  on  the  grade  and  size  of  the  sewer,  on  the  character  of 
its  construction,  and  on  a  mysterious  something  which  defies  defini- 
tion, but  which  produces  frequent  accumulations  in  one  line  and  does 
not  affect  another,  apparently  like  the  first. 

(2)  This  variety  in  the  conditions  prevents  any  exact  statement  of 
a  relation  between  the  quantity  of  water  which  should  be  discharged 
from  a  flush-tank  and  the  grade  of  a  sewer,  but  it  plainly  indicates 
that  the  advantage  of  automatic  flush-tanks  lies  in  a  general  guarantee 
or  insurance  against  accumulations  in  the  upper  part  of  the  laterals, 
while  periodic  hand-flushing  must  be  depended  on  only  when  in  charge 
of  a  responsible,  indefatigable  and  intelligent  caretaker. 

(3)  Judging  by  the  experience  at  Ithaca,  and  despite  the  statements 
of  other  engineers,  it  seems  to  the  author  that  on  grades  of  less  than  1% 
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iiutomjitio  ^lllHh-ta^l^^^  iir<'  uii  tconomic  nocesHity,  oven  where  water 
has  to  Ix'  puitl  for,  the  uddrd  cxju-uho  of  frequent  haud-fluHliing  more 
than  ofl-Hettiuj^  the  po.ssihlc  (lischar^o  of  fluHh-tanks  when  not  abtto- 
liitely  necessary. 

(4)  The  voliune  of  water  dischnr^cd  should  not  be  less  than  40  cu. 
ft.,  and  the  ellect  of  the  tiush  can  har«lly  be  expected  to  reach  more 
than  600  or  800  ft.  Below  this  i)oint  accumulations  may  occur  which 
must  be  removed  by  hand-flushinf^  and  carried  on  to  a  point  where  the 
sewage  flow  has  the  necessary  transporting  i)Ower. 

(5)  On  flat  lines  and  where  obstructions  occur  below  the  influence 
of  the  Hush-tank,  a  second  flush-tank,  placed  about  8  0  ft.  from  the 
first,  will  be  more  effective  than  increasing  the  first  tank  to  a  capacity 
of  three  times  its  original  discharge. 

(6)  The  frequency  of  discharge  should  depend  on  the  local  condi- 
tions, but  it  is  probable  that  the  maximum  interval  depends  on  the 
13ractical  working  of  the  siphon,  so  that  the  usual  prescription  of  once 
in  twenty-four  hours  is  a  safe  rule. 

(7)  If  tanks  are  used  on  grades  greater  than  1%,  15  to  20  cu.  ft.  give 
as  good  results  as  larger  amounts,  with  the  same  rule  as  to  frequency 
of  discharge. 

(8)  However,  economy  is  best  served,  on  grades  above  1%,  by  omit- 
ting flush-tanks,  and  resorting  to  periodic  hand-flushing  at  such 
intervals  as  experience  shows  to  be  necessary  on  the  different  lines. 
In  most  cases  semi-annual  or  quarterly  flushings,  with  a  hose,  are 
sufficient. 

(9)  On  grades  greater  than  S%  flush-tanks  are  unnecessary,  and 
their  installation  is  a  waste  of  money. 

(10)  Hand-flushing  should  be  performed  and  tanks  discharged  at 
night,  as  a  flow  of  even  an  inch  in  a  sewer  ofiers  a  large  resistance  to 
the  flushing  action;  while,  with  a  pipe  flowing  half  full,  the  effect  of  a 
flush-tank  is  scarcely  visible. 
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DISCUSSION. 


Rudolph  Hering,  M.  Am.   8oc.   C.  E. — Words  of  eneonragement  Mr.  HerinR. 
should  be  given  to  every  one  who  finds  and  utilizes  an  opportunity  to 
undertake  experiments  on  this  subject,   as  there  is  but  little  useful 
information  concerning-  it  in  existence. 

The  experiments  described  in  the  paper  are  valuable,  so  far  as 
they  go,  and  furnish  data  from  which  a  better  judgment,  than  was 
possible  before,  can  be  obtained  on  a  number  of  points.  The  author  con- 
fines his  recorded  experiments  to  8-in.  pipes,  and  to  the  same  quantity 
of  flushing  water  in  each  case,  varying  only  the  gradients  of  the  pipes. 

The  answers  received  in  response  to  the  postal  card  inquiry  indi- 
cate first,  that  "occasional  flushing  on  low  grades,  probably  below 
1%,  is  needed  at  the  upper  ends  of  lateral  sewers,"  and,  secondly, 
that  automatic  flushing  requires  less  labor  and  less  vigilance  than 
hand-flushing,  though,  without  proper  inspection,  the  former  allows, 
as  he  says,  "a  serious  nuisance  to  result."  The  speaker  thinks  that 
the  automatic  flush-tank  should  not  in  any  measure  be  made  responsi- 
ble for  "the  serious  nuisance,"  but  that  the  responsibility,  in  such 
cases,  is  entirely  due  to  the  failure  of  sufficient  or  efficient  inspection, 
a  !iine  qua  non  for  every  sewerage  system  that  is  to  be  kept  in  order, 
whether  automatic  flush-tanks  are  used  or  not. 

The  author  did  not  make  his  experiments  with  automatic  tanks, 
but  by  filling  a  manhole  with  an  anijount  of  water  and  drawing  a  plug, 
by  which  the  water  escaped  into  the  8-in.  sewer,  through  an  opening 
5  ins.  in  diameter  cut  in  a  pine  board.  This  circumstance  should  be 
emphasized  a  little,  so  that  the  results  may  not  be  quoted  as  apj)lying 
to  automatic  tanks.  In  the  latter  the  rates  of  dischargeand  the  veloc- 
ity of  the  water  issuing  from  the  tank  will  differ,  although  not  mate- 
rially, from  those  of  the  former  case. 

It  is  also  advisable,  in  such  experiments,  to  have  the  velocity  of  the 
water  measured  at  different  parts  of  the  wave,  instead  of  calculated 
from  the  gradient  or  judged  by  the  force  of  moving  gravel,  etc.  It  is 
to  be  hoiked  that  such  velocity  measurements  may  be  made  at  an  early 
day,  as  a  formula  gives  but  a  rough  approximation  to  the  velocity. 
In  the  same  pipe  with  the  same  section  and  slope  of  the  water,  the 
velocity  will  be  different  when  the  water  is  rising  from  that  which  ob- 
tains when  the  water  is  falling.  The  usual  slope  formulas  take  no  ac- 
count of  this  fact.  It  has  been  reported  that  the  stream  flows  quicker 
just  after  the  crest  of  the  wave  has  passed  a  manhole  than  before  it 
arrives  at  this  place.  Further,  the  loss  of  head  in  the  cleaning  process, 
by  loosening  and  carrying  along  deposit  and  sticky  material  would 
also  be  properly  accounted  for  by  actual  velocity  measurements,  if 
such  were  made. 
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Mr  Ht^HiiK'  TIh'  Kuropcjin  oxp(»riou<'e  with  fluHliinj?  HowerR  datc^s  back  almost 
fiftv  v<>jirH.  In  ilio  sin'iikcr'H  i-i^port  on  tliiH  Hubjcot  in  1H80,*  tlio  re- 
sults of  snt'lu'xpcrirncc  im*  f^ivt-n.  TIktc  lias  Ix'cn  almost  no  progresH 
nuub'  sini'o  tluMi  m  the  iiictluxls  used,  bnt,  fortunately,  fliiHbing  ban 
l)ecomo  more  connnon.  it  was  iilmoHt  uowbere  practiced  in  America 
before  IHHO. 

T]w  i)rinei])le  that  "  lonj^^  lines  of  flat  graden  require  greater  quan- 
tities than  short  lines  of  steep  grades"  was  then  well  recognized  in 
Europe.  Small  tanks  were  used  only  at  the  heads  of  short  or  steep 
sewers,  where  Hushing  requires  l)ut  a  small  quantity  of  water.  For 
Hushing  large  sewers  on  Hat  slopes,  the  sewage  itself  was  stored  for 
this  jtnrpose  in  large  quantities,  or  ground-water  was  collected  in 
large  (cisterns,  because  in  these  cases  a  large  (quantity  of  Hushing 
water  is  required.  It  had  also  been  stated  in  Euroi)e  that  daily  flush- 
ing with  automatic  tanks  was  not  everywhere  considered  neceeeary. 
It  was  the  practice  then,  as  it  is  now,  to  flush  the  smaller  sewers  by 
hand  at  intervals  varying  from  twice  a  week  to  twice  a  month. 

The  assertion  made  by  the  author  that  automatic  flush-tanks  cause 
an  additional  expense  of  more  than  S%  of  the  cost  of  the  system  is 
hardly  fair.  He  estimates  ^50  as  the  cost  of  such  a  tank,  but  appar- 
ently overlooks  the  necessity  for  having  a  manhole  at  the  head  of  the 
sewer  in  any  event,  and  he  should  charge  the  flush-tank  only  with  the 
necessary  appliances  for  Hushing,  or  $15  to  $20  instead  of  ^50. 

He  also  charges  the  Hush-tanks  with  the  annual  expense  for 
water  and  more  intelligent  maintenance.  No  doubt  20  cents  per 
thousand  gallons  may  be  chargeable  in  some  cities,  and  where  private 
companies  have  a  franchise  granted  on  liberal  terms;  but  the  average 
cost  of  water  in  American  cities  is  by  no  means  so  great.  Its  average 
value  is  much  less,  and  in  many  cases  is  less  than  half  of  that  figure. 

The  author's  deduction  that  the  cost  chargeable  to  flushing  sewers 
amounts  to  about  one-half  of  the  construction  account  is,  therefore, 
wide  from  the  true  mark,  if  it  were  generally  applied.  In  the  case  of 
Ithaca,  this  conclusion  should  be  modified,  not  only  with  reference  to 
the  cost  of  the  tanks,  but  also  with  reference  to  the  annual  charge  of 
.^600,  to  examine  and  adjust  131  tanks.  This  cost  is  quite  excessive 
when  the  best  tanks  are  used. 

In  his  opening  paragraphs  the  author  makes  a  rather  sweeping  as- 
sertion regarding  the  present  extensive  use  of  automatic  flush-tanks 
for  small  pipe  sewers.  In  some  cities,  particularly  in  those  having 
adopted  systems  on  the  recommendation  of  Colonel  George  E.  War- 
ing, Jr.,  a  very  extensive  use  has  been  made  of  such  tanks;  but  in  most 
others  their  use  has  been  limited  to  cases  where  they  were  more  eco. 
nomical  than  hand-flushing,  which  fact  needs  determining  in  each 
case. 

*  Transactions,  Vol.  x,  p.  361. 
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Fig.  6. 
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Mr  HfiiiiK.  TIm' imtlior  intinmtcs  tliat  tlio  HUHjxmtlinpj  and  Hcouring  i)Ower  of 
wntor  tU'pfiuls  on  tlic  velority  and  also  f)n  the  d('])tli  ot  tli<'  Htrcaiii. 
The  depth,  of  itself,  irroHjuH'tivt^  of  tho  velocity,  has  nothing  to  do  with 
ibis  ])o\v(»r.  SuHpciiHion  in  runninjjj  water,  and,  even  more  so,  the 
Hconrin^'  l)ower,  are  alniOHt  wholly  functions  of  the  velocity.  In  two 
streams  having  difl'erent  depths,  but  equal  velocities,  the  susi)endinp 
and  scouriujjj  i)ower  of  the  water  will  also  be  about  the  same.  In  two 
streams  of  water  having  equal  depths,  but  different  velocities,  the  sus- 
j>ending  and  scouring  power  will  again  depend  practically  on  the 
velocity  alone. 

The  material  which  is  taken  out  of  a  sewer,  when  it  is  flushed 
quarterly  or  semi-annually,  is  sometimes  a  growth,  a  mycelium — 
the  fungus  growth  in  the  sewer.  It  is,  i)erhai)s,  not  offensive,  but  it 
obstructs  the  flow  and  makes  necessary  the  flushing  of  the  sewer  to 
obtain  the  full  capacity  again.  At  Colorado  Springs,  Colo.,  this 
fungus  grows  at  such  a  rate  that  if  the  sewers  were  not  cleaned  out 
often,  they  would  be  completely  closed  up.  The  speaker  was  present 
when  flushing  was  going  on,  and  was  astonished  to  see  the  large  mass 
of  fungus,  amounting  to  several  cubic  yards,  which  came  out  of  the 
sewer  within  a  few  minutes. 

Referring  to  the  conclusions  at  the  end  of  the  paper,  the  speaker 
is  at  a  loss  to  understand  the  "mysterious  something  which 
defies  definition,"  but  which  is  said  to  produce  frequent  accumula- 
tions in  one  line  of  sewers  and  not  in  another.  Such  a  mystery  has 
never  seemed  to  arise  in  the  speaker's  experience,  and  if  the  cases  are 
sufficiently  analyzed,  he  doubts  the  existence  thereof.  If,  on  one 
hand,  the  nature  of  the  sewage  discharged  is  observed,  and,  on  the 
other  hand,  if  the  actual  velocity  measurements  are  made,  as  sug- 
gested above,  any  mystery  would  probably  disappear. 

Another  conclusion  states  that  "  a  flow  of  even  an  inch  in  a  sewer 
offers  a  large  resistance  to  the  flushing  action."  This  statement  in  its 
implication  can  certainly  not  be  correct.  Sewage  is  but  dirty  water, 
and  whether  the  first  inch  of  flow  is  sewage  or  clean  water  should 
make  no  practical  difference  in  the  velocity  of  the  flushing  water. 
Certainly  the  flow  of  sewage  would  not  offer  a  large  resistance  when 
the  flow  of  clean  water  offers  but  a  slight  resistance.  The  deposits  to 
be  overcome  are,  of  course,  supposed  to  be  the  same  in  both  cases. 
Therefore,  the  speaker  cannot  agree  with  the  author's  proposition  that 
flushing  should  be  done  at  night.  On  the  contrary,  to  give  the  best 
effect,  it  should  be  done  when  the  flow  of  sewage  is  greatest,  that  is, 
in  the  forenoon.  The  flushing  water,  when  added  to  the  sewage,  will 
increase  its  flow,  and,  therefore,  also  its  velocity,  its  scouring  and  its 
cleansing  effect,  to  the  greatest  extent. 

The  author's  diagrams,  representing  the  results  of  some  of  his  ex- 
periments, are  very  interesting  and  valuable.     They  are  plotted  so  that 
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Mr.  HoHiiK.  the  uxiH  of  ftlmciHHaH  in  tho  time  soalo,  aud  tho  ordinatos  repreHent  the 

tloi)tii   of  tho  MJltiT. 

IjtiHt  your  Hoiiio  (lia^^niins  w«(r<)  i)ul)li.sli(ul,*  which  likewise  Hhow 
the  effects  of  Hewer  fhishin^.  These  are  i)lotte(l  ho  that  the  ahscisHas 
reproHout  the  distance  traveled  by  the  flush  wave,  and  the  ordinates 
the  vi'joeity  of  ilie  wai«'r.  To  enabh^  one  to  further  appreciate  these 
results,  another  ])lottiu{^  is  i)ossible,  i)artly  combining  these  two 
methods  and  letting  the  abscissas  represent  the  distance  or  length 
of  Hush  and  the  ordinates  the  depth  of  the  water.  The  advantage  of 
this  plotting  is  the  possession  of  a  true  profile  of  the  sewer  and  of  the 
flush  wave,  in  which  one  can  see  its  length  and  depth  at  a  glance,  while 
the  velocities  are  written  down  in  figures  above.  The  Ithaca  data  are 
thus  plotted  in  Fig.  G,  and  the  Adams'  data  in  Figs.  7,  8  and  9. 
James  H.  Fuertes,  M.  Am.  Soc.  C.  E.,  has  kindly  assisted  the  speaker 
in  replotting  the  above-mentioned  diagrams  in  this  manner. 

The  Ithaca  data  (Fig.  6),  thus  re-plotted,  show  how  the  velocity 
gradually  decreases  with  the  distance,  and  show  the  distances  and 
depths  of  flow  up  to  which  the  necessary  cleansing  velocity  is  main- 
tained. They  also  show  by  figures  how  long  such  velocities  continue. 
As  stated  above,  these  velocities  were  not  measured,  but  merely  com- 
puted. They  would,  therefore,  be  somewhat  different  in  practice,  but 
how  much  is  not  yet  known.  As  an  example,  when  the  flush  wave  is 
highest,  a  velocity  of  more  than  2  ft.  per  second  is  maintained  for  only 
one  minute,  and  it  extends  less  than  500  ft. ;  when  the  water  flows  at  f 
this  height,  the  velocity  has  continued  for  over  five  minutes,  and  for 
this  length  of  time  it  extends  only  about  400  ft. ;  and  when  the  water 
flows  at  ^  its  greatest  height,  a  velocity  of  over  2  ft.  per  second  has 
continued  for  about  7  minutes,  but  for  this  length  of  time  has  extended 
only  about  300  ft. 

This  diagram  clearly  shows  the  well-known  fact,  that  the  greatest 
benefit  from  flushing  is  obtained  by  maintaining  the  cleansing  velocity 
as  long  in  time  and  as  far  in  distance  as  possible.  It  is,  therefore,  de- 
sirable to  determine  for  each  case  approximately  the  quantity  of  water 
needed  to  obtain  a  required  and  definite  result  in  a  sewer  of  a  given 
size  or  slope,  and  the  author's  work  materially  facilitates  this  deter- 
mination for  the  cases  which  he  has  covered. 
Mr.  Fuertes.  James  H.  Fueetes,  M.  Am.  Soc.  C.  E. — The  author  has  rendered 
the  profession  a  valuable  service  in  recording  the  results  of  his  experi- 
mental flushing  of  sewers,  but  the  speaker  regrets  that  more  data, 
covering  a  wider  range  of  conditions,  were  not  incorporated  in  the 
paper,  and  would  res^jectfully  suggest  that  the  records  would  have 
been  more  complete  had  he  given  the  elevations  of  the  surface  of  the 
water  in  the  flush-tanks  as  well  as  in  the  manholes.  The  pages  of  the 
Transactions  of  this  Society  are  the   proper  rei3ositories  for  as   many 

*  By  Messrs.  Adams  &  Co.,  Engineers,  ot-  London,  England. 
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22  DISCUSSION  ON  rMsniN(}   in  i'Iit:  skwkus. 

Mr.  Kiiertes.  hucIj  rccordH  uh  fiiu  ho  obtiiiiuMl,  uiitl  it  is  to  bo  hoped  that  in 
t'h)siny[  this  discuHHioii  tlic  iiutlior  will  otVcr  as  iinicli  iimttcr  as  in 
j)nicticHl)K>, 

Tho  (hita  presented  by  the  author  i)ormit  the  dra^ving  of  some  in- 
teri'Htin^Mnfcn'ueeH  eoncerniiig  the  <'hangeH,  as  to  form  of  wave  and 
veh)eity  of  How,  taking  j)hiec  in  a  quantity  of  water  discharged  sud- 
denly, under  a  head,  into  a  sewer;  and  permit  the  correction,  by 
graphical  demonstration,  of  some  i)opular  and  fallacious  notions  con- 
cerning the  action  of  a  flnsliing  wave  in  a  sewer.  The  idea  is 
commonly  exi)reHsed,  even  to-day,  that,  to  be  effective  as  a  flush,  the 
water  must  shoot  through  the  sewer  in  a  solid  body  like  a  piston. 
That  this  is  not  true  will  be  demonstrated  presently. 

In  conclusion  10  the  author  makes  the  following  unqualified  state- 
ment: "  while  with  a  pipe  flowing  half  full,  the  effect  of  a  flush-tank 
is  scarcely  visible."  By  this  very  broad  assertion  he  creates  the 
impression  that  no  matter  how  large  the  flush-tank,  or  under  how  great 
a  head  it  is  discharged,  the  pipe  would  not  run  over  half  full.  Surely 
this  is  not  the  meaning  intended  to  be  conveyed. 

The  speaker's  hopes  were  raised  to  a  high  pitch,  in  reading  this 
paper,  when  the  author  proposed  the  consideration  of  the  hydraulic 
problems  involved  in  flushing;  but  a  careful  perusal  of  the  pages 
which  followed  failed  to  reveal  the  promised  consideration  of  the 
subject. 

Sewers  are  flushed  with  water  to  clean  and  wash  them  out,  and  to 
prevent  their  becoming  foul.  When  deposits  have  taken  j^lace  in 
sewers,  due  to  insufficient  grades,  poor  workmanship  or  other  causes, 
two  operations  are  necessary  in  order  to  remove  these  deposits.  These 
are,  first,  to  loosen  and  dislodge  the  deposits;  second,  to  carry  away, 
in  suspension  in  the  water,  the  matter  thus  dislodged.  The  question 
is :  Do  the  most  effective  velocities  for  these  two  operations  exist  at 
the  same  moment  at  any  given  point,  or,  if  not,  when  does  each  reach 
its  maximum  value  '? 

The  scouring  power  of  the  wave  will  be  greatest  when  the  velocity 
at  the  bottom  of  the  pipe  is  at  the  maximum.  The  transporting 
power  of  the  wave,  on  a  given  grade,  will  be  greatest  at  a  certain 
point  when  the  mean  velocity  at  that  point  is  greatest.  The  conditions 
for  maximum  scouring  jDower  and  maximum  transporting  power  are, 
therefore,  not  coexistent,  because  the  maximum  scouring  power  is  at 
the  toe  of  the  wave  as  it  descends  the  sewer,  while  the  maximum 
transporting  power  occurs  at  a  later  time.  On  the  diagram,  Fig.  10, 
is  shown  the  form  of  the  flushing  wave  discharged  into  the  Green  Street 
sewer,  drawn  from  the  author's  data.  A  profile  of  the  wave  is  shown 
at  the  end  of  the  1st,  2d,  3d,  4th,  6th,  8th  and  10th  minutes.  In  this 
diagram  the  shapes  of  the  waves  are  not  claimed  to  be  exact  as  to  joro- 
file  at  all  points.    They  are  accurate  at  the  points  where  they  cross  the 
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24  DISCUSSION    ON    rLt'SHING    IN    PIPE   SEWERS. 

Mr  Fii«Tt«'M.  iimnlioh's,  iiml  tlu'  positionH  of  the  tooH  of  tlio  waveH  wer('int(»r])olate(l; 
tlu'  roiiminini^  portions  of  the  cnrvos  arc  Hketched  iu.  The  velocities 
corroHpondini^  to  the  greatest  (lei)thH  of  flow  were  calculated  by  the 
Kntter  formula  {n  =  0,013).  The  velocitieB  marked  for  the  toe  of  the 
wave  are  the  componentH,  alon^  the  bottom  of  the  sewer,  of  the  veloci- 
ties of  th(»  surface  of  the  water  at  the  ^iveu  i)oiDts  when  the  w^ave 
reaches  those  i)oints. 

At  the  first  manhole  the  sewer  was  nearly  full,  and  proV)ably  had 
been  running  under  a  head  up  to  within  about  00  ft.  of  the  manhole. 
After  passing  this  i)oint  the  foot  of  the  descending  body  of  water, 
under  a  free  How  by  gravity,  rushed  forward  rapidly,  the  point  being 
135  ft.,  20r/ft.,  801  ft.,  513  ft.,  030  ft.,  743  ft.,  852  ft.,  and  957  ft.,  dis- 
tant  from  the  manhole  in  1,  2,  3,  4,  5,  0,  7  and  8  minutes,  respectively. 
Traversing  these  distances  in  the  times  given  corresponds  to  an  aver- 
age velocity  between  the  respective  points  of  2.25  ft.,  2.18  ft.,  2.10  ft., 
2.03  ft.,  1.95  ft.,  1.89  ft.,  1.81  ft.  and  1.75  ft.  per  second.  These  are 
the  bottom  velocities  at  the  point  of  the  wave,  and  are  the  actual  max- 
imum velocities  at  the  respective  points.  "When  the  greatest  depth 
of  flow  has  been  reached,  the  slope  of  the  water  surface  will  be 
about  the  same  as  the  slope  of  the  sewer,  and  the  mean  velocity  less 
(consequently,  the  bottom  velocity  will  be  much  less)  than  at  the 
point  of  the  wave.  Therefore,  after  the  natural  flow  ensues,  the  max- 
imum scouring  power  occurs  at  the  point  of  the  wave,  and  the  max- 
imum transporting  power  at  the  moment  of  greatest  mean  velocity 
at  any  section.  This  scouring  power  expends  itself  'in  friction  and 
work,  and  very  little  head  is  left  for  velocity,  consequently  it  has 
small  transporting  ability. 

At  any  point  the  true  flushing  velocity,  with  a  given  volume  of  flush- 
ing water,  is,  therefore,  that  due  to  the  grade  of  the  sewer  at  the  time 
when  the  depth  of  flow  gives  the  greatest  mean  velocity.  With  deposits 
loosened  up  so  that  they  may  be  entrained  in  the  current,  the  best  flush, 
in  a  sewer  with  a  circular  cross-section,  would  be  that  which  would 
cause  the  greatest  length  of  sewer  to  flow  about  eight-tenths  full  for 
a  considerable  length  of  time.  These  remarks  apply,  of  course,  to 
the  sewer  below  the  point  where  it  runs  full  under  a  head.  Under 
ordinary  conditions,  8-in.  sewers  of  moderate  slopes  will  not  generally 
run  under  a  head  from  a  flush-tank  for  more  than  100  ft.,  and  even  in 
extreme  cases  not  much  over  this  limit.  Of  course,  with  flush-tanks 
which  will  discharge  at  a  greater  rate  than  the  capacity  of  the  sewer, 
on  steep  grades,  the  sewer  may  run  with  full  section  for  a  consider- 
able distance;  however,  this  condition  is  not  frequently  met  in  practice. 
Therefore,  the  natural  flow  in  the  sewer  must  be  relied  on  to  do 
the  cleansing.  In  this  discussion  the  term  natural  flow  is  used  to 
indicate  the  flow  due  to  the  slope  of  the  sewer  only,  not  to  any  ex- 
traneous head  from  the  flush-tank.     A  steady  flow  of  water  of  consid- 


DISCUSSION    ON   FLUSHING    IN    PIPE   SEWERS. 


25 


erable  depth  for  a  considerable  time,   repeated  at  certain  intervals,  Mr.  Fuertes. 

would,  under  most  conditions,  therefore,  be  of  greater  benefit  than  the 

frequent  discharge  of  small  flushes  at  the  upper  end.     When  a  small 

flush  is  discharged  from  a  tank  the  maximum  depth  of  flow  at  different 

points  will  diminish  as  the  Avave  descends  the  pipe,  and,  consequently, 

the  farther  away  from  the  tank  the  less  the  transporting  power  of  the 

wave.     Particles  that  were  picked  up  or  rolled  along  by  the  current 

at  certain  points  would  be  deposited  again  at  points  further  down, 

and  the  power  of  the  flush  from  a  tank  to  remove  these  deposits  will 

cease  beyond  a  certain  distance. 

The  matter  which  is  most  difficult  to  dislodge  from  the  bottom  of 
sewers  is  the  deposit  of  street  dirt  and  silt  which  becomes  coated  with 
grease  and  slime.     The  discharge  from  a  flush-tank  is  of  great  value 

5^  PROFILE  OF  PART  OF  GREEN   ST.  SEWER,   ITHACA,  N.Y.. 

3  J  SHOWING  FORM  AND  POSITION  OF  FLUSHING   WAVE   AT   STATED  TIMES. 

VOLUME  OF  WATER  DISCHARGED  =  40  CUBIC  FEET. 
Q^  DATA  GIVEN  BY  H.N.  OGDEN,  AND  RE-ARRANGED  BY  JAMES  H.  FUERTES. 

:  6    MEAN  VELOCITIES  DUE  TO  MAX.  DEPTHS  OF   FLOW  WERE  CALCULATED  BY  KUTTER  FORMULA,  (n=0. 013.) 
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HORIZONTAL  DISTANCES  IN  FEET. 

Fig.  10. 
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in  loosening  this  up  so  that  it  may  be  carried   along  in  the  deeper 
water  which  follows  the  toe  of  the  wave. 

This  graphical  illustration  of  the  form  of  the  flushing  wave  dispels 
the  illusion  that  to  be  eff'ective  the  flush  must  go  down  like  a  piston. 
That  the  best  results  follow  the  use  of  a  deep  flow  of  water  for  a  con- 
siderable length  of  time,  has  long  been  understood  and  recognized  in 
England  and  Germany.  Numerous  cities  could  be  quoted  where  the 
provisions  for  flushing  have  been  designed  on  this  basis.  At  Munich 
and  Frankfort,  for  instance,  very  large  underground  reservoirs  are 
built  at  the  heads  of  several  sewers,  and  provisions  are  made  for 
diverting  the  water  into  different  branches  and  creating  a  deep  flow  for 
a  considerable  time.  In  this  system  of  operation  the  idea  of  a  plug  of 
water  does  not  enter  in  any  way  ;  the  w^hole  cleansing  effect  being  de- 


2G  DiscrssioN"  on  flushing   in   i-mm:  si:\vkii.s. 

Mr.  Kuerten,  pondont  Upon  thr  flow'  of  wator  of  couHijlrnible  depth.  It  in  not 
always  possihh',  however,  to  obtain  to])Of?ra])hical  eonditions  favor- 
al>h»  to  this  method  of  tluHliin^,  and  then  it  is  necessary  to  resort  to 
the  expedient  of  intermittent  and  frequent  flnsliin^^s  with  comi)ara- 
tively  small  (piantities  of  water.  This  may  he  done  either  by  auto- 
matic tlnsh-tauks,  a  hose  or  by  a  water  cart.  The  method  to  be 
ado])ted  will  be  the  outgrowth  of  local  conditions. 

The  speaker  is  inclined,  in  most  cases,  to  favor  the  use  of  automa- 
tic Hush-tanks  for  all  dead  ends  of  i)ii)e  sewers  on  all  grades.  The 
necessity  for  tinshing  exists  on  steep  as  well  as  on  fiat  grades,  for  the 
purpose,  not  only  of  removing  actual  obstructions,  but  for  preventing 
the  growths  of  fungi  in  the  pii)es,  for  preventing  the  formation  of 
obstructions  and  for  aiding  in  the  ventilation  of  the  sewer.  The 
reasons  that  he  favors  the  use  of  tanks  are  :  the  potential  guarantee 
against  trouble,  as  stated  above,  and  the  cheapness  of  the  method,  as 
compared  with  other  systems  that  are  equally  safe. 

The  author  makes  out  a  bad  case  against  automatic  flush-tanks, 
and  intimates  that  those  on  the  Ithaca  sewers  represent  an  expendi- 
ture equal  to  about  one-half  the  cost  of  the  system  of  sewers. 
In  the  first  place  it  is  stated  that  the  cost  of  the  flush-tanks  should  be 
estimated  at  $50  each.  This  is  between  two  and  three  times  the 
amount  they  would  actually  cost  ;  as  the  manhole  at  the  end  of  the 
sewer  would  be  a  necessity  in  any  event,  and  as  the  amount  charge- 
able to  the  flush -tank  should  be  the  cost  of  the  apparatus  and  the  cost 
of  the  labor  for  placing  it  in  position. 

He  estimates  the  cost  of  the  tanks  at  about  8%  of  the  cost  of  the 
system,  and  adds  that  their  use  increases  the  cost  of  the  separate 
system  by  nearly  one-tenth.  This  argument  against  the  use  of  tanks 
could  be  applied  with  equal  force  against  the  use  of  manholes,  which 
are  provided  principally  in  order  to  locate  obstructions  should  they 
occur,  and  the  cost  of  which  constitutes  about  one-fifth  of  the  total 
cost  of  an  ordinary  system  of  pipe  sewers.  He  estimates  the  total 
cost  of  water  at  83.93  per  day,  or  about  SI  434  per  year  for  flush- 
ing the  Ithaca  sewers.  This  amounts  to  about  80.15  per  mile  per 
day.  If  these  sewers  were  to  be  flushed  entirely  with  accumulated 
sewage  by  means  of  hand  gates,  without  the  use  of  city  water,  one 
man  would  have  to  keep  clean  about  10  miles  of  sewer  per  day  in 
order  to  have  the  cost  of  flushing  as  little  as  the  cost  of  the  water 
(at  Ithaca  prices)  to  be  used  in  the  flush-tanks.  .  The  cost  of  the 
necessary  hand  gates,  special  constructions  and  apparatus  would  not 
be  much  less  than  the  cost  of  the  siphons  for  the  automatic  tanks  ; 
the  repairs  would  not  be  much  less,  and  the  cleansing  received  by 
this  method  of  flushing  would  not  be  as  satisfactory  in  pipe  sewers 
as  would  result  from  the  use  of  flush-tanks  discharging  clean  water 
into  them. 
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The  author  capitalizes  the  annual  expenses  chargeable  to  flush-  Mr.  Fuertes. 
tanks  at  about  $40  000  and  compares  this  with  the  actual  cost  of  pipe 
laid.  The  comparison  is  meaningless,  because  the  costs  of  water  and 
maintenance  are  charged  to  the  flush-tanks.  These  items  should  be 
charged  against  the  sewers,  as  the  expenditure  is  entirely  for  the  pur- 
pose of  keeping  the  sewers  clean,  and  the  only  annual  charge  against 
the  flush-tanks  should  be  the  interest  and  sinking  fund  charges  on 
their  cost  and  the  actual  labor  necessary  for  their  maintenance. 

As  to  the  necessity  of  using  flush-tanks  on  6-in.  and  8-in.  sewers  on 
steep  grades,  it  is  possible,  as  the  author  states,  that  infrequent  hand 
flushing  may  be  quite  satisfactory  if  properly  attended  to.  As  in 
most  towns  the  number  of  such  sewers  is  generally  quite  small,  the 
omission  of  flush-tanks  would  probably  cause  a  greater  expense  for 
maintenance  than  if  they  were  provided. 

With  the  author's  ninth  conclusion,  that  "  on  grades  greater  than 
3%  flush-tanks  are  unnecessary  and  their  installation  is  a  waste  of 
money,"  the  speaker  is  not  in  accord.  Cases  where  such  steep  grades 
occur  are  comparatively  rare,  and  no  great  mistake  will  be  made  by 
using  flush-tanks  at  their  upper  ends,  and  if  there  is  any  mistake  it 
will  be  on  the  safe  side.  It  must  not  be  lost  sight  of  that  these  very 
heavy  grades  occur  nearly  always  at  the  upper  ends  of  the  long 
sewers,  and  that  the  current  of  air  through  them  will  generally, 
though  not  always,  be  toward  the  top,  at  which  point  disagreeable 
odors  will  be  noticed  if  the  sewers  are  not  kept  clean. 

The  speaker  would  suggest,  in  closing,  that  with  the  great  hydrau- 
lic laboratory  recently  instituted  at  Ithaca  by  the  College  of  Civil 
Engineering  of  Cornell  University,  with  which  the  author  is  con- 
nected, the  opportunity  exists  of  producing  a  great  amount  of  valu- 
able experimental  data,  and  he  hopes  that  the  profession  may  soon  feel 
the  benefit  of  the  work  that  may  be  done  there. 

G.  W.  TiLiiSON,  M.  Am.  Soc.  C.  E. — In  Omaha  the  speaker  once  Mr.  Tillson. 
had  an  opportunity  to  see  a  good  deal  of  the  fungus  growth  alluded 
to  by  Mr.  Hering.  When  the  Omaha  separate  system  was  first  con- 
structed, amain  sewer  was  built  along  the  bluff's,  and  small  6-in.  sewers 
were  built  at  right  angles  thereto  and  running  up  through  the  busi- 
ness parts  of  the  city.  It  was  intended  to  have  flush-tanks  at  the 
heads  of  these  lines,  but,  because  of  some  trouble  over  patents,  some 
of  the  flush-tanks  were  not  efficient.  The  grades  at  the  lower  ends  of 
the  sewers  were  about  6  ins.  per  100  ft.,  while  at  the  upper  ends  they 
were  from  5  to  8  ft.  per  100  ft.  A  year  or  so  after  the  sewers  had  been 
constructed  they  became  stopped,  and  upon  examination  were  found 
to  be  nearly  half  full  of  this  fungus  growth  for  some  hundreds  of  feet. 
Having  been  built  without  manholes,  it  became  necessary  to  dig  down 
and  open  up  the  sewers  to  clean  them  out,  and,  as  it  was  found  to  be 
impossible  to  flush  them  out  with  water,  they  had  to  be  cleaned  out 
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Mr  TlllHon.  nnH'luiniciilI y.  Tin*  How<»rH  ^^avc  tliis  trouhlc  a.s  1  on ^^  as  they  were  in 
use,  and  tinidly  they  had  to  h«'  onhir^ed.  As  the  system  was  ex- 
tended, and  Mush-tanks,  whieh  Hushed  every  twelve  hours,  were  built 
at  the  upper  ends  of  tlie  lines,  all  such  difhculty  was  avoided,  and, 
with  the  exct'ption  of  the  first  four  or  live  lines  that  were  l)ui]t,  there 
was  no  trouble  iit  all  from  the  fundus  growth. 

While  at  Omaha  an  oi)portunity  was  aflbrded  to  witness  the 
etKoieuoy  of  a  good  Hush,  although  it  did  not  come  from  a  flush-tank. 
The  s])eaker  had  charge  of  the  construction  of  an  8-in.  sewer,  which 
emptied  into  a  12-in,  sewer.  The  trench  had  been  back-filled  for  about 
30U  ft.  unil  a  manhole  constructed  at  the  upper  end.  A  storm  arose, 
and,  as  the  trench  had  not  been  entirely  filled,  the  manhole  was  badly 
washed,  and  after  the  storm  a  large  hole  was  found  in  it.  Whether  it 
had  been  broken  in  by  some  miscreant  was  never  found  out,  but 
the  manhole  was  found  half  full  of  mud,  and  it  was  presumed  that 
the  sewer  was  in  about  the  same  condition.  Half  way  down  to  the 
outlet,  about  150  ft.,  a  T  had  been  constructed  in  the  sewer,  and  upon 
digging  down  at  that  point  the  sewer  was  found  to  be  full  of  mud. 
The  contractor  looked  decidedly  blue,  thinking  it  would  be  necessary 
to  take  up  the  entire  sewer,  clean  out  and  relay  it. 

The  soil  in  the  Missouri  valley,  or  in  the  Mississippi,  as  is  well 
known,  becomes  very  slippery* as  soon  as  it  is  wet.  Thinking  to  take 
advantage  of  this  fact,  a  tire  hose  was  attached  to  a  hydrant  and 
applied  to  the  T-  After  the  jjressure,  which  at  that  point  was  about 
90  lbs.,  had  been  applied  for  several  minutes,  the  mud  commenced  to 
start,  and  in  a  short  time  it  was  driven  out  of  the  pipe  for  150  ft.  The 
hose  was  then  applied  to  the  manhole,  and,  after  some  delay,  the 
sewer  for  the  whole  length  of  300  ft.  was  cleaned  out  simply  by 
flushing;  the  dirt  coming  out  at  the  lower  end  in  the  form  of  a  sausage. 
Of  course,  this  was  only  possible  because  of  the  nature  of  the  soil^ 
which,  as  above  stated,  is  very  slippery,  and  when  wet  is  almost  like 
grease. 
Mr.  Dunham.  H.  F.  DuNHAM,  M.  Am.  Soc.  C.  E. — In  conclusion  No.  8,  there  is 
a  reference  to  semi-annual  or  quarterly  flushings  with  hose,  which  are 
sometimes  sufficient.  The  speaker  would  like  to  know  w^hat  kind  of 
matter  is  swejDt  out  of  a  sewer  by  those  flushings,  or,  particularly, 
whether  it  is  sediment  from  the  sewage  itself  or  sand  that  has  ac- 
cumulated? It  is  important  to  keep  a  sewer  reasonably  clean.  If 
sewage  remained,  it  would  become  nearly  as  foul  and  objectionable  in 
a  fraction  of  one  month  as  it  would  in  any  portion  of  a  year.  If  the 
flushing  is  simply  to  free  the  sewer  from  sand  and  restore  its  former 
capacity,  the  interval  would  depend  upon  many  external  conditions, 
and  could  hardlv  be  fixed  bv  a  general  rule. 
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CORRESPONDENCE. 


Wm.  B.  Landreth,  M.  Am.  Soc.  C.  E. — This  paper  is  of  value  in  Mr.  Landreth. 
that  it  gives  the  results  of  observations  of  the  form  and  intensity  of 
the  flush  wave  in  small  sewers  and  conclusions  based  on  the  author's 
personal  experience  and  correspondence  with  other  engineers. 

The  writer  has  had  occasion  to  use  flush-tanks  on  several  sewerage 
systems,  both  separate  and  combined,  and  has  closely  watched  their 
operation,  to  determine,  if  possible,  the  relations  between  the  grade  of 
the  sewers,  the  amount  of  water  necessary  for  flushing  and  the 
frequency  of  its  application,  but  he  has  been  unable  to  arrive  at  any 
exact  results.  The  condition  of  the  sewers,  whether  clean  or  foul, 
smooth  or  rough,  has  a  great  bearing  upon  the  amount  and  rate  of 
flushing  necessary.  The  rate  of  discharge  from  the  flush-tanks  also 
has  some  influence  upon  the  results,  and,  in  the  writer's  opinion, 
should  not  be  less  than  from  10  to  15  galls,  per  second  for  8  or  10-in. 
sewers  on  grades  less  than  1  per  cent. 

The  author's  conclusion  that  flash  tanks  may  be  profitably  used  at 
intervals  along  a  sewer  seems  correct,  especially  on  flat  lines  at  the 
foot  of  steep  sewers,  as  the  checking  of  the  sewage  flow  when  it 
reaches  the  flat  grade  causes  it  to  drop  the  sediment,  which  has  been 
easily  carried  on  the  steep  one. 

The  economic  regulation  of  the  flush-tanks  on  a  sewerage  system 
is  not  easy,  and  can  only  be  ascertained  by  experiment,  as  the  quantity 
of  water  necessary  will  vary  on  different  lines. 

The  conclusions  reached  by  the  author  seem  to  the  writer  to  be 
conservative,  and  to  agree  closely  with  the  results  of  his  own  observa- 
tions. 

L.  J.  Le  Conte,  M.  Am.  Soc.  C.  E.  —The  necessity  of  flushing  the  Mr.  Le  Conte. 
upper  ends  of  laterals  is  generally  conceded  to  be  a  good  sanitary 
measure.  The  three  main  principles  to  keep  in  mind  are  efficiency, 
economy  and  elasticity.  By  elasticity  is  meant  easy  adaptability  to 
meet  all  natural  changes  in  the  conditions  of  flow  in  the  sewers  of  a 
town,  resulting  from  an  increase  in  population.  Experience  teaches 
the  writer  that  the  use  of  fire  hose  or  a  direct  connection  with  the 
water  mains  of  the  city  fulfills  these  three  conditions  to  the  best  ad- 
vantage, all  things  considered. 

Flush-tanks  are  expensive  and  require  more  or  less  attention  all 
the  time,  in  order  to  maintain  the  flushes  at  suitable  intervals.  To 
avoid  vexatious  interruptions,  the  common  practice  is  to  increase  the 
supply  of  water  to  each  tank,  thus  shortening  the  intervals  between 
flushes.  Where  a  city  is  largely  supplied  with  flush-tanks,  the  willful 
waste  of  water  due  directly  to  this  cause  is  something  almost  in- 
credible.    The  writer  knows  of  one  or  two  extreme  cases  where  towns 
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Mr.  L«>('.»nt«v  us(»  Hiish-tunks  on  a  lar^o  sculr,  mid  in'iirly  Imlf  of  the  out  ire  <laily 
watrr  supply  of  the  town  pasHCH  throuj^li  tlic  liusli-tanks  and  iuto  the 
sewer  Hystoin.  This  is  always  tlie  case  where  the  town  or  city  owns 
the  water  supply,  or  wluMe  water  is  furnished  free  for  all  i)n})lic  pur- 
poses. 


Vol.  XL.  DECEMBER,  1898. 


AMERICAN  SOCIETY  OF  CIVIL  ENGINEERS. 

INSTITUTED    1  852. 


TRANSACTIONS. 


Note. — This  Society  is  not  responsible,  as  a  body,  tor  the  facts  and  opinions  advanced 

in  any  of  its  publications. 


No.  834. 


THREE-HINGED  MASONRY  ARCHES;  LONG  SPANS 
ESPECIALLY   CONSIDERED. 


By  David  A.  MoiiixoE,  M.  Am.  Soc.  C.  E. 
Presented  at  the  Annual  Convention,  July,  1898. 


WITH  DISCUSSION. 


Introductory. 


The  advantages  which  well-designed  masonry  arches  offer,  as  com- 
pared with  the  less  durable  structures  of  iron  and  steel,  have  been 
adequately  demonstrated  by  modern  experience. 

The  cost  of  maintenance  of  iron  and  steel  bridges,  together  with 
their  more  or  less  limited  lasting  qualities,  are  sometimes  offset  by 
the  ease,  simplicity  and  accuracy  of  design  and  erection  to  which  they 
are  susceptible.  The  time  allowable  for  construction  may  also,  in 
many  cases,  weigh  strongly  in  their  favor. 

However,  the  many  masonry  arches  built  centuries  ago — a  few 
antedating  written  history — are  indisputable  evidences  of  permanency. 
Few  of  these  arches  have  required  any  repairs,  and  their  cost  of  main- 
tenance has  amounted  to  almost  nothing,  a  fact  not  to  be  realized  in 
metal  bridges. 
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The  purpose  of  this  paper  is  to  demonstrate  that  masonry  arches 
may  he  ooustnicted  on  any  j^ood  foundation,  such  as  hard  clay,  and 
that  they  will  admit  of  an  accuracy  and  simplicity  of  design  quite 
equal  to  that  attainal)le  for  similar  structures  of  iron  or  steel.  In 
many  instances  concrete  arches  are  even  cheaper  in  first  cost  than 
metal  bridges.  Besides,  the  former  possess  the  additional  advantages 
of  permanency  and  low  cost  of  maintenance. 

Recent  progress,  achieved  through  the  earnest  labors  of  German, 
French  and  Austrian  engineers,  has  destined  the  masonry  arch  to 
become  the  successful  competitor  of  iron  and  steel  bridges,  whenever 
the  natural  conditions  of  foundations  and  length  of  span  do  not  offer 
unsurmountable  difficulties. 

The  great  advances  accomi^lished  in  the  manufacture  of  cements 
during  the  past  ten  years,  the  elaborate  arch  tests  made  by  the  Austrian 
Society  of  Engineers  and  Architects  from  1890  to  1895,  and  the  construc- 
tion of  a  few  three-hinged  masonry  and  concrete  arches,  venturing  the 
adoption  of  high  unit  stresses,  low  factors  of  safety  and  long  spans; 
these  mark  the  arrival  of  a  new  era  in  masonry  bridge  construction. 

However,  many  difficulties  are  encountered  in  the  construction  of 
fixed  masonry  arches,  owing  particularly  to  insufficient  elasticity  in 
the  masonry.  The  natural  deformations  in  the  arch,  caused  by  shrink- 
age of  the  masonry,  setting  of  mortar,  stress  and  temperature,  usually 
cause  cracks  which,  while  rarely  of  a  serious  character,  are  reasons 
for  discouragement  to  the  engineer,  who  has  probably  applied  every 
known  precaution  to  prevent  their  occurrence. 

According  to  the  recommendations  of  the  Austrian  Society  of  En- 
gineers and  Architects,  as  a  result  of  their  elaborate  tests,  a  fixed 
masonry  arch  should  be  constructed  only  when  the  following  condi- 
tions can  be  realized : 

1.  The  abutments  must  be  absolutely  rigid. 

2.  The  falsework  must  retain  its  form  during  the  construction  of 
the  arch  ring. 

3.  The  material  (stone  and  mortar)  must  be  of  the  best  quality. 

4.  The  construction  of  the  arch  ring  must  be  most  carefully  con- 
ducted. 

^5.  The  falsework  must  not  be  released  until  the  mortar  has  thor- 
oughly set. 

6.  When  the  falsework  is  released  it  must  be  done  gradually  and 
uniformly. 
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These  conditions,  except  the  two  firat  named,  can  always  be  fulfilled, 
though  the  lack  of  rigidity  of  abutments  and  falsework  are  the  two 
great  obstacles  in  the  way  of  long-span  masonry  arches  without  hinges. 

In  matters  pertaining  to  the  design  of  fixed  masonry  arches,  it  is 
safe  to  say  that  the  method  based  on  the  theory  of  elasticity  is  the 
only  one  entitled  to  full  confidence,  and  permitting  of  an  analysis  cor- 
responding in  accuracy  with  the  knowable  properties  of  the  material. 
All  other  methods  are  too  approximate  to  admit  of  close  designing,  such 
as  the  modern  status  of  engineering  science  would  generally  demand. 

This  modern  and  most  exact  method,  however,  is  not  free  from  crit- 
icism. While  the  fundamental  principles  of  the  theory  are  almost 
axiomatic,  their  final  application  to  the  solution  of  stresses  is  ex- 
tremely complicated,  so  much  so  that  few  engineers  can  be  credited 
with  the  patience  and  earnest  endurance  to  master  either  the  method 
or  the  solution  of  a  problem  to  which  it  is  applied. 

Therefore,  unless  the  masonry  arch  can  be  so  treated  as  to  combine 
clearness,  simplicity,  undoubted  accuracy  and  economy  in  design 
with  faultless  construction,  the  field  of  usefulness  of  this  class  of 
structure  will  remain  restricted,  and  such  monuments  as  the  Cabin 
John  Bridge  will  continue  to  remain  curiosities  of  rare  production. 

This  is  not  what  the  masonry  arch  deserves,  in  view  of  its  prac- 
tically everlasting  life,  nominal  cost  of  maintenance  and  naturally 
aesthetic  form,  which  latter  should  be  a  prime  factor,  though  rarely 
given  much  consideration,  in  the  choice  of  a  bridge. 

Essentially  all  the  harassing  features  of  fixed  masonry  arches  are 
overcome  by  the  introduction  of  hinges  at  the  crown  and  abutments, 
thus  permitting  a  rigid  analytical  treatment  and  affording  almost  ab- 
solute safety  against  cracks,  even  though  small  settlements  may  take 
place  in  the  abutments.  The  idea  was  introduced  by  Koepke,  of  Dres- 
den, in  1880,  by  providing  open  joints  at  crown  and  haunches.  Karl 
V.  Leibbrand,  Stuttgart,  in  1885,  substituted  sheet  lead  for  the  open 
joints,  and  in  1893,  applied  cast-iron,  hinged  bearings.  The  author, 
as  early  as  1888,  while  engaged  on  the  construction  of  the  strategical 
railway  Weizen-Immendingen,  Baden,  Germany,  advocated  metal 
hinges  for  masonry  arches,  but  prejudice  and  custom  prevented  a 
practical  application  being  made  at  that  time. 

Some  of  the  noteworthy  bridges  which  have  been  constructed  with 
hinges  or  hinge-like  joints  are  briefly  described  in  the  following: 
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1.  BridfjjoH  oil  th(>  railroads  of  Saxouy,  built  in  1880.  ])y  Koopke. 
Tho  lari^estwuH  of  sandHtone,  13  m.  Rpan,  3  m.  rise,  thickness  of  arch 
rinj^  0.50  m.  to  OJU)  ni.  Hinj^es  consisted  of  a  convex  surface  of  sand- 
stone, radius  -  0.077  ni.,  rolling  in  a  concave  surface,  radius  =  1.105 
ni.  The  niaxiniuni  unit  stress  was  12.87  atm.  Several  arches  of  this 
type  were  constructed,  some  with  only  two  hinpjes  and  some  of  con- 
crete.    All  gave  excellent  satisfaction. 

2.  Sandstone  bridf^e  over  the  Enz  River  near  Hoefen,  Germany, 
built  by  Leibbrand,  in  1885.  Span,  28  m.;  rise,  2.8  m. ;  maximum 
stress,  21  atm.  Hiniije-like  joints  of  sheet  lead.  Several  other  bridges 
of  this  type  were  built  in  1886  to  1890.  The  unit  stresses  were  succes- 
sively increased  until  56.4  atm.  were  attained  on  the  Forbach  Bridge, 
in  Baiersbronn,  using  sandstone  of  653  atm.  breaking  strength. 

3.  Concrete  arch  over  the  Danube  River,  near  Munderkingen, 
Wurtemberg,  built  by  K.  v.  Leibbrand,  in  1893.  Span,  50  m. ;  rise, 
5  m. ;  thickness  of  arch,  1  m.  at  crown,  1.4  m.  at  quarter  points,  and 
1.1  m.  at  abutments.  This  arch  was  constructed  as  a  three-hinged 
arch,  and  was  the  first  masonry  arch  with  actual  hinged  joints.  The 
maximum  compression  in  the  arch  was  34.6  atm.  and  57  atm.  adjacent 
to  the  steel  hinges.  The  concrete  was  composed  of  1  part  Portland 
cement  to  2^  parts  sand  and  5  parts  broken  limestone,  showing  an 
ultimate  compressive  strength  of  254  atm.  in  28  days  and  520  atm.  in  2 
years  and  7  months.  The  settlement  at  the  crown,  from  the  time  of 
closing  the  arch  ring  to  the  entire  completion,  was  13.1  cm.  One 
abutment  is  founded  on  rock,  the  other  has  a  pile  foundation. 

4.  Concrete  bridge  over  the  Danube  near  Rechtenstein,  Wurtem- 
berg, built  in  1893,  by  Engineer  Braun.  This  bridge  is  made  up  of  two 
arches,  each  of  23  m.  span  and  2.5  m.  rise;  the  thickness  of  the  arch 
is  0.65  m.  at  the  crown  and  0.9  m.  at  the  haunches.  Concrete  for  arch 
ring  was  composed  of  1  part  Portland  cement  to  2^  parts  sand  to  5 
parts  gravel  and  j  part  quarry  stone.  The  hinges  are  18-cm.  and  20- 
cm.  lead  strips  for  the  crown  and  abutments,  respectively.  The  high- 
est stress  in  the  arch  ring  was  18  atm.,  and  the  settlements  at  the 
crowns  of  the  two  spans  were  4.0  and  3.0  cm.  One  abutment  was 
founded  on  piles,  the  other  on  gravel  and  boulder  strata,  and  the 
middle  pier  on  solid  rock. 

5.  Bridge  de  la  Coulouvreniere,  over  the  Rhone  River,  in  Geneva, 
Switzerland,  built  in  1895,  by  Engineer  Butticaz.  This  bridge  was 
made  of  concrete  and  consists  of  two  main  arches  spanning  40  m. 
each,  with  a  rise  of  5. 55  m.  each,  separated  by  a  small  span  of  14  m. ,  and 
a  12-m.  arch  adjoining  the  abutment  of  one  of  the  main  arches.  The  large 
spans  were  patterned  after  the  arch  at  Munderkingen,  and  the  small 
spans  were  supplied  with  lead  joints,  as  the  bridge  at  Rechtenstein. 

6.  Concrete  bridge  over  the  Danube,  near  Inzighofen,  Wurtemberg, 
built  in  1896,  by  Max  Leibbrand.     Span,  43  m. ;  rise,  4.46  m.  hinged 
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at  crown  and  abutments  with  cast-iron,  hinged  pedestals.  Thickness, 
of  arch  ring,  0.7  m.  at  crown,  1.1  m.  at  quarter  points  and  0.78  m.  at 
abutments.  Maximum  stress,  36.5  atm.  in  compression,  and  1  atm.  in 
tension.  Concrete  for  arch  ring  was  composed  of  1  i^art  Portland 
cement  to  2^  parts  sand  to  4  parts  crushed  limestone  -^-ith  i  part  lime- 
stone screenings.  Settlement  of  arch  during  construction  (4  months) 
was  8  cm. 

All  the  above-mentioned  hinged  and  semi-hinged  arches,  besides 
others  which  could  not  be  enumerated  here,  have  given  excellent 
satisfaction  and  have  developed  no  cracks,  even  though  some  were 
founded  on  piles  and  others  on  clay  foundations.  Age  will  undoubt- 
edly be  beneficial  rather  than  detrimental,  which  has  never  been  said 
for  iron  or  steel  bridges. 

The  oldest  concrete  bridge  seems  to  have  been  built  in  Switzerland 
near  Aarau,  in  1840,  using  Roman  cement.  This  bridge  has  a  span  of 
7.2  m.,  and  a  rise  of  3  m.  Even  this  cement,  which  is  not  as  good  aa 
most  natural  cements,  has  stood  the  test  of  time. 

With  the  adoption  of  three  hinges  and  the  evidence  just  submitted, 
it  will  be  possible  to  construct  a  masonry  arch  on  almost  any  mod- 
erately good  foundation  and  with  reasonable  assurance  against  cracks, 
both  during  and  after  construction,  all  of  which  should  be  regarded  as 
a  welcome  step  in  advance.  This  feature  also  makes  it  j)ossible  to  de- 
termine the  stresses,  for  any  system  of  loading,  with  accuracy  and  cer- 
tainty, also  to  stress  the  material  from  one-tenth  to  one-sixth  its 
ultimate  strength  as  obtained  from  test  samples.  All  these  advant- 
ages combined  in  the  three-hinged  masonry  arch  place  it  on  a  high 
plane  of  engineering  j)erfection.  It  is  hoped  that  this  paper  may  be 
the  means  of  introducing  this  form  of  arch  construction  into  the  United 
States. 

In  the  following,  all  dimensions  are  given  in  the  metric  system 
simply  for  convenience  in  comiDutations,  but  the  formulas  are  equally 
aj^plicable  to  any  other  system  of  units.     The  abbreviations  used  are: 

1  meter  =  1  m.      =    3.2809  ft. 

1  square  meter  =  1  m."    =^  10.7641  sq.  ft. 

1  cubic  meter    =  1  m.^    =  35.3156  cu.  ft. 

1  centimeter      =  1  cm.    =    0.3937  in. 

1  kilogram         =  1  kgr.  =    2.2046  lbs.  avoir. 

1  atmosphere    =  1  atm.  =    0.9482  English  atm.  =  1  kgr.  per  cm.«: 

=  14. 223  lbs.  per  square  inch. 


'^0 
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Theoketical  Deductions. 


I. — General  EquatioiiR  for  the  Three-Hinged  Arch. 

[a]  Applied  Forces  and  Reactioiia. — Given  the  arch,  Fig.  1,  wit 
hinged  joints  Q.i  A,  B  and  0,  acted  upon  by  the  forces  P^  and  Po,  af^ 
sumed  to  represent  the  resultants  of  all  vertical  loads  applied  re 
spectively  to  the  left  and  right  of  the  crown  0.  Required  to  fitU' 
the  reactions  at  the  hinges  A,  B  and  0. 

The  thrust  produced  by  P^  on  the  segment  0  B  must  pass  through 
the  hinge  0,  the  only  point  of  contact  between  the  segments  A  0  ant 
O  B.  This  thrust  must  also  pass  through  the  hinge  B,  otherwise  th 
segment  0  B  would  rotate  about  B.  Also,  the  intersection  q  of  0  J 
with  the  force  P^  must  be  a  point  on  the  line  of  the  reaction  producet 


c,  z>" 


Fig.  1. 

by  Pi  in  A.  The  reactions  in  ,4  and  B,  produced  by  P^  are,  there 
fore,  P/  and  P^",  respectively,  determined  by  the  resolution  of  P^  ii 
the  parallelogram  indicated. 

In  like  manner  the  reactions  produced  by  P2  are  found  to  be  Pj' 
and  P2',  acting  in  A  and  B  respectively.  The  resultant  reactions  ii 
A  and  B  are  then  E^  and  P2  I'espectively,  Pj  being  the  resultant  o: 
Pi'  and  P2"  and  P2  ^^^  resultant  of  P{'  and  P^'. 

If  the  forces  Pj,  R.2,  P^  and  P2  are  combined  in  a  force  polygon.. 
Eig.  1  b,  and  the  equilibrium  polygon  A  e^  0  e.^  B  is  drawn,  it  will  hi 
seen  that  the  reactions  Q  are  equal  and  opposite,  and  that  the  line  oj 
action  of  e^  0  62  is  a,  straight  line  passing  through  the  hinge  0.  This 
equilibrium  polygon  is  called  the  line  of  thrust  for  the  given  forces. 
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The  horizoutal  componouts  of  Q^,  Q.^,  ii?,  and  R^  are  all  equal  to  //, 
(see  Fig.  1  b),  which  is  called  the  horizoutal  thrust,  and  is  constant  for 
any  point  of  the  arch.  The  vertical  components  of  /?i  and  R2  are  the  ver- 
tical reactions  in  A  and  B  respectively,  and  the  vertical  component  I " 
of  Q  represents  the  shear  at  the  crown  0.  Only  these  horizontal  and 
vertical  components  of  the  reactions  in  ^,  0  and  B  will  be  considered 
in  the  following,  and  will  be  called  "  the  reactions." 

The  general  expressions  for  the  reactions  of  a  three-hinged  arch 
will  now  be  found. 

Assume,  in  Fig.  2,  the  segment  0  B  removed  and  a  force  R,  resolved 
into  components  //(horizontal)  and  V  (vertical),  replacing  the  action 
of  0  B  on  0  A.     The  moment  equation  about  A  is 

VI 


P^d^  —  HfJr 


=  0 


(1) 


Similarly  assume,  in  Fig.   3,  the  segment    0  A    removed  and  the 


Fig.  2.  Fig.  3. 

equilibrium  of  segment  0  B  preserved  by  the  force  R  (equal  and  op- 
posite to  R  in  Fig.  2)  resolved  into  com^Donents  H  and  V  as  before. 
The  moment  equation  about  B  is 


evaluating  ^and  Ffrom  (1)  and  (2) 


(2) 


(3> 


(4) 


The  vertical  reactions  are  obtained  as  follows  from  the  equations 
for  shear.     With  reference  to  Figs.  2  and  3, 


5  =  A  -  F  =  P, 


] 


[P2d,-P,d,)  = 


P^[l-d,)  +  P,(h 
I 


(6) 


ns 
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From   (5)  aud  (G)   it  will  bo  seen  that  the  reactions  A  and  D  are 
identical  with  the  reactions  of  a  simple  beam  supi)orted  at  A  and  B. 
The  value  of  R  obtained  from  either  Fig.  2  or  Fig.  3  is 

E=  -y  H*  -\-  V^  =  y  H'-\-  S\ (7) 

-which  expression  holds  good  for  the  resultant  thrust  at  any  point  of 
the  line  of  thrust,  iS  being  the  shear  at  the  point  in  question. 

It  follows  from  (3),  that  all  forces  acting  on  the  arch,  at  points  be- 
tween A  and  B,  afifect   H  positively,  while  this  is  not  true  of  the  re- 
actions A,  B  and  V. 


d„ .     d,    , -  d 


'.  -  d,-  -w 


Fig.  4. 


(6.)  Reactions  Resulting  from  a 
Train  of  Concentrated  Loads,  Com- 
ing on  the  Span  from  the  Right- 
Hand  Abutment. — The  laws  indi- 
cated by  equations  (3),  (4),  (5)  and 
(6)  are  applied  in  deducing  the 
expressions  for  the  general  case 
of  loading,  Fig.  4,  as  follows: 


=  _Lr^^  Pd-  ^^  p{i-d)\ 

I       \-       o  o  J 


A  ^ 


J5-= 


2^   Fd. 

A 


.B 


I 


P[l-d) 


.(8) 
,.(9) 
(10) 

(11) 


Also,  the  shear  at  any  point  m,  distant  a  from  the  crown  0  is  found 
as  for  a  beam  of  span  A  B  =  1  and  is 

1 


S=  A—  2     P 

m 


^^  P  d—   S^  P 


(12) 


In  the  above  equations  the  expression   '2     P  d  is  used  to  indicate 

o 

the  sum  of  the  products  Pd  for  all  loads  acting  between  the  points  0 
and  B.  Other  expressions  of  summations  are  to  be  interpreted  ac- 
cordingly. 

(c. )  Reactions  Resulting  from  a  Uniform,'  Live  Load  p  per  Unit  of  Length, 
Coming  on  the  Span  from  the  Right-Hand  Abutment  and  Extending  over  the 
Span  to  a  Distance  e  to  the  Left  of  the  Crown  0. — The  following  equations 
are  obtained  analogous  to  equations  (8),  (9),  (10)  and  (11): 
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/     L    8  2         J 


B 


-''(4+0--  =  ^.(^^+--^0 


,(13) 

.(14) 

.(15) 

(16) 


((L)  Symvieirical  Loading. — For  equal  loads  placed  symmetrically 
with  respect  to  the  crown,  or  for  symmetrical  loading,  equations  (3), 
(4),  (5)  and  (6),  also  equations  (8),  (9),  (10)  and  (11),  give  the  following 
special  values : 

H=  2^^  P  d,       V=0      and  A  =  B  =  2"^  P. 


For  uniformly  distributed  load  over  the  entire  span,  e  =  -—  and 
equations  (13),  (14),  (15)  and  (16)  give 

Pl^  TT  f^  .^3  A  T,  P^ 


H  = 


V=0      and  A  =  B  = 


As  only  symmetrically  shaped  arches  are  to  be  treated  in  the  fol- 
lowing, the  analysis  will  be  confined  to  only  the  half  span. 

II. — Position  of  a  Moving  Load  for  Maximum  Stresses. 

For  any  arch  of  center  line  A  0  B 
and  hinged  ai  A,  O  and  B,  Fig.  5, 
the  reaction  at  B,  resulting  from 
any  load  P  to  the  left  of  0,  will 
have  the  direction  COB  and  the 
reaction  at  A  will  pass  through  A 
and  C.  The  reaction  A  will  then 
produce  a  moment  about  any  point 
m'  of  the  arch  center  line,  which  will  be  negative  or  positive  accord- 
ingly as  this  point  m'  is  above  or  below  the  line  A  C,  and  this  moment 
will  become  zero  for  a  point  m  on  the  line  A  C.  Hence  the  vertical 
through  G  is  the  dividing  line  of  loads  or  load  divide  for  positive  and 
negative  influences  on  the  moment  about  m,  which  point  is  the  inter- 
section of  the  line  A  C  with  the  center  line  A  0  B,  though  more  prop- 
erly the  line  of  thrust. 

Hence,  a  system  of  loads  covering  the  span  from  the  right  abut- 
ment B  up  to  C,  will  produce  maximum  compression  in  the  fibers  of 


Fig.  5. 
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the  intradoH  and  maximum  tenHion  (if  any)  in  the  fibers  of  the  extrados 
for  the  arch  section  at  m.  Also,  a  system  of  loads  covering  the  span 
from  the  abutment  at  A  up  to  G  will  produce  maximum  compression 
in  the  fibers  of  the  extrados  and  maximum  tension  (if  any)  in  the 
libers  of  the  iutrados  for  this  same  arch  section  at  m. 

Since  the  resultant  thrust  in  masonry  arches  is  usually  confined 
to  the  middle  third  of  the  arch  ring  (see  Section  IV)  and  accordingly 
this  line  of  thrust  is  very  nearly  normal  to  the  voussoir  joints  or  radii 
vectori,  it  follows  that  the  shear  component  of  this  thrust  is  necessarily 
small  and  any  discussion  with  regard  to  loading  for  maximum  and 
minimum  shears  is  considered  superfluous,  esj^ecially  as  the  unit 
stresses  are  somewhat  liberally  chosen,  owing  to  the  rather  uncertain 
properties  of  masonry. 

III. — Combined  Action  of  Dead  and  Live  Loads. 

{a.)    Uniformly  Distributed  Live  Load  and  Symmetrical  Dead  Load. 

1.  Case  of  loading  for  maximum  compression  in  the  intrados  for  any 
point  m  of  the  left  half  of  span  :  This  case  of  loading  will  also  give 
the  minimum  stress  in  the  extrados  at  m.  In  accordance  with  the 
preceding,  the  live  load  must  in  this  case  cover  the  span  from  the 
right-hand  abutment  at  D  up  to  the  load  divide  C  for  the  point  m.  Fig. 
6.  The  following  definitions  of  terms  will  be  adopted  and  retained 
throughout  this  work. 

Let  m  be  the  point  of  application  of  the  resultant  thrust  R  of  the 
external  forces  on  any  voussoir  joint  or  radial  section  mn  under  con- 
sideration. 

Let  y  and  a  be  the  co-ordinates  of  the  point  m,  referred  to  the  rect- 
angular axes  0£'and  On  with  origin  at  0. 

2*  q  =  resultant  dead  load  of  that  portion  of  the  span  between 
0  and  m. 

b  =  distance  from  0  to  line  of  action  of  2'^  q. 
I 

2^  q  =^  resultant  dead  load  for  the  half  span  0  A. 

I 

s  =  distance  from  A  to  the  line  of  action  of  2^  q. 

p  =  live  load  per  unit  of   length,   covering  the  span  from  D 
to  a 
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e         =  distance  from  crown   0  to  the  load  divide  C  to  the  left 

of  0. 
H       =  horizontal  thrust  from  total  dead  load  A  to  B  and  live  load 

from  D  to  C. 
V        =  shear  at  0  due  to  live  load  D  to  C.     The  dead  load  being 

symmetrical  does  not  affect  V. 
S         =  total   shear  at   7?i  from  dead  and  live  loads  as  assumed 

for  H. 
R        =  resultant  thrust  at  m  =  resultant  of  H  and  S.     This  re- 
sultant  passes  through  m  and  hence  its  moment   about  m  must  be 
zero,  likewise  the  sum  of  the  moments  of  the  external  forces  about  m 
must  be  zero. 


2'Q. 


Live  load  p  per  unit  of  length 


^jT) 


on 
Fig.  6. 


Since  the  dead  load  is  not  uniformly  distributed  in  the  case  of  an 
arch,  the  quantities,  ^J  q  for  successive  positions  of  m  are  not  pro- 
portional and  must  be  obtained  by  summing  the  q's.  The  entire  arch 
is  divided  into  vertical  segments  and  the  weight  q,  of  each,  is  deter- 
mined, as  is  also  the  distance,  ?%  from  the  crown,  0,  to  the  center  of 
gravity  of  each  q.  The  distances,  b,  are  obtained  by  dividing  the 
sums  of  the  moments,  q?^  by  the  sums  of  the  corresponding  q's,  thus 

0    =    . 

The  moment  equation  of  external  forces  about  m  is 

{a-b)2''^q  +  aV-\-ep(a-~')   -Hy  =  0 
which  when  solved  for  y  gives 
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(a  -h)2\\q-^a  Vi-ep  (^n  - —^ 


y=    - 


H 


wherein,  from  equations  (13)  and  (14), 

and 

s    ^4        .      1    rpl^   ,  (I  —  e)-| 


(17) 


S 


Also,  by  analogy,  with  equations  (12)  and  (15), 


'Vl, 


^0^ 


(18) 


Now,  since  for  any  point,  m,  whose  absissa,  a,  is  known  or  as- 
sumed, the  ordinate,  y,  can  be  found  from  (17),  the  locus  of  m,  for  all 
points  from  A  to  0,  is  fully  determined  and  can  be  drawn.  This 
locus  represents  the  extreme  positions  of  all  possible  lines  of  thrust 
resulting  Irom  the  combined  action  of  dead  load  and  moving  live  load. 

The  loci  of  maximum  and  minimum  effects  give  at  once  the  data 
for  obtaining  the  thickness  of  arch  ring  for  every  assumed  point,  m 
(see  Section  lY). 

2.  Case  of  loading  for  maximum  compression  in  the  extrados  for  any 
point  m  of  the  left  half  of  span.  The  same  loading  will  also  give  the 
minimum  stress  in  the  intrados  at  m.  In  this  case  the  live  load  must 
cover  the  span  from  the  left  hand  abutment  E  up  to  the  load  divide 
C,  Fig.  7. 
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Retaining  the  previous  notation,  the  moment  equation  for  the  point 
m  is: 

{a  —  b)^1  q  —  a  V  J^  ^{a  —  ef  —  H y  =  Q 
which  gives  for  y  the  value 


y 


(I  jy 

{a  —  h)  2o    q  —  aV-\-  -~  (a  —  e) 
B 


in  which 


(19) 


^-hd-^y^^'^-j^i^-^rA-^-^) 


also 
S  = 


2  I   ... .  (20) 


2/V2        V 


J 


3.  Case  of  loading  for  the  half  span  covered  with  uniformly  distri- 
t)uted  live  load  for  any  point  m  of  the  left  half  of  span.     In  this  in- 
stance the  locus  of  y  represents  a  line  of  thrust  for  the  assumed  case 
of  loading.     The  condition  imposed  makes  e  =  0,  hence 
for  load  extending  from  D  to  0,  (17)  and  (18)  give 


y  = 


{a  —  b)  So  q  + 
H 


a  p  I 


and 


(21) 
(22) 


and  for  load  extending  from  E  to  0,  (19)  and  (20)  give 

p  a^         apl 


[a  —  b)  Soq-h 


y  = 


H 


and 


„         ^a  pi 

0  =  ^0?+  a  p ^ 


(23) 
(24) 


In  equations  (21)  and  (23)  the  value  of  H  remains  constant  for  any 
position  of  m  and  has  the  value 


f 


16/ 


(25) 
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This  t'onilitiou  of  louiliu^  was  formerly  applied  as  a  case  for  maxi- 
mum stresses  at  the  quarter  points;  but  as  is  readily  seen  from  the 
above,  this  assumption  gives  values  which  are  much  too  small. 

4.  Case  of  loading  for  maximum  values  of  //  and  ^S',  the  entire  span 
being  symmetrically  covered  with  uniformly  distributed  live  load. 
For  this  condition  of  loading,  the  shear  Fat  the  crown  0  becomes  zero, 
and  the  locus  of  m  rei)resent8  a  line  of  thrust  for  the  imposed  loads. 

The  equation  of  moments  about  any  point  m  on  the  line  of  thrust  is. 


which  gives 


in  which 


also 


(^ 


h)^:q  +  '^-Hy 


0; 


[a  —  b)  "So  q  + 


d^  p  ^ 


y  = 


H 


8=^0^+  n  p  and  S  ^ 


^U+^ 


=  A. 


(26) 


(27) 


{b.)  Train  of  Concentrated  Live  Loads  and  Symmetrical  Dead  Load. 
1.  Case  of  loading  for  maximum  compression  in  the  intrados  for  any 
point  m  of  the  left  half  of  span.  Using  the  notation  given  under  {a)  and 
assuming  a  system  of  loads  as  in  Fig.  8,  extending  over  the  span  from 
D  to  the  load  divide  C,  the  following  equations  are  derived  in  the  man- 
ner already  indicated  for  (17)  and  (18).  The  same  case  of  loading  will 
also  give  the  minimum  stress  in  the  extrados  at  m. 

) 


y  = 

in  Avhich 


{a  —  b):Elq-^aV-\-:Elp(Lj^a 


d 


H 


^[ 


2    lpd-:El  p  {i-d)\ 


\  ....(28) 


and 


h[ 


also 


^      IP  d^  ^l  P    {I 


d)\ 


1  ,,— i 


S=A-^lq  =  -2 


Pd+2lq-2lq=^<^^g+±  2     lPd{29) 
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E 


I 

1^  y 

p. 

p 

p 

p 

-^0  ^ 

c 

^'-dn 

J..d, 

.id. 

J.d, 

-cU 

^-.0 

■-     i    \    i  \ 

n^K^ 

'-'^^ '^^  — — -.,.^^  H                    ; 

-  -o ,         >,^          ^^^ 

y/  V 

' — 6--->-            ^^^       ^v             I 

1             /' 

•'     \^         ,/          X    X      i 

1          X  y 

V'' 

#- 

1 

^^ 


H 


< i '., ^^ _^ , 


■^  Z 


^5 


\     ! 
\  I 


'in 
Fig.  8. 


T4-    TT-ill  l->ii    ocio-n    -f-r-r^-m    i-Ua    -rrnliia    r\f      17 -J-n     /'0Q\    +V>o'4-     o      1  r\n  A      P    <^o  1 1 -i -n  rr   0-\-. 


EEEATUM. 


Transactions,  Yol.  XL. 

Page  44,  last  line:  The  last  function   of  equation  (29)  should  read 

1       — ^ 
—  2     ^-  P  d 


ill    >VilHJll 


and 


also 


V=^2lP(l-d) 


IJ=^^iq  +  ^^IP{l-d) 


f. 


2/ 


1      ^  ) 

-  -  2I  p  (/  -  G?)  J 


(30) 


(31) 


In  order  to  obtain  the  greatest  load  effects  in  this  and  the  previous 
cases,  the  heaviest  loads  should  be  placed  near  0  in  case  1,  and  at  G 
in  case  2. 

(c.)  Loading  as  Under  (a)  Combined  with  a  Concentrated  Live  Load  W. 

1.  Case  of  loading  for  maximum  compression  in  the  intrados  for 
any  point  m  of  the  left  half  of  span,  giving  also  the  minimum  stress 
in  the  extrados  at  m.     Since   a  single   concentrated  load   exerts  its 
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maximum  positive  influence  on  y  when  aj^plied  just  to  the  right  of 
the  crown  0  (as  may  be  seen  from  ecxuations  (28) ),  the  load  W  will  be 
assumed  to  act  at  a  unit  distan  ce  to  the  right  of  0  for  any  point  m  of 
the  left  half  of  span.  Hence  ecxuations  (17)  and  (18)  will  apply  here 
when  the  effect  of  W  is  introduced  (see  Fig.  6). 

[a—h)  2oq  -f  a  F+  e p  yci  —  -|j 


.V  = 
in  which 

V 

and 


H 


=tK+'^G--0-^('-^)] 


(32) 


Also 


^-:..i^a  +  e)V-G_0 


(33) 


2.  Case  of  loading  for  maximum  comi^ression  in  the  extrados  for 
any  point  m  of  the  left  half  of  span,  producing  also  the  minimum 
stress  in  the  intrados  at  tw.  Here  W  exerts  its  maximum  influence 
on  3/  when  applied  vertically  over  m,  and  equations  (19)  and  (20)  are 
modified  as  follows.     See,  also.  Fig.  7. 


P 


y  = 


{a-b)2:q-a  V+-^(a-e) 


H 


in  which 


--^[lG-)^-G-^0] 


and 


^-7^i'  +  27[lG 


also 


0^-G-O] 


(34) 


S=^U-\-P  [a  -  ^)-7  [K-^  -  e)\  W{L  _  ,)] 


(35) 


IV.— Conditions  of  Stress  on  a  Radial  Section  of  an  Arch. 
{a)  The  Resultant  Normal  Thrust  on  the  Section.— The  resultant  thrust 
B  at  any  point  w  of  a  linear  arch  A  0,  Fig.  9,  is  obtained  from  equation 
{7),  as  R=  VH^  -f-  aS^  in  which  H  is  the  horizontal  thrust  and  S  the 
vertical  shear  for  this  point.  But  as  R  is  not  usually  normal  to  the 
radial  section  m  n,  it  will  have  components  perpendicular  to  and  par- 
allel with  this  section. 
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The  resultant  R  is  resolved  into  iV  (the  normal  thrust)  and  T  (the 
tangential  thrust)  respectively  perpendicular  to  and  parallel  with 
the  radial  section  m  n,  which  section  is  represented  by  the  radius 
vector  of  the  curve  ^  0  at  the  point  m  and  makes  the  angle  /i  with  the 
vertical. 

The  values  of  iVand  Tin  terms  of  //and  ^Sare  now  found  without 
involving  R  in  the  result. 

The  forces  S,  B,  R,  JV  and  T  are  shown 
in  their  proper  relationshi^j  in  Fig.  9, 
from  which  the  following  equations  are 
obtained : 

The  angle  am  d  =^  the  angle  a  b  d  =  the 

angle  Onm  =  /?,  also 

ab  =  S,  and  bd=  T 
also 

ae  =  cd  =  ab  sin  /3  =  S  sin  /3 
and 

hence 


and 


m  c  ^^  ma  cos  ^  =i  H cos  /3 
N  z=  md=^  mc  -^  cd  -—  H  cos  (5  -\-  S  sin  (5 , 


Fig.  9. 


(36) 

T=bd  =  be  —  ed=S  cos /3  —  H  sin /3 (37) 

However,  the  tangential  force  7*  rarely  becomes  sufficiently  large 
to  require  any  consideration,  especially  when  an  arch  is  so  designed 
that  no  tensile  stresses  w^ill  ever  occur,  thereby  confining  the  thrust 
R  to  the  middle  third  of  the  arch-ring  and  reducing  the  angle 
between  R  and  iV  to  a  very  small  quantity.  Also  the  high  factors  of 
safety  (6  to  10)  used  in  masonry  arches  would  not  warrant  the  con- 
sideration of  so  small  a  factor  as  T. 

[b)  The  Sii^esses  on  the  Section. — 1.  Analytical  Solution.  In  Fig.  10,  let 
A  B  =^  B  represent  the  thickness  of  the  arch  on  a  radial  section  m  n; 
also  let  g  be  the  middle  point  of  A  B,  and  the  point  of  application  of 
the  resultant  thrust  N,  distant  w  from  g.  Kequired,  the  manner  in 
which  yv  is  distributed  over  the  section  and  the  intensities  of  the  unit 
stresses  k^  and  k.2  on  the  extreme  elements  of  the  arch-ring. 

If  iVis  given  for  an  arch  of  unit  breadth  then  k^^,  k-^  and  k.^  will  be 
unit  stresses. 

For  N  acting  in  g,  it  is  evident  that  the  stress  is  uniformly  dis- 

N 
tributed  over  A  B  and  ^-0  =  ^1=  k.^  =  -rj-     For  N  acting  at  a  distance 
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^1^ 


N 


Fig.  10. 


'IV  to  the  ri^ht  of  g,  /ir,  will  be  less  than 
n      Z*„  and  k,  will  be  greater  than  ^q,  each 

by  uu  aniouut/ —  —p-  representing  the 

effect  of  the  moment  N  w. 
Therefore, 

7  7  ^^  ^'  17  1         \      ^^y         ('iQ^ 

k^  =  l'„ Y  ^"^^  ^'"2  =  ^o  +  ~J^  ••  (^^) 


B 


in  which 


V=  2  '  ^=  12"  =  T2  ^^^'^  =  ^  and  M  =  Nw  -- 
By  substituting  these  values  in  38  and  reducing 
^1  =  K>  (  1 JJ-)   and  k.,  =  k„   (^  1  +  -^J 


w  Dk^ 


(39) 


The  line  m  d  n  represents   the  manner  of  distribution   of  stress 
produced  by  the  resultant  N  on  the  section  A  B. 

2.   Graphical  Solution.     Equations  (39)  may  be  written  thus,  k-^  = 

~yr^  (  -^  —  w  )  and  k2  ■—  — ^  (  —  +  ^  )  >  in  which  form  they  may  be 

represented  graphically. 

In  Fig.    11,    draw   to   scale   of 

N 


forces  kr 


D 


at  (J,  perpendicular  to 


A  B,  and  lay  off  distances  e  g  and 

bg^—  to  the  right  and  left  from  ^7. 

Draw    e  d    and    prolong    same    to     4| 

intersect   N  in   h,    also   draw   d  b 

intersecting  N  in  i     Then  will  i  t  I'^ig-  H- 

=  A  111  =  ki,  and  t  h  =^  B  71  =:  k^,  and  m  d  n  will  represent  the  law  of 

variation  of  stress  over  the  section  A  B. 

For  A'l  =  k,  —  r  =  tbiana=  ^"tb  =  -^  (~  -  iv) 


6  A: 

and  k-i  =  A:,^  -}-  r  =  e  ^  tan  a  =  — r-^  e  t 


D 


In  equations  (39)  when  lo  =  0,  A,-,  =  ky  =  A:^,  and  when  lo  =  —,  ki  = 
0  and  ytj  =  2  k^.     When  ?(?>>—,  k^  becomes  negative  or  tensile.    Hence 
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to  avoid  tensile  stresses  on  any  section  A  B,  the  resultant  normal  thrust 
^must  have  its  point  of  application  ^within  the  middle  third  eft  of 
said  section. 

(c)  TJiickness  of  Arch  Ring. — Given  the  direction,  amount  and  point 
of  application  of  the  normal  thrusts  N^  and  N^,  obtained  from  the  load- 
ing for  maximum  compression  in  the  extrados  and  intrados  respectively, 
for  a  radial  section  A  B,  Fig.  12,  to  find  the  thickness  D  of  the  arch 
ring  which  must  be  provided  so  that  a  certain  assigned  unit  stress  k  on 
the  extreme  elements  of  the  ring  shall  never  be  exceeded. 

While  Ng  and  Ni  can  never  occur 
simultaneously,  the  center  line  of  the 
arch  must  be  so  placed,  with  respect  to 


Ni 

e---C---> 

a; 

k 

<-ic'*~^ic^ 

o 

< 

D 
2 

-—^--- 

D 

2 

these  thrusts,  and   a  minimum  value  of    2 

c 

2),    that   the   above   conditions   may  be  J 
complied  with. 

The  dimension  c  in  Fig.  12  is  obtained  Fig.  12. 

from  the  difference  between  maximum  and  minimum  ^/,  which  vertical 
difference  is  projected  on  the  radial  section  A  B  hj  multiplying  ^Kiih. 
cos  /3;  hence  c  =^  /\y  cos  /?  is  a  known  quantity,  and  w  and  u''  are  to 
be  found,  likewise  D. 

The  values  k^  in   equations  (39)  for  the   two   thrusts  are 

N  '      iV- 

k^  =  —^  and  k    =  -y-^  and  from  the  figure  w'  =^  c  —  u\     These  values 
Jj  o       -LJ 

substituted  in  the  second  equation  (39)  give  the  two  following  values 

of  k2  =  k,  the  given  allowable  compressive  stress: 

These  equations  when  solved  for  D  and  w  give  the   dimensions 
sought. 

(40) 


D  = 


( 


M..*)^^^i.rg]^[,.(,r*)]' 


iv^. 


kl)''      D 


w  --=■ 


6iV,        6 


(41) 


The  ordinate  of  the  arch  centerline  for  the    section   A  B  is,  also 
found  from  w,  and  the  ordinate  to  the  point  of  application  of  JVg  which 
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may  be  called  //,„/„•     Calling  tlie  ordinate  of  the  center  line  y^,  and  the 
inclination  of  A  B  =  fi  from  the  vertical, 


Vc 


w 


+  .V 


mill ' 


(42) 


cos    fj 

The  values  of  /i\  for  the  above  thrusts  and  dimensions  may  now  be 
found  from  the  first  of  equations  (39). 

{(l)  Tensile  Stresscfi. — It  may  occur  that  after  having  found  D  from  (40) 
and  ky  from  (39),  the  latter  value  may  be  negative  or  tensile.  Should 
this  tensile  stress  be  in  excess  of  the  allowable  stress  then  the  thick- 
ness D  must  be  further  increased,  or  if  the  material  of  the  arch  be 
concrete  the  excessive  tension  may  be  taken  up  by  the  insertion  of  wire 
netting  or  iron  rods.  The  method  of  computing  the  area  of  metal 
required  is  given  in  the  following: 

In  Fig.  13,  let  A  B  he  the  radial  arch  section  Ji\  a  tensile  stress  on 
the    extreme    element    at    ^-1   and    k.,, 
the  corresponding  compressive   stress 
at  B. 

a  b  is  a  steel  wire  placed  at  a  dis- 
tance V  from  the  axis  of  the  arch.  Let 
a  be  the  area  of  the  steel  required  for 
an  arch  ring  of  unit  breadth  and  /  = 
the  allowable  unit  stress  for  steel.  fig.  1:3. 

The  total  tensile  stress  on  the  arch  ring  (for  unit  breadth)  will  be 


represented  by  the  area  ^4  m  e  -.z= 


ki  2 


From  the  similar  triangles  A  m  e  and  Ben 


n  —  z 


k. 


,OYz=      "        ;  making   ?//  = 
k,  -f-  fc., 


ky'D 


2  {k,  -f-  k,) 


(43) 


The  point  of  application  of  u'  is  the  center  of  gravity  of  the  triangle 


Am  e  which  is  distant  from  q  bv  an  amount  — 


-^-.    Hence  the  mo- 
o 

ment  of  1^' aboutp'is  Jf=  w'   (— ~\   which,    when   taken   up   by 

the  steel  rod,  produces  therein  the  force 


(44 
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But  (I  =^   —;  hence  from  (■43)  aud  (44)  the  value  of  a  is  found  as 


3(A'i  +A-.,)/ (4 

2fv{k,-\-k,) 
In  equation  (45)  A-^  is  tensile  stress  and  ^2  i^   compressive  stress, 
and  both  enter  into  the  equation  without  regard  to  sign  of  stress. 

V. — Deformations  of  the  Arch  Ring, 

(a)  Genei'ol  Considei'ations;  Changes  in  Leiigtli  of  the  Arch  Ring. — An 
arch  ring,  when  under  the  influence  of  stress  and  changes  in  tempera- 
ture, is  subject  to  elastic  deformations.  The  compressibility  of  ma- 
sonry by  stress  and  the  shrinkage  caused  by  the  setting  process  of 
mortar  and  concrete,  bring  about  a  j)ermanent  shortening  in  the  arch 
ring  during  construction  and  test  loading. 

The  resultant  effect  of  these  several  shortenings  and  temperature 
changes  produces  a  deformation  of  the  arch  ring  which  must  be  pro- 
vided for  in  the  construction,  to  prevent  a  deflection  below  the  normal, 
which,  if  it  occurred,  would  materially  increase  the  horizontal  thrust 
on  the  abutments.  This  superelevation,  which  must  be  given  to  the 
arcii  ring  in  order  that  it  may  attain  its  proper  rise  when  completed, 
is  called  camber. 

Besides  the  above  deformation,  which  is  partly  elastic  and  partly 
permanent,  provision  must  also  be  made  for  the  settlement  in  the 
falsework  caused  by  the  weight  of  the  arch  ring  up  to  the  time  of 
closing,  when  the  latter  becomes  self-sustaining.  This  part  of  the 
problem  is  here  omitted  as  depending  entirely  on  the  nature  of  the 
falsework  and  local  building  conditions. 

The  change  in  length  of  the  arch  ring  resulting  from  stress,  tem- 
perature, compressibility  of  material  and  shrinkage  of  masonry  will 
now  be  found. 

The  normal  arch  thrust  N  may  be  found,  for  any  combination  of 
dead  and  live  loads,  from  the  preceding  equations,  and  this  thrust 
increases  from  the  crown  toward  the  haunches.  The  cross-section  of 
the  arch  ring  is  also  a  variable  quantity.  Hence  it  is  necessary  to 
divide  the  arch  ring  into  sections  over  which  the  cross-section  and 
normal  thrust  may  be  considered  constant.  The  sum  of  the  incre- 
ments of  change  of  these  sections  gives  the  change  in  length  of  the 
arch  ring. 
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Let     L  —  leugth  of  a  Bectiou  of  arch,  over  •which  the  area  and  thrust 
are  asHumed  constant. 
/\L  =  increase  in  the  leuj^th  L  for  any  assigned  reasons.     Decrease 
is  negative. 

S  =  -2  J  ^  L  =  sum  of  the  changes  /\  L  from  the  crown  to  the 

abutment. 
JV=  normal  thrust  acting  through  the  length  L. 
F  =  average  cross-section  of  the  section  of  length  L. 
E=  modulus  of  elasticity  of  the  material  for  the  working  stress 

F' 

E'  =^  modulus  of  permanent  set  of  the  material  for  the  working 

stress^ 
F 

t    =  a  rise,  and  —  ^=  a  fall,  in  temperature,  in  degrees  Centigrade. 

a  =  coefficient  of  expansion  for  1°  Centigrade. 

£    z=  coefficient  of  shrinkage  from  setting  of  mortar  or  concrete 

in  air. 

^1,  AT  NL         NL  ^     ,  _ 

then  AL  =  —  -^y  —  jjr^—  £  L  +   oc  t  L 

=  -^  (4-  +  -:^)  -^0-  «0 ^^^^ 

and    8  =  -{^+±)   2|^_(._a/)   2  U. . . . . . .   (47) 

The   elastic   change   in   leugth   of    an   arch   ring  in   a  completed 

structure  no  longer  subject  to  increased  permanent  set  is 

1         I  NL                 I 
«'  =  --£  2  J -^+0.(2  J    L (48) 

{b)  Deformation;  Analytical  Solution. — To  find  the  deflection  at  the 
crown  of  an  arch  ring,  which  latter  has  shortened  an  amount  d,  as 
found  from  (47)  or  (48). 

5 

O' 

//       ^' 

^^  2  2  ^ 

Fig.  14. 

Let  C,  Fig.  14,  be  the  chord  from  crown  to  abutment,  correspond- 
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ing  to  the  half  span  -^  and  rise//  C^  =  the  length  of  this  chord  after 

the  half  arch  ring  has  shortened  an  amount  d  and  the  rise  has  dimin- 

l 
ished  to/^,   the  span  remaining  unchanged;   also,  n  =  ^  ^  i  =  the 

length  of  the  center  line  of  the  arch  ring  between'  the  crown  and 
the  abutment. 

A  shortening  d  in  the  length  n  will  produce  a  shortening  —  d  in 
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(J 

the  chord  C,  making  6\  =  C 8. 

'  n 

From  the  figure  G=  Af'  +  (-9-)    '  which,  substituted  in  the  pre- 
vious equation,  gives   Q  =   (  1 /  \/  -^  ^  "^     v~2~/     ^^^^ 

and  _^/=/_/.=/_  Jc,'-(4-)' (50) 

The  value  /\  f,  which  represents  the  deflection  at  the  crown,  may 

then  be  found  from  equations  (49)  and  (50). 

G 
While  the  value  —  8  is  not  exactly  correct,  yet  the  approxima- 
n 

tion  is  so   close  that   the   resulting   equations   give   values   entirely 

within  the  knowable  accuracy  even  for  long  spans. 

As  will  be  noticed,  this  solution  applies  to  arches  of  any  shape  not 
necessarily  circular,  but  is  most  accurate  for  circular  arches. 

(c)  Deformation;  Graphical  Solution. — The  general  case  for  any  con- 
dition of  unsymmetrical  loading  and  displacements  of  abutments  can 
best  be  solved  by  the  graphical  method.*  Only  the  application  of  the 
method  is  here  given,  without  repetition  of  its  derivation,  for  which 
see  above-named  article. 

In  Fig.  15a,  let  AO  B  represent  the  line  of  thrust  of  a  three-hinged 
arch  for  any  particular  case  of  loading;  L^,  L,,  L^,  etc.,  the  sections 
into  which  the  arch  is  divided;  and  —  /\1,  —  A2,  —  Z^S,  etc.,  the  con- 
tractions in  the  lengths  L^,  Ly,  L^,  etc.,  respectively,  caused  from  any 
combination  of  conditions,  as  stress,  shrinkage  of  masonry,  tempera- 
ture, etc. 

*  See  article  ■'Distortion  of  a  Framed  Structure/'  by  David  Molitor,  in  Journal  of 
the  Association  of  Engineering  Societies,  Vol.  xiii,  p.  310. 
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In  Fig.  15  />,  draw  in  successiou,  from  any  point  A',  the  contractions 
—  /\^1,  —  /^2,  — /j^3,  etc.,  respectively,  parallel  to  the  elements  />,, 
L.y,  Xj,  etc.,  of  Fig.  15 f/,  and  in  the  direction  in  wliich  these  contrac- 
tions act  relatively  to  the  fixed  point  A.  In  the  example,  the /\'.9  being 
negative,  the  elements  of  the  arch,  Fig.  15  a,  all  move  toward  A,  and 
hence  the  quantities  —  Al,  —  /\2,  —  /\3,  etc.,  are  applied  downward 
from  A'.  The  broken  line  A'  0' then  represents  the  motion  of  the 
point  0  relatively  to  the  point  A,  assuming  that  the  arch  elements 
move  parallel  to  themselves.  In  like  manner,  the  broken  line  0'  B', 
Fig.  15  c,  represents  the  motion  of  the  point  0  relatively  to  the  point  iJ. 

However,  the  elements  of  the  arch  do  not  move  parallel  to  them- 
selves, but  the  half  arch  A  0  revolves  about  A  and  the  half  arch  0  B 
revolves  about  B  until  the  point  0,  common  to  both  halves,  attains  its 
new  position.  This  revolution  is  performed  by  a  second  operation  as 
follows : 

In  Fig.  15  b,  draw  A'  0"  perpendicular  to  ^  0  and  through  A';  also 
through  O'draw  0' r  perpendicular  to  A'  0" ,  and  in  Fig.  15c,  through 
B'  draw  B'  0"  perpendicular  to  B  0,  and  through  0'  draw  0'  s  per- 
pendicular to  B'  0".  Now  transfer  0'  s  from  Fig.  15  c  to  Fig.  15  5, 
parallel  and  equal  to  itself,  and  in  Fig.  15  b  draw  s  0"  perpendicular 
to  0'  s,  and  0"  0'  will  represent  the  direction  and  amount  of  the  dis- 
placement of  the  point  0.  Also  transfer  0'  r  from  Fig.  15  b  to  Fig.  15c, 
and  in  Fig.  15  c  draw  r  0"  perpendicular  to  0'  r,  and  0"  0'  will  check 
in  direction  and  amount  the  value  0"  0'  found  in  Fig.  155. 

To  find  the  displacements  of  the  individual  points  1,  2,  3,  etc., 
draw  a  broken  line  ^',  1",  2",  3",  4",  0"  with  its  elements  proportional 
and  respectively  perpendicular  to  the  elements  ol,  1,  2,  3,  4,  0.  The 
lines  1"  1',  2"  2',  etc.,  will  represent  the  true  displacements  of  the 
the  points  1,  2,  etc.,  respectively.  The  same  construction  applied  to 
Fig.  15  c  gives  the  displacements  of  the  points  of  the  half  arch  0  B. 

When  the  abutments  are  displaced  by  amounts  —  /\A  and  —  /\B. 
respectively,  these  displacements  are  embodied  in  the  diagrams  of 
Figs.  15,  b  and  c,  as  indicated  by  the  dotted  construction,  and  the  dis- 
placements are  then  measured  from  the  dotted  broken  lines  0/',  A^ , 
and  0/',  B\,  respectively,  to  the  broken  lines  0'  A'  and  0'  B\ 

For  symmetrical  loading,  where  the  displacements  in  the  half  arch 
A  0  are  exactly  equal  to  those  in  the  half  arch  B  0,  the  line  of  thrust 
is  symmetrical,  and  the  deflection  at  the  crown  0  must  be  vertical. 
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Fig.  15. 
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This  extra  eonditiou  makes  it  possible  to  dispense  with  one  of  the 

diagrams,  and  the  solution  becomes  as  shown  in  Fig.  15  d.     The  point 

0"  is  then  the  intersection  of  ^'  0"  perpendicular  to -4   0,  and  the 

vertical  0'  0"  through  0'.  This  vertical  becomes  the  deflection  at 
the  crown. 

It  should  be  noticed  in  the  solution  Figs.  15,  that  Fig.  15  (i  is 
drawn  to  a  small  scale,  while  the  displacement  diagrams  h,  c  and  d  are 
drawn  to  natural  scale.  For  small  contractions  these  diagrams  may 
be  drawn  to  a  scale  of  10  to  100  times  the  natural. 

{d)  Values  of  f,  a,  E  and  E'  in  Equations  {46)  lo  {48).  While  it  is 
always  best  to  make  accurate  determinations  of  the  above  values  for 
the  material  to  be  used  in  any  particular  structure,  especially  when 
close  agreement  is  desired,  yet  a  brief  summary  of  the  meagre  data  on 
this  subject  may  be  useful  as  furnishing  values  for  preliminary  com- 
putations.* 

Values  of  e  for  German  Portland  cement  mortars,  sixteen  weeks 

old.f 

Mortar  mixed  1  part  cement  to  0  part  sand. .  e  :=  0.0012  to  0.0034 

"  1         **  3  •'         ..£  =  0.0008  "  0.0015 

1        "        ■  5  "         ..£  =  0.0008  "  0.0014 

Values  of  a  for  one  degree  of  temperature  (Centigrade). 

Cement  mortar  (Bruniceau) cf  =  0.00001      to  0.000014 

Portland  cement  concrete  1:  2^:  5  (Bausch- 

inger) a  =  0.0000088 

Stone  and  brick  (Bruniceau) a  =  0.0000053  to  0.0000083 

Regarding  the  values  of  E  and  E'  it  will  be  necessary  to  recite 
briefly  the  results  of  the  interesting  set  of  experiments  made  in  1894 
by  Professor  C.  Bach,  of  Stuttgart,  which  are  of  vital  importance  to 
the  subject  here  treated. 

These  experiments  showed  that  any  concrete  when  subjected  to 
stress  would  undergo  a  permanent  set  and  an  elastic  deformation,  the 
magnitudes  of  which  become  constant  after  several  repetitions  of  the 
same  stress.  The  number  of  repetitions  necessary  to  produce  con- 
stant deformations  apj^eared  to  be  a  function  of  the  breaking  strength 
of  the  concrete,  and  of  the  intensity  of  the  applied  stress.  The  greater 
the  ultimate  strength,  the  less  repetitions  were  required;  and  the 
greater  the  applied  stress,  the  greater  the  number  of  rej^etitions. 

*  See  article  by  David  Molitor  on  '•Properties  of  Concrete  under  Compressive 
Stress."  Jour.  Assoc.  Eng.  Soc,  May,  1898. 

+  See  report  of  Committee  on  Compressive  Strength  of  Cements,  etc.  Transactions 
Am.  Soc.  C.  E.,  Vol.  xv,  p.  717. 
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However,  for  each  kind  of  concrete  a  maximum  stress  was  reached 
(about  0.7  of  breaking  stress)  for  which  seven  to  eight  repetitions 
would  still  continue  to  increase  the  deformations.  Presumably  more 
repetitions  would  have  restored  constancy,  but  this  point  may  be 
regarded  as  a  natural  limit  of  allowable  stress,  though  there  does  not 
appear  to  be  a  definite  limit  of  elasticity. 

The  tests  were  made  on  cylindrical  samples  of  concrete,  1  m. 
long  and  25  cm.  in  diameter,  mixed  1  part  Portland  cement  to  2^ 
parts  sand  to  5  parts  broken  limestone,  and  1  part  cement  to  3  sand 
to  6  stone,  age  two  to  three  months.  The  breaking  strength  was  in 
every  case  determined  from  the  cylindrical  samples.  The  strength  of 
the  same  concrete  developed  by  cubic  samples  would  have  been  about 
one  and  one-half  times  the  strength  obtained  from  the  long  cylinders. 

The  following  tables  give  values  of  E  and  E'  for  various  values  of 
ultimate  strength  and  applied  loads.  These  values  are  given  in  metric 
atmospheres. 

VAiiUES  OF  E  IN  Thousands   (Three  ciphers  should  be  added  to 

tabulated  values). 


Ultimate  Strength  in 
Atmospheres. 


Applied  Loads  in  Atmospheres,  or  Kgr.  Per  Sq.  Cm. 


Found  from 
cylinders. 


60 

80 

100 

120 

140 


Estimated 
for  cubes. 


90 
120 
150 
180 
210 


10 


15 


20 


228 

223 

262 

258 

296 

290 

320 

314 

340 

333 

214 
a46 

278 
298 
317 


204 
234 
266 
286 
303 


25 

30 

35 

193 

181 

171 

222 

210 

200 

255 

244 

235 

276 

267 

257 

291 

280 

270 

40 


163 

191 
224 
247 
260 


Values  of  E'  in  Thousands  (Three   ciphers  should  be  added  to 

tabulated  values). 


Ultimate  Strength  in 
Atmospheres. 

Applied  Loads  in  Atmospheres,  or  Kgr.  Per  Sq.  Cm. 

Found  from 
cylinders. 

Estimated 
for  cubes. 

8 

10 

15 

20 

25 

30 

35 

40 

60 

80 

100 

120 

140 

90 
120 
150 
180 
210 

1  230 

1  800 

2  500 

3  400 

4  400 

1  180 

1  710 

2  400 

3  210 

4  190 

1  030 

1  500 

2  100 

2  800 

3  600 

910 
1  320 

1  880 

2  500 

3  160 

810 
1  180 

1  680 

2  220 
2  780 

720 
1  020 

1  460 

2  010 

2  500 

630 

870 
1  300 

1  820 

2  280 

545 
755 

1  160 

1  650 

2  100 

The  important  conclusions  arrived  at  by  Tourtay,*  regarding  com- 
pressive properties  of  masonry,  are  here  given. 

*  Annates  des  Fonts  et  Chaussees,  1885.  ii.  p.  15. 
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1.  The  ultimate  streugth  of  Kinnll  cubeH  of  cement  mortar  is  con- 
siderably less  tliuii  the  compressive  strength  of  blocks  of  masonry 
made  with  the  same  mortar. 

2.  The  pressure  which  crushes  the  masonry  is  an  inverse  function 
of  the  thickness  of  the  mortar  joint. 

3.  Stone  plates  laid  loosely  upon  each  other  have  a  much  smaller 
compressive  strength  than  solid  cubes. 

4.  The  same  stone  i)lates,  when  cemented  together  with  neat 
cement  grout,  possess  the  same  compressive  strength  as  do  solid 
stone  samples. 

Practical  Applications. 

Solution  of  a  Problem. 

(a)  Inlroductory. — To  illustrate  more  clearly  the  method  of  arch  con- 
struction as  proposed  in  the  foregoing,  a  problem  is  solved  in  suflScient 
detail  to  bring  out  the  practical  applications  of  the  theory. 

In  designing  metal  bridges,  the  dead  load  is  generally  known,  the 
more  accurate  for  the  forms  most  in  use.  This  is  not  the  case  with 
masonry  arches  for  reasons  of  insufficient  experimental  data.  Also, 
a  steel  arch  may  be  designed  with  any  rational  center  line  because 
tensile  stresses  can  be  provided  for,  while  in  masonry  only  compressive 
stresses  are  safely  permissible;  therefore,  the  shape  of  a  masonry  arch 
is  of  necessity  a  function  of  its  loading. 

However,  with  the  dead  load  known,  the  three-hinged  masonry 
arch  can  be  analysed  and  dimensioned  with  the  same  degree  of  ac- 
curacy, consistent  with  the  nature  of  the  material,  as  is  possible  in 
steel.  But,  as  the  dead  load  can  be  obtained  in  no  other  way  than  by 
computation  from  assumed  dimensions,  the  solution  must  be  reached 
by  successive  approximations  of  dimensions  until  the  loading  result- 
ing therefrom  produces  stresses  in  the  arch  which  are  not  in  excess 
of  the  allowable  unit  stresses.  Much  depends  on  the  experience  of 
the  designer  as  to  the  rapidity  and  directness  with  which  a  solution 
may  be  obtained. 

The  method  which  it  is  believed  will  lead  to  a  solution  with  a 
minimum  of  useless  computation  is  illustrated  in  the  following 
problem. 

(5)  Statement  of  the  Problem. — Design  a  three-hinged  concrete  arch 
of  72-m.   span  between  pin  centers,  rise,  10  m. ,  width  of  driveway, 


MOLITOR   ON^   THREE-HINGED    MASONRY   ARCHES.  59 

8  m..  and  footwalks  2  in.  wide,  on  each  side  of  the  driveway.  The 
profile  of  the  site  is  given,  and  the  abutments  are  to  be  founded  on 
hard  clay.  The  bridge  is  to  carry  an  electric  motor  car  weighing 
20  000  kgr.  (44  000  lbs.)  on  a  track  of  1.43  m.  (4-ft.  8i-in.)  gauge,  and  a 
uniformly  distributed  live  load  of  400  kgr.  per  m."  (82  lbs.  per  square 
foot). 

The  maximum  allowable  working  stresses  are  40  atm."*  (568.8  lbs. 
per  square  inch)  in  compression,  and  2  atm.  (28.4  lbs.  per  square  inch) 
in  tension,  for  concrete  composed  of  1  jjart  Portland  cement  to  2  parts 
sand  to  3  jjarts  crushed  limestone.  This  concrete  must  attain  the  fol- 
lowing compressive  strengths  on  20-cm.  cubes:  220  atm.  in  28  days, 
350  atm.  in  6  months,  and  500  atm.  in  2  years.  The  tensile  strength 
of  mortar  composed  of  1  jDart  cement  to  3  parts  sand  must  be  at  least 
20  atm.  in  28  days. 

(c)  Outline  of  the  Method.  (See  Plates  I  and  II) — In  this  as  in 
all  bridge  designs,  the  details  of  the  roadway  and  its  supports  on  the 
arch  ring  are  first  designed.  By  so  doing  the  dead  loads  may  be  com- 
puted, involving  the  -weight  of  the  arch  ring  as  the  only  variable  sub- 
ject to  correction. 

A  diagram  of  the  half  span  (see  dimension  diagram,  Plate  II)  is 
then  iDrepared  and  the  roadway  and  its  supporting  columns  drawn,  to 
which  is  fitted  an  arch  ring  of  seeming  good  proportions  for  the  given 
span  and  rise.  Herein,  the  experience  of  the  designer  is  practically 
his  only  guide,  but  reference  to  a  completed  design  or  a  solution  once 
made  will  assist  wonderfully  in  making  close  approximations.  It  will 
be  seen  from  the  side  elevation,  Plate  I,  that  the  center  line  (a 
three-center  curve)  is  almost  a  complete  circular  arc,  slightly  flattened 
at  the  crown. 

The  concentrated  dead  loads,  q,  are  now  computed  by  using  the 
dimensions  scaled  from  the  jDreliminary  diagram.  These  values, 
together  with  values  of  a,  r  and  e,  are  tabulated  together  with  com- 
puted values  oi  qr  (see  Table  Xo.  1). 

Then  assuming  the  maximum  case  of  loading  over  the  entire  span, 
compute -S'„i^j.  from  equation  (27),  H„^^^  from  equation  (26)  and  ^„,o2. 
=^  Hjj^^j.  cos  /3  •{■  Sjji^j.  sin  /i,  from  which  may  be  found  the  required 
thickness  of  arch  ring  at  the  crown  I)^=  _mpx_  ^^^  ^^^  ^1^^  abutments 

*  Stresses  and  pressures  -nill  be  driven  throughout  this  problem  in  metric  atmos- 
pheres equal  to  1  kgr.  per  cm.-  (14.22  lbs.  per  square  inch). 
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If  it  api)ears  that  tlio  assumed  dimensions   differ 


widely  from  those  computed,  it  is  well  to  make  a  second  approxima- 
tion before  prooeediufj:  further  with  the  solution,  though  no  correct  idea 
can  yet  be  formed  of  the  required  arch  thickness  at  the  quarter 
points.  The  arch  thicknesses,  at  the  crown  and  springing,  should  be 
chosen  about  10^  greater  than  found  by  computation,  since  these  sec- 
tions will  be  adjacent  to  the  hinges  and  some  allowance  must  be 
made  for  unequal  distribution  of  pressure  due  to  friction  in  the 
hinged  bearings. 

When  the  solution  appears  satisfactory  to  this  stage,  the  assumed 
arch  ring  should  be  tested  at  two  or  three  points  between  the  crown 
and  springing.  The  maximum  thickness  of  the  arch  ring  will  occur  at 
a  distance  of  about  0.3  /  from  the  crown.     This  and  two  other  sections, 

distant  about  0. 15  I  and  OA  I 
from  the  crown,  should  be 
dimensioned,  after  which  it 
will  usually  be  possible  to 
proceed  to  the  final  design  and 
computation,  unless  the  agree- 
ment with  the  preliminary  de- 
sign was  not  sufficiently  close, 
in  which  case  the  process 
should  be  repeated  by  approxi- 
mating a  new  arch  ring,  using 
the  dimensions  last  obtained.  In  this  latter  case  some  allowance  should 
be  made  for  the  probable  effect  of  the  new  dead  loads.  The  larger  the 
ratio  between  dead  and  live  loads,  the  less  will  be  the  divergence  /\  y 
of  maximum  and  minimum  thrusts,  though  an  increase  in  dead  loads 
will  also  increase  the  resultant  normal  thrust  N,  on  any  section. 

The  method  of  dimensioning  just  referred  to  consists  in  computing 
maximum  and  minimum  j/'s  and  the  corresponding  R's  for  each  of  the 
three  points,  using  in  the  present  problem  equations  (32)  and  (34). 
The  differences  of  the  y's  give  the  /\  y's  in  Fig.  16.  Then,  finding  S 
from  equations  (33)  and  (35)  for  each  of  the  three  points,  compute  iV^ 
and  N^  from  equation  (36).  From  equations  (40),  (41)  and  (42)  the 
values  D,  w  and  y^.,  respectively,  may  be  found.  The  value  of  c  in 
equation  (40)  is  equal  to  /\  j/  cos  /?,  as  may  also  be  seen  in  Fig.  16. 


Fig.  16. 
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All  the  factors  for  five  points,  including  crown  and  springing,  being 
now  fully  determined,  the  intermediate  values  can  easily  be  inter- 
polated in  making  the  final  dimension  diagram. 

The  new  diagram  is  now  accurately  drawn,  and  the  design  carefully 
computed,  in  the  manner  just  outlined  for  the  three  test  points,  by  ap- 
plication of  the  method  to  as  many  points  as  may  be  deemed  necessary 
or  desirable  to  fully  determine  the  dimensions  and  stresses  through- 
out the  arch. 

There  is  still  one  other  point  which  is  interesting  to  know  and  is 
illustrated  in  the  final  computation.  The  center  line  of  the  arch  ring 
and  the  line  of  thrust  for  the  case  of  one-half  the  uniformly  distributed 

live  load  or  ~r-  acting  over  the  entire  span,  are  so  nearly  alike  that  no 

apjjreciable  error  would  be  introduced  by  accepting  this  line  of  thrust 
for  the  center  line. 

The  above  outline  of  the  method  to  be  followed  is  now  applied  to 
the  problem  in  hand.  In  the  following  computations,  the  arch  ring  is 
assumed  1  m.  wide,  and  the  live  load  thus  becomes  400  kgr.  per  meter, 
combined  with  a  concentrated  live  load  of  TF  =  10  000  kgT. 

(o?.)  Design  of  the  Roaducay. — From  aesthetic  considerations  and  for 
economic  reasons,  the  roadway  is  designed  to  the  parabolic  curve 
whose  equation  is  — y  =  0.001  or,  making  the  same  1.3  m.  higher  at 
the  crown  than  at  the  abutments  (see  Plate  I). 

The  roadway  is  made  up  of  concrete  floor  arches  of  2.4  m.  span, 
carried  by  small  concrete  piers  resting  on  the  arch  ring.  The  cross- 
section  of  the  driveway  is  the  arc  of  a  circle  having  a  middle  ordinate 
of  0.12  m.,  and  is  covered  with  6  cm.  of  asphalt  composition.  The 
foot  walks  are  sloped  toward  the  bridge  axis  with  a  slope  of  1  :  100, 
and  are  finished  in  cement  mortar.  The  car  track  is  placed  in  the 
center  of  the  driveway  and  hard  paving  brick  laid  adjacent  to  the 
rails. 

The  horizontal  thrust  of  the  floor  arches  is  taken  up  by  steel 
rods  2.5  cm.  in  diameter,  and  spaced  17  cm.  apart  under  the  driveway 
and  75  cm.  under  the  footwalks.  Expansion  joints  are  provided  in 
the  roadway  at  the  crown  and  at  the  abutments,  all  as  shown  on 
Plate  II.  Drainage  of  the  roadway  is  provided  by  cast-iron  pipes 
placed  in  the  first  piers  adjacent  to  the  abutifients,  one  for  each 
gutter. 
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lu  jiccordanee  witli  tbiH  cleHign  the  weight  of  the  floor,  (roiiiplete,  to 
the  ai)i'iugiiig  of  the  arches  uud  between  the  pier  centers,  is  estimated 
as  foHows: 

Concrete  for  arch  and   portion  of  2>i<'i'  to  s})ringing, 

0.57  m."*  at  2  300  kgr 1  311  kgr. 

Six  steel  rods,  2.5  cm.  diam.,  3  m.  long 71     " 

Rails  and  X-h^'tim 105     '  * 

Six  cm.  asphalt  composition  at  2  200  kgr.  per  m.^.  . .       39G     *' 

Total  weight  to  be  carried  by  one  pier 1  883  kgi*. 

The  round  number  1  900  kgr.  was  used. 

The  floor  arches  are  designed  to  carry  10  000  kgr.  evenly  distributed 
over  the  half  span  (unsymmetrical  load  q  -\-  p,  diagram  Plate  II), 
and  the  center  line  corresponds  to  the  line  of  thrust  following  from 

10  000  kgr.  distributed  over  the  entire  span   (loads  q  -f-   -^).     The 

lines  of  thrast  for  these  loads  are  drawn  for  arch  horizontal,  also  for 
the  inclined  position  between  piers  7  and  8.  The  maximum  horizontal 
thrust  is  9  m.^  of  concrete  or  20  700  kgr.  for  an  arch  1  m.  wide.  The 
maximum  compression  at  the  crown  is  17  atm.  and  at  the  haunches 
and  quarter  points  it  is  36.8  atm.     No  tension  occurs  anywhere. 

The  longitudinal  section  investigated  is  at  the  curb  of  tlie  drive- 
way where  the  minimum  thickness  of  arch  (15  cm.)  is  possible.  How- 
ever, this  portion  of  the  roadway,  according  to  the  above  computa- 
tion, is  amply  strong  to  carry  a  20-ton  road  roller.  As  a  result  of  the 
crowning  of  the  roadway  the  floor  arches  attain  a  thickness  of  27  cm. 
in  the  axis  of  the  bridge, 

(e)  Design  of  the  Arch  Ring. — A  jDreliminary  diagram  similar  to  that 
shown  on  Plate  II,  is  now  drawn  and  the  dead  loads  q  are  com- 
pu.ted  and  tabulated,  together  with  values  of  o,  e,  r  and  ft,  as  far  as 
these  may  be  necessary  for  the  points  3,  6  and  10  in  the  present  j^roblem. 

The  points  4,  7  and  10  would  have  been  somewhat  better,  but  those 
chosen  are  quite  suitable  for  good  interpolations  of  intermediate  values. 

The  preliminary  investigation  for  the  crown,  the  points  3,  6  and 
10,  and  the  springing,  is  given  in  Table  No.  1,  the  results  of  which  in- 
dicate fully  to  what  extent  the  assumed  design  was  in  error. 

In  the  preliminary  diagram  certain  values  of  D  and  y,.  were  as- 
sumed. These  are  tabulated,  together  with  the  results  from  Table 
No.  1. 
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Preliminary  Values. 

Computed  Values. 

Point. 

D 

yc 

D 

Vc 

0 

m. 

0.82 
1.40 
1.63 
1.40 
1.00 

m. 
0 

0.38 

1.90 

6.30 

10.00 

m. 

0.880 
1.436 
1.660 
1.500 
1.060 

m. 

0 

3 

0.423 

6 

1  964 

10 

6.394 

12 

10  000 

From  this  comparison,  which  shows  a  remarkably  close  first  approx- 
imation of  shape  and  thickness  of  arch  ring,  it  will  be  seen  that  it  is 
now  perfectly  safe  to  proceed  to  the  final  design  and  the  detailed  com- 
putation thereof.  This  could  have  been  done  even  with  a  less  satis- 
factory coincidence  in  the  above  values  of  D  and  i/^. 

From  the  values  of  D  and  ?/^,  just  found  in  Table  No.  1,  the  inter- 
mediate values  must  now  be  interpolated,  preparatory  to  constructing 
the  final  dimension  diagram  on  Plate  II. 

To  find  the  arch  center  line,  plot   the      q 
five  points,  whose  co-ordinates  a  and  y^    ^''    3'~ 
are  now  known,  and  connect  them  by  cir- 
cular arcs  using  the  method  indicated  in    y]  /  / 


x*^- 


/    ^12 


<Jx, 


Fig.  17.     Connect  the  plotted   points  by 

straight  lines  forming  the  polygon   0  —  3 

—  6  — 10  — 12.     Then  inscribe  in  any  circle 

with  convenient  center  X  on  the  vertical, 

through  0,  a  polygon  0'  —  3'  —  6'  —  10'—      i     //xjo 

12',  having  its  sides  respectively  parallel 

to  those  of  the  foregoing  i3olygon.     The 

radii  x  —  3',  X  — 6',  etc.,  will  be  parallel 

to  the  required  radii  X3 —  3,  x,-,  —  6,  etc., 

and  the  latter,  when  drawn,  will  intersect 

in  the  centers    X3,  Xg,  X^^  and   X1.2  of  the  arcs  sought.     Usually  a 

three-center  curve  will  be  found  to  fit  an  arch  of  this  type,  as  was  done 

in  the  present  example  (see  Plate  II). 

To  interpolate  values  of  I)  between  those  already  found,  plot  the 
found  values  as  ordinates  with  the  corresponding  values  of  a  as  in 
Fig.  18,  choosing  a  vertical  scale  about  twenty  times  the  horizontal. 
By  joining  these  points  with  the  use  of  an  irregular  curved  ruler,  and 
noting  that  maximum  D  should  occur  at  0.3  /  from  the  crown,  or  at 


Fig.  17. 
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about  point  7,  the  intermediate  values  of  D  may  then  be  Hcaled  from 
the  diagram  with  considerable  accuracy. 

Th(^  diagram,  Plate  II,  can  now  be  drawn,  and  all  necessary 
dimensions  for  the  final  computation  are  then  scaled  therefrom.  Any 
slight  difl'erences  that  may  be  found  between  these  scaled  dimensions 
and  the  final  comi)uted  arch  dimensions  will  be  too  small  to  warrant 
a  reconsideration,  especially  as  the  knowable  accuracy  with  which 
the  dead  loads  can  be  determined  is  far  less  than  any  differences 
still  to  be  expected  at  this  stage  of  the  solution.  The  final  drawings 
should,  of  course,  be  constructed  with  the  use  of  the  dimensions  re- 
sulting from  the  final  computation. 

The  final  computation  is  carried  out  in  complete  detail  in  Tables 
6  Nos.  2,  3,  4  and  5,  and 

all  the  steps  in  the 
solution  of  the  formu- 
las used  are  readily 
traced  without  any  fur- 
ther description.  The 
weights  q  are  based  on 
an  assumed  weight  of 
the  concrete  of  2  300 
kgr.  jDer  cubic  meter. 

Table  No.  2  gives 
the  general  data  rela- 
tive to  dead  loads,  and 
the  computation  of 
the  line  of  thrust  for  a  live  load  of  200  kgr.  per  square  meter  over  the 
entire  span.  This  case  of  loading  should  give  a  line  of  thrust  corre- 
sponding with  the  center  line  of  the  arch  ring. 

Table  No.  3  gives  the  computation  for  the  values  of  maximum  y, 
being  the  result  of  loading  which  produces  the  maximum  compres- 
sion in  the  intrados,  and  the  minimum  stress  in  the  extrados. 

Table  No.  4  gives  the  computation  for  the  values  of  minimum  y, 
being  the  result  of  loading  which  produces  the  maximum  compres- 
sion in  the  extrados  and  the  minimum  stress  in  the  intrados. 

Table  No.  5  gives  the  computation  of  the  thickness  of  the  arch 
ring  at  the  several  points  selected,  also  of  the  ordinates  of  the  center 
line,  and  the  unit  stresses  in  the  extreme  fibers  of  the  arch  ring.  See 
Plate  II  for  graphical  representation. 


Values  of  a 


Fig.  18. 
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A  comparison  of  the  last  assumed  data,  and  the  final  dimensions 
obtained  in  Table  No.  5  is  given  in  the  following  table,  from  which 
it  is  clearly  seen  that  the  last  assumed  arch  ring  gave  dead  loads  and 
dimensions  which  could  scarcely  be  improved  by  further  compu- 
tations : 


Point. 

Assumed  Dimensions. 

Computed  Dimensions. 

For  1^  total  live  load  as 
found  in  Table  No.  2. 

y- 

D. 

yc 

D. 

yc 

0 

cm. 
88 
112 
131 
145 
154 
162 
166 
167 
166 
160 
150 
134 
106 

m. 

0.00 
0.05 
0.18 
0.45 
0.80 
1.29 
1.96 
2.80 
3.79 
4.98 
6.38 
7.96 
10.00 

cm. 

88 

110.4 
129.8 
145.8 
156.4 
163.3 
168.0 
169.7 
166.6 
162.7 
151.8 
133.3 
106.0 

m. 

0.000 
0.043 
0.188 
0.440 
0.820 
1.339 
2.002 
2.828 
3.833 
5.010 
6.397 
7.994 
10.000 

m. 

0.000 

1 

0.042 

2 

0.1&5 

3 

0.442 

4 

0.824 

5 

1.346 

6 

2.012 

7 

2.842 

8 

3.844 

9 

5.026 

10 

6.408 

11 

7.998 

12 

10.000 

The  above  agreement  between  y^  and  y  illustrates  very  strikingly 
the  statement  previously  made,  viz. :  that  the  line  of  thrust,  for  a  case 
of  entire  span  covered  with  one-half  the  uniform  live  load,  represents 
practically  the  center  line  of  the  arch. 

It  will  be  noticed  that  the  tensile  stresses  on  the  intrados  at  points 
6  and  7  (see  Table  No.  5)  are  slightly  in  excess  of  the  allowable,  being 
2.8  atm.,  as  against  2  atm.  allowed.  This  would  probably  be  safe, 
but  having  set  the  limit  at  2  atm.,  the  excess  of  0.8  atm.  must  be  pro- 
vided for,  either  by  giving  the  section  larger  dimensions  at  these 
points,  or  by  introducing  a  few  iron  rods  to  take  up  the  excessive 
tension.  The  latter  method  will  be  adopted  merely  to  illustrate  the 
application  of  the  formula. 

The  sectional  area  of  iron  required  for  an  arch  of  1  cm.  width  is  by 

D  l\  B 

2         Sik,-\-Jc,). 


equation    (45),  a  =- 


h'B  (; 


i) 


in  which  k^  —  0.8  atm.,  ^2  =  4=0  atm.,  B  =  169.7  cm.,  /=  700  atm. 
(10  000  lbs.  per  square  inch),  and  z?  =  75  cm.,  leaving  about  10  cm.  of 
concrete  outside  the  iron. 

By  substituting  these  values  in  (45),  and  solving,  it  is  found  that 
a  =  0.002  cm.^,  or  for  an  arch  1  m.  wide  0.2  cm.^  would  be  required. 
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or  3  rods  of  IJ  mm.  diameter  for  each  meter  of  arch,  or  7  rods  of  2  mm. 

diametor,  whichever  may  be  preferable. 

(/)  l)esi(/n  of  (he  Hinged  Bearinga. — The  radius  of  curvature  of  the 

rolliufij  surface  according  to  "Winkk>r,  Heinzerling  or  Melan  is  given 

li  N 
by  r  =  — j-r  in  whicli   A''  =  the  maximum  normal  pressure  on  the 

bearing  =  390  543  kgr.  for  1  m.  width  of  arch,  /  =  length  of  roll- 
ing surface  =  70  cm.  and  k  =  allowable  unit  working  stress  =  240 
atm.  for  cast  iron  under  slow  motion. 

Then 

2  X  390  543 
3.14  X  240  X  70 

To  find  the  height  of  the  bearing  necessary  to  distribute  the  stress 
over  the  concrete,  let 

h  =  height  of  the  bearing. 

D  =  thickness  of  arch  ring  adjacent  to  the  bearing  =  106  cm. 
b  =  width  of  bearing  =  100  cm.,  but  the  rolling  surface  is  only 

70  cm. 
N  =  normal  pressure  on  the  bearing  for  1  m.  width  of  arch  := 

390  543  kgr. 
T  =  tangential  stress  on  the  bearing  for  1  m.  width  of  arch  = 

11  860  kgr. 
M  =  maximum  bending  moment  on  the  bearing. 

,  /  =^  =  moment  of  inertia  of  vertical  section  through  axis 

of  roller. 
k  =  allowable  unit  stress  —  500  atm.  for  cast  iron,  quiescent  load. 
Then 

,,       N      D-       ND      ,       ,.       kl  ND 

^=:dX-8   =-^'   also  3/=-^    =    -^ 

2 

which  solved  for  h  gives 


_      I  S  JSl  D    _       [  3  X  390  543  X  106     ^  ^q 

"  Sl    4A:5      ""   nJ       4  X  500  X  70  ~         ^^' 

The  coefficient  of  friction  between  cast  iron  and  stone  is  about  0.6; 
hence  a  tangential  stress  of  0.6  JV=  234  300  kls.  would  be  required  to 
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slide  the  bearing  plate.  The  existing  tangential  stress  is  only  11  860 
kgr.  However,  a  small  rib  is  provided  on  the  bottom  of  the  plate  to 
prevent  sliding  during  the  erection  of  the  structure. 

To  diminish  the  sliding  friction  between  the  roller  surfaces  of  the 
bearings,  it  is  intended  to  make  the  radius  of  the  convex  surface  15 
cm.  and  that  of  the  concave  surface  16.5  cm.  (not  shown  on  the  draw- 
ings), thus  converting  the  sliding  friction  into  rolling  friction.  The 
arc  described  by  these  rollers,  for  the  extreme  movements  of  the  arch, 
is  so  small  that  the  point  of  contact  between  the  rolling  surfaces 
would  not  be  apiDreciably  displaced,  and  there  is  absolutely  no  danger 
of  unequal  distribution  of  pressure  on  the  casting,  even  were  the 
motion  to  reach  1^  of  arc. 

(g)  Composition  of  the  Cona-ete. — The  fall  section  of  the  arch  ring 
for  a  distance  of  2  m.  from  the  hinges,  and  all  outside  the  middle 
third  of  the  arch  ring;  also  the  floor  arches  and  the  exposed  surfaces 
of  abutments  and  piers  for  a  depth  of  20  cm.  from  the  surface,  shall  be 
of  concrete,  composed  of  1  part  Portland  cement  to  2  parts  sand  to  3 
parts  limestone.  The  middle  third  of  the  arch,  the  surfacing  of  the 
roadway  under  the  asphalt  composition  and  the  cores  of  the  small 
piers  shall  be  of  concrete,  composed  of  1  to  8  to  6,  All  other  concrete 
shall  be  mixed  1  to  4  to  8  except  the  abutment  foundations  which 
shall  be  made  as  shown  on  Plate  II. 

{h)  Camhei\ — The  camber  to  be  allowed  in  the  arch  ring  will  now 
be  found  for  the  condition  that  the  bridge  when  completed,  carrying 
the  dead  load  and  a  live  load  of  200  kgr.  per  square  meter,  shall  be 
at  its  true  level  at  0^  Cent. 

To  realize  this,  the  falsework  must  be  superelevated  by  an  amount 
equal  to  this  camber  plus  the  settlement  which  the  former  may 
undergo  up  to  the  time  of  closing  the  arch  ring.  The  settlement  in 
the  falsework  should  be  determined  by  actual  tests  made  prior  to  con- 
struction. 

After  the  arch  ring  is  closed  at  mean  temperature  of,  say,  24^  Cent., 
and  under  no  stress,  it  should  be  above  its  geometrical  shape  by  the 
amount  of  the  camber.  Hence,  the  camber  will  be  equal  to  the  deflec- 
tion at  the  crown  caused  by  the  dead  load  and  the  uniform  live  load 
of  200  kgr.  per  square  meter,  and  a  diminution  in  temperature  of  24^ 
Cent,  below  the  mean.  Then,  under  ordinary  temperatures  and  loads, 
the  arch  will  usually  be  above  its  theoretical  position,  which  is  very 
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desirable,  tiH  the  horizontal  thrust  is  materially  increased  by  a  diminu- 
tiou  in  the  rise  of  the  arch. 

The  thrusts  N  resulting  from  the  assumed  case  of  loading  are  found 
in  Table  No.  (>,  using  equations  (26),  (27)  and  (36).  The  shortening  in 
the  successive  arch  sections  between  the  crown  and  the  abutment,  for 
the  resi)ective  values  of  N,  are  also  found  in  Table  No.  6  from  equa- 
tion (46).  As  the  assumed  case  of  loading  is  one  of  symmetry,  only 
the  half  arch  is  treated. 

The  concrete  to  be  used  for  the  arch  ring  should  possess  an  ulti- 
mate compressive  strength  of  220  atm.  at  probably  the  age  when  the 
bridge  will  be  first  tested.  From  Table  No.  6  the  average  unit  work- 
ing stress,  for  the  case  of  loading  just  above  mentioned,  will  be  seen 
to  be  23  atm.  Then  the  values  of  f,  <x,  E  and  E'  can  be  taken  from 
the  data  given  under  Section  V  (d) ,  as  follows :  £  =  0. 0009,  a  =  0. 0000088, 
E  =  295  000  atm. ,  and  E'  =  3 000  000  atm.     For  ^  =  —  24°  Cent.,  s  -\- 

(X  t  =  0.00111  and  -^  -\ rrr  =  0.00000372,  which  values  are  used 

E  E 

in  Table  No.  6  to  find  the  /\  Vs. 

The  abutments  themselves  will  be  somewhat  displaced  as  a  result 

of  stress  and  temperature  effect,  though  the  shrinkage  will  probably 

have  taken  place  prior  to  closing  the  arch  ring.     Hence  the  equation 

J^  L 
for  the  shortening  in  the  abutment  may  be  written  l\L^= -rr- 

i  —    -f-    Tn)    —   oi  t  L.      Taking  i^  =  69  000  cm."  as  an  average 

value,  and   X  =  1  000  cm.,    /\  L  becomes  0.23  cm.     This  displace- 
ment is  considered  in  the  graphical  solution  on  Plate  II,  but  not  in  the 

analytical  solution  here  following: 

i_ 
From  Table  No.   6,  the  value  of  5  ^  .22    /\  L  =  4.521   cm.,    of 

o 

which  3.693  cm.  is  permanent  and  0.828  cm.  is  elastic. 
i_ 
Alson  =  :2^ L=  3  789  cr 

o 

Hence  from  equation  (49), 

C,=  (l-^)  J/^-f-^  =  3  731.85cm. 
and  from  equation  (50), 

A/=/-J^i'-    -^'=16.79  cm. 


i  l 

Also  n  =  :22  i  =  3  789  cm.,/  =  1  000  cm.,  and  77-  =  3  600  cm. 
o  Z 
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This  agrees  very  closely  with  the  value  16.65  cm.,  obtained  from  the 
graphical  solution  on  Plate  II. 

When  the  displacement  of  the  abutments,  amounting  to  0.23  cm,, 
is  included,  the  total  deflection  at  the  crown  will  be  17.5  cm.  The  de- 
flections at  any  other  points  of  the  arch  ring  may  be  scaled  from  the 
diagram,  Plate  II. 

If  the  falsework  were  absolutely  rigid,  the  crown  of  the  arch  would 
require  a  superelevation  of  17.5  cm.,  so  that  the  arch,  if  closed  at  24^ 
Cent. ,  and  when  carrying  its  own  weight  and  a  live  load  of  200  kgi\ 
per  square  meter,  will  have  a  rise  of  10  m.  at  0"  Cent.  The  design 
of  the  falsework  is  not  made  a  part  of  this  problem. 

(i)  The  Pressure  an  the  Abutment  Foundations. — This  is  found  to  be 
4.76  atm.  (see  Plate  II).  This,  for  the  character  of  the  substrata, 
assumed  in  the  problem  as  hard  clay,  is  in  no  way  excessive.  How- 
ever, when  dealing  with  a  specific  case,  the  pressure  area  may  be  made 
any  desired  quantity  and  the  foundation  pressure  be  diminished  to 
such  intensity  as  may  seem  safe  for  the  particular  case. 

The  fact  that  small  settlements  in  the  abutments  of  three-hinged 
masonry  arches  are  not  attended  by  any  serious  consequences, 
especially  when  sufficient  camber  was  put  into  the  arch  during  con- 
struction, makes  it  perfectly  safe  to  exceed  the  pressure  limits,  on 
foundations  hitherto  allowed  for  arches  without  hinges,  by  from  50  to 
100  per  cent. 

ij)  Estimate  of  Quantities. — The  following  table  contains  the  quanti- 
ties of  Portland  cement  concrete  of  the  various  mixtures  for  the  dif- 
ferent parts  of  the  structure. 


Structural  parts. 

Quantities  of  Concrete,  in  Cubic  Meters, 

1:2:3       1:2.5:4 

1  :3:6 

1:4:8 

l:4:8:3st. 

Arch  ring 

978 
165 
328 
141 

478 
52 

Floor  piers 

Floor  arches  and  floor  

Two  abutments  and  wing  walls 

1661 

Two  abutment  foundations 

60 

210 

1664 

Totals  in  cubic  meters 

1612 
2  108.5 

60 
78.5 

749 
979.7 

1  661 

2  172,6 

1664 

Totals  in  cubic  yards 

2  176.5 

76  MOLITOR   ON   THREE  HINGED   MASONRY    ARCHES. 

Estimated  Quantities. 


Items. 


2  s.: 
2.5  : 

3  : 


3  broken  stone. . . 

4  •  "    ... 

G        '•  "     ... 

8        "  •'     ... 

8  b.  s..  3  stone 

12  broken  stone. . 


Portland  cement  concrete,  mixed,  Ic. 

1 

1 
"  "  '•  "        1 

1 
Louisville  cement  concrete  1 

Earth  excavation 

Asphalt  pavement  over  abutments,  15  cm.  concrete  found. . . 

Asphalt  composition  (5  cm.  thick  over  bridge 

Concrete  footwalks  over  abutments 

Concrete  balustrade  over  abutments 

Iron  hand  railing  over  bridge 

194  m.  of  steel  grooved  rail.  80  lbs.  per  yd.  or  39.76  kgr.  per  m. 
9T2  steel  rods,  2.5  cm.  dia.  3.05  m.  long,  nuts  each  end  at  12.4  kgr 

120  m.  /  at  14.9  kgr.  per  m.  or  10  lbs.  per  ft 

Metal  in  expansion  joints  of  roadway 

Cast-iron  hinged  bearings 

Falsework 


Quantities. 


1  612  m». 

60 
749 
1  mi 
1  664 
7211 
5  400 
176  m». 
600  '' 
88  '• 
44  m. 
150  •• 
7  713  kgr. 
12  052  '• 
1  788  '' 
5  000  '' 
81600  '' 
72  lin.  m. 


yds. 


2108.5  cu.  yds. 

78.5 

979.7 
21T2.6 
2176.5 

941.8 
7063.0 

210.3  sq. 

717.0 

105.2 

144.3 

492.0 
16  970 
26  514 

3934 

11  000 

179  520 

236.2  Un.  ft. 


ft 
lbs 


Unit  prices  have  not  been  inserted  in  the  above  table  because  these 
are  too  much  dependent  on  local  conditions  and  market  values.  How- 
ever, a  liberal  estimate  of  cost  for  the  entire  structure  as  designed,  in- 
cluding 10^  for  engineering  contingencies,  -vyould  be  about  $96  000. 
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DISCUSS  ION. 


Walter  G.  Beeg,  M.  Am.  Soc.  C.  E. — This  subject  deserves  atteution  Mr.  Berg, 
and  study  on  account  of  its  admirably  clear  presentation  by  the  author, 
and,  further,  because  several  bridges  have  been  built  after  this  method 
in  Germany  by  engineers  who  stand  very  high  in  the  profession.  How- 
ever, it  should  be  remembered,  that  this  is  a  structure  of  a  class  ]jreva- 
lent  in  European  practice,  in  the  design  of  which  the  tendency  of  the 
engineer  has  been  to  consider  a  structure  as  perfect,  in  an  engineering 
sense,  if  the  sections  have  been  reduced  to  the  actual  theoretical  mini- 
mum, independent  of  the  question  of  additional  cost  of  labor,  and  other 
features  which  come  in.  In  American  practice  the  aim  is  simplicity, 
even  at  a  sacrifice  of  additional  material.  The  speaker  coincides  with 
Mr.  Goldmark  in  his  statement,  that,  by  the  addition  of  a  few  inches  to 
the  thickness  of  the  ring,  which  in  itself  is  a  very  small  percentage  of  the 
entire  masonry  in  the  structure,  absolute  safety  can  be  obtained  with- 
out going  into  these  theoretical  detailed  methods  of  construction.  Per- 
haps the  solution  of  the  whole  question  would  be  to  take  extra  care  in 
making  the  foundations  absolutely  safe,  and  so  do  away  with  the  main 
argument  in  favor  of  the  three-hinged  masonry  arch,  namely,  that  it 
should  be  used  where  the  foundation  might  settle.  The  speaker  does  not 
wish  to  take  the  stand  that  nothing  can  be  learned  from  European  prac- 
tice; but  he  believes  that  the  tendency  in  America  will  always  be  toward 
a  simple  structure,  even  with  the  use  of  more  material,  thus  avoiding 
the  very  great  refinement  required  in  a  construction  of  this  kind. 

J.  B.  Johnson,  M.  Am.  Soc.  C.  E. — Engineers  in  America  have  Mr.  Johnson, 
made  and  are  likely  to  continue  to  make  some  mistakes  in  the  matter 
of  avoiding  those  structures,  the  computations  for  which  are  difficult. 
Careful  distinction  should  be  made  between  a  difficult  computation 
and  an  uncertain  computation.  The  speaker  believes  that  the  ordin- 
ary arch  is,  under  all  circumstances,  an  uncertain  product,  because 
of  the  unknown  rigidity  of  the  abutments  and  the  amount  of  de- 
formation which  occurs  in  the  arch  when  the  centering  is  removed. 
When  a  crack  is.  seen,  it  is  known  that  the  tension  at  that  place  has 
been  more  than  the  masonry  would  stand.  How  far  that  crack  extends 
is  not  known,  and  the  pressures  are  not  known. 

Now,  the  three-hinged  masonry  arch  is  a  structure  as  stable  as 
any,  and  the  speaker,  having  as  much  confidence  in  Portland  cement 
as  in  the  best  kind  of  building  stone,  believes  that,  humanly  sj^eak- 
ing,  it  may  be  regarded  as  absolutely  permanent.  These  arches  may  be 
built  either  of  stone  or  of  concrete,  with  or  without  steel  embodied  in  the 
arch  ring,  and  they  may  be  adapted  to  almost  any  set  of  conditions. 

The  author  has  given  a  very  clear,  concise,  and  accurate  solution 
of  the  problem.  The  argument  that  the  solution  of  each  problem  is 
difficult,  tedious,  or  unknown  to  most  engineers,  has  no  value.     Sup- 
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Mr.  Johnson,  pose  the  problem  is  of  neccHsitv  long  and  tedious  to  the  greatest  expert, 
to  the  man  iu  whom  is  ])laced  the  highest  confidence;  suppose  he  spends 
a  month  iu  figuring  the  stresses  iu  such  a  structure — this  would  be  said 
to  be  a  tedious  comi)utation;  but  what  is  a  month's  expense  of  one  man 
computing  an  important  structure,  as  compared  with  the  cost  of  the 
structure  ?  It  is  simply  nothing  at  all.  The  important  questions  are: 
Are  his  figures  rei)resentative  of  the  facts  after  the  structure  has  been 
erected  ?  And  is  it  a  structure  which  is  readily  erected  in  accordance  with 
theory?  The  speaker  believes  that  the  three-hinged  masonry  arch  can 
be  readily  erected  in  accordance  with  theory,  and  that  the  theory  is  com- 
petent to  determine  the  facts.  If  this  is  so,  such  structures  should  be 
accepted  as  normal,  as  proper,  and  as  having  many  advantages  which  the 
present  iron  and  steel  structures  do  not  possess,  one  of  which,  the  advan- 
tage of  permanence,  no  one  would  claim  for  iron  and  steel  in  the  present 
state  of  ignorance  as  to  the  proper  methods  of  preserving  them  from  rust. 
Mr.  Goidmark.  Henry  Goldmabk,  M.  Am.  Soc.  C.  E. — This  paper  is  an  able  argu- 
ment in  favor  of  a  masonry  arch — more  distinctly  a  concrete  arch — with 
three  hinges.  The  argument  is  the  stronger  because  it  is  enforced  by  a 
detailed  design  of  a  bridge  built  according  to  the  formulas  developed  in 
the  first  part  of  the  paper.  The  formulas  in  question  look  much  more 
formidable  than  they  really  are.  The  arch  being  built  with  three  hinges, 
the  author  assumes  that  the  reactions  at  the  crown  and  the  springing 
will  pass  through  the  hinges,  and  that  the  two  halves  of  the  arch  will 
turn  freely  about  them.  The  problem  of  determining  the  stresses  in  any 
section  becomes,  under  these  conditions,  a  purely  statical  one,  without 
the  necessity  of  introducing  the  more  complex  methods  involving  the 
theory  of  elasticity.  The  solution  of  the  stresses  can  readily  be  reached 
by  simple  analytical  or  graphical  methods  which,  for  any  particular 
case,  jDresent  no  difficulty.  The  apparent  complexity  of  the  author's 
formulas  is  due  to  the  fact  that  he  presents  the  problem  in  a  very  elegant 
general  form,  in  order  to  make  the  solution  more  complete  for  any 
possible  case  that  may  arise  in  practice.  The  discussion  of  the  best 
way  of  arriving  at  the  deflections  the  speaker  has  found  of  much  value. 

The  interest  of  the  paper  centers  more  particularly  on  the  question 
whether  a  masonry  arch  with  hinges  is  so  much  better  than  one  with- 
out hinges  as  to  warrant  the  substitution  of  these  details  for  an  arch  of 
ordinary  form.  As  to  this,  opinions  may  very  well  differ.  Masonry 
arches  have  been  used,  almost  from  time  immemorial,  and  the  results, 
as  the  author  states,  have  been  very  favorable.  The  burden  of  proof  in 
favor  of  introducing  a  new  form  rests,  of  course,  entirely  with  those 
who  advocate  the  innovation. 

The  author's  reasons  for  wishing  to  introduce  the  hinge  are,  first, 
his  belief  that  in  case  the  foundations  settle  the  hinged  arch  would  be 
safer,  and  could  be  used  where  the  foundations  are  not  considered 
sufficiently  uniform  and  solid  for  an  ordinary  arch;  second,  that  the 
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stresses  beicg  more  determinate,  there  would  be  less  chance  of  the  arch  Mr.  Goldmark. 
cracking;  and  third,  that  temperature  changes  would  be  of  less  im- 
portance in  the  jointed  arch. 

To  the  speaker  it  seems  that  the  substitution  of  this  form  needs 
stronger  evidence  than  is  brought  forward  by  this  paper.  The  intro- 
duction of  a  movable  joint  appears,  in  his  opinion,  to  be  radically  at 
variance  with  the  character  of  masonry  construction.  As  a  matter  of 
fact,  even  in  the  author's  careful  design,  the  idea  is  not  fully  carried 
out.  The  flooring  and  spandrel  filling  are  really  continuous  and  would 
oppose  great  resistance  to  motion  at  the  hinge  in  the  crown.  The 
result  would  be  that  cracks  would  take  place  in  the  spandrel  or  else 
that  the  hinge  would  remain  fixed.  Either  alternative  would  be  unfortu- 
nate. In  the  latter  case  the  author's  assumption  as  to  the  determinate 
character  of  the  stresses  would  be  vitiated.  It  is  true  that  the  hinges 
would  confine  the  line  of  pressure  within  somewhat  closer  limits,  but 
the  arch  would,  after  all,  be  an  elastic  and  not  a  static  arch.  Ordin- 
ary prudence  would,  therefore,  prescribe  that  the  usual  practice  be 
followed  and  the  stresses  determined,  both  for  the  fixed  and  the  hinged 
end  conditions,  so  that  the  dimensions  of  the  arch  ring  could  be  pro- 
portioned for  the  more  unfavorable  case. 

The  design  which  the  author  works  out  with  great  care  differs  in  no 
essential  respect  from  similar  arches  which  have  been  built  without 
hinges,  nor  is  the  section  of  the  arch  which  he  finally  obtains  very  differ- 
ent from  that  of  ordinary  arches  which  have  stood  well  in  i^ractice. 

The  hinged  arch,  if  the  hinge  acts,  will,  however,  have  greater  de- 
flection and  hence  involve  greater  stresses,  at  least  in  some  i^arts  of 
the  structure.  It  is  hardly  conceivable,  at  least  in  the  case  of  a  rail- 
road bridge,  that  this  can  be  anything  but  detrimental.  It  may  be 
added  that  the  introduction  of  metallic  parts,  which  are  subject  to 
corrosion,  must  be  considered  objectionable  in  a  masonry  bridge. 

The  experiments  of  the  Austrian  Society  of  Engineers  and  Archi- 
tects, made  some  five  or  six  years  ago,  to  which  the  author  refers, 
show  clearly  that  the  ordinary  hingeless  arch,  whether  built  of  con- 
crete, brick  or  rubble,  does  act  very  much  as  the  elastic  theory  indi- 
cates. This  theory  is  complex  in  its  application,  almost  too  much  so 
for  every-day  practical  use,  except  in  rare  cases.  At  the  same  time 
there  need  be  no  great  difficulty  in  determining  perfectly  safe  dimen- 
sions for  even  the  largest  arches.  Ai'ch  estimates,  such  as  the  speaker 
has  lately  had  occasion  to  make  on  several  large  arches,  show  that  the 
total  amount  of  masonry  in  the  arch-ring  is,  after  all,  only  a  small 
percentage  of  the  total  masonry  in  the  bridge.  The  addition  of  6  ins. , 
or  1  ft,,  to  the  arch,  above  the  absolute  minimum  required,  would  make 
the  bridge  safe  beyond  peradventure,  without  increasing  its  cost  ap- 
preciably. The  economy  that  could  be  introduced  by  the  use  of 
hinges  is,  then,  not  very  great,  while  it  would  be  more  than  counter- 
balanced by  the  accompanying  drawbacks. 
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COIUIKSPONDKNCE. 


Mr.Lindenthal.  GusTAV  LiNDENTHAL,  M.  Am.  Soc.  C  E, — Tli(3  writer  agrees  with 
the  author  that  masonry  arch  bridges  should  be  built  in  preference  to 
irou  and  steel  bridges  wherever  possible,  because  they  will  last  longer 
and  cost  next  to  uothiug  for  maintenance. 

To  argue  from  this,  however,  that  masonry  arches  of  long  span  are 
only  feasible  or  preferable  when  built  with  hinges,  is  a  conclusion 
with  which  the  writer  does  not  agree.  Masonry  arches  have  the  very 
valuable  qualities  of  rigidity  and  durability.  These  qualities  are 
impaired  by  hinges.  Unyielding  foundations,  rigid  abutments  and 
careful  work  should  not  be  less  necessary  for  hinged  arches  than  for 
fixed  arches,  which  are  better  in  all  respects.  For  none  of  the  hinged 
masonry  arches  already  built  can  it  truthfully  be  claimed  that  they 
are  as  rigid,  or  as  good,  or  as  durable,  as  fixed  masonry  arches  of 
corresponding  material.  If  the  Cabin  John  Arch  were  hinged,  it  would 
not  be  the  absolutely  rigid  bridge  it  is. 

Hiuges  may  give  a  theoretical  excuse  for  paring  down  the  dimen- 
sions of  the  arch  ring  and  abutments,  and  for  building  on  "any 
moderately  good  foundation";  but  such  bridges  will  not  stand  the 
test  of  time  with  good  proportioned  and  well-built  fixed  masonry 
arches.  If  the  foundations  are  not  secure,  and  cannot  be  made  secure, 
no  arch  bridge  of  any  kind  should  be  attempted. 

With  the  same  proportion  of  rise  (10  m.)  to  span  (72  m.)  as  in  the 
author's  design  (page  58),  and  for  the  same  moving  loads  and  same 
unit  pressure,  equal  to  -p^  of  the  crushing  load  on  the  arch  ring,  a  span 
of  140  m.  (459  ft.)  is  readily  feasible.  If  the  proportion  of  rise  to 
span  is  -j,  a  span  of  600  ft.  becomes  feasible  under  the  same  condi- 
tions, but  in  all  cases  the  writer  would  prefer  a  fixed  arch  to  one 
with  hinges. 

The  supposed  greater  accuracy  of  calculation  of  hinged  arches,  as 
compared  with  the  ordinary  fixed  masonry  arch,  is  largely  illusory. 
The  fact  which  is  not  illusory,  however,  is  that  the  hinged  bridge  is 
less  rigid  than  the  fixed  arch  bridge.  The  question  is  not  that  it  is 
rigid  enough,  or  that  it  is  more  rigid  than  a  metal  bridge.  Of  rigidity 
in  a  bridge  there  cannot  be  too  jnuch;  if  the  fixed  arch  bridge  is  more 
rigid  than  the  hinged  arch  bridge,  which  it  certainly  is,  that  should  be 
sufficient  reason  for  avoiding  hinges. 

But  there  are  other,  if  minor,  considerations:  The  hinges,  having 
to  be  of  metal,  require  to  be  looked  after  and  kept  in  good  condition 
by  cleaning  and  painting,  thus  introducing  the  trouble  and  cost  of 
maintenance,  entirely  absent  in  the  fixed  stone  arch  bridge.  Corrosion 
of  the  metal  hinges  is  not  preventable,  and  the  durability  of  the  bridge 
is  limited  by  that  of  the  hinges. 
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The  refinement  of  having  the  concave  surface  of  the  hinge  of  some-  Mr.Lindenthal. 
what  larger  radius  than  the  convex  surface,  for  the  purpose  of  mini- 
mizing the  friction,  still  more  increases  the  liability  to  corrosion.  Dust 
and  rust  will  lodge  in  the  hinge,  where  any  amount  of  cleaning  cannot 
remove  them.  Changes  in  the  form  of  the  arch,  from  whatever  cause, 
will  be  localized  at  the  hinges.  Bending  strains  in  the  arch-ring  are 
then  unas^oidable,  and  it  is  not  possible  to  determine  them  with  any 
definiteness.  In  the  fixed  arch,  such  bending  strains  are  distributed, 
and,  therefore,  minimized,  over  its  entire  length. 

The  calculation  of  fixed  masonry  arch  bridges  presents  no  greater 
difficulties  than  that  of  hinged  arch  bridges. 

The  theory  for  the  calculation  of  fixed  masonry  arches,  based  on 
the  elasticity  of  the  material,  which  the  author  (page  33),  claims  as 
the  only  one  entitled  to  confidence,  has  not  received  general  accept- 
ance, and  does  not  deserve  it.  In  so  far  as  any  elasticity  at  all  is 
ascertainable  in  building  stone  and  mortar,  it  is  so  uneven,  and  be- 
tween such  very  wide  limits,  that  any  theoretical  results  based  on  it 
must  necessarily  be  equally  unreliable  and  divergent.  Elasticity  has 
no  bearing  on  the  determination  of  the  camber  to  meet  the  flattening 
of  the  arch  after  completion,  which  is  an  old  arithmetical  operation 
with  data  from  experience  on  the  compressibility  of  different  kinds  of 
masonry  and  foundations. 

The  stability  and  strength  of  stone  arches  of  any  form  can  reliably 
be  determined  upon  the  same  principle  which  was  used  by  the  old 
masters  who  built  the  great  German  cathedrals  of  the  middle  ages. 
The  finely  dimensioned  and  exquisitely  balanced  arches  and  vaults, 
meeting  on  top  of  slender  columns,  were  not  the  product  of  chance; 
they  were  determined  by  calculation,  in  which  the  "  Bauwage  "  (a  literal 
translation  of  which  is  building  balance)  was  the  principal  instrument. 
It  was  simply  a  string  or  cord  representing  the  center  line  of  the  arch. 
The  string  was  loaded  and  shaped  with  weights  representing  the  loads 
to  be  carried  by  the  arch.  One  end  of  the  string  passed  over  a  pulley 
and  was  balanced  by  a  weight,  which  represented  the  horizontal  thrust. 
The  inverted  equilibrium  j^olygon,  of  course,  corresjjonded  in  all  re- 
spects to  an  erect  one.  Thus  the  position,  intensity  and  direction  of 
the  thrust  were  known  at  every  point.  This  principle,  also  used  by 
Rankine  as  a  basis  for  his  theory  of  masonry  arches,  reaches  back  to 
antiquity,  it  being  claimed  that  the  cathedral  builders  derived  it  from 
Arabian  mathematicians.  It  (?an  be  used  with  perfect  safety,  aided  by 
the  greater  accuracy  of  modern  analysis  and  graphical  statics,  for  the 
largest  masonry  arch  sjjans  of  any  form. 

The  arch,  assumed  as  carrying  all  the  loads,  vertically,  of  course, 
and  not  radially,  is  by  this  method  treated  as  a  bent  wall,  held  in 
position  and  equilibrium  between  unyielding  abutments.  For  such 
an  arch,  considered  as  an  inert  mass,  the  pressure  line,  as  to  form  and 
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Mr.Llndenthal.  location,  can  be  aHccrtainod  witb  an  accuracy  Rufficient  for  all  practical 
purposes;  as  also  can  the  variations  in  the  pressure  line  from  moving 
load,  llankino's  rulo,  Avliich  is  an  excolleni  one,  and  sliould  be  adhered 
to  in  all  cases,  is  that  the  pressure  line  and  variations  of  same  shall  not 
pass  out  of  the  middle  third  of  the  arch-ring  section,  which  should  be 
thoroughly  bonded.  In  flat  arches  this  condition  can  always  be  com- 
l)lied  with.  For  long  spans  the  arch  material  may  be  arranged  in  the 
form  of  deep  ribs. 

Rigid  sjjandrels,  which  can  very  well  consist  of  open  gallery  work 
in  longer  spans,  good  cement  and  good  bonding,  in  an  arch,  give  addi- 
tional security.  Piers  or  walls  are  likewise,  as  a  rule,  so  projiortioned 
that  the  pressure  line  does  not  pass  out  of  the  middle  third.  The 
safety  of  all  such  masonry  is  assured,  even  if  the  coursed  stones  were 
laid  without  mortar,  the  latter  merely  insuring  a  good  fit.  Hinges  for 
fixing  the  pressure  line  through  the  center  line  of  the  arch  are  not 
necessary ;  but  rigid  abutments,  painstaking  care  and  good  judgment 
in  the  execution  of  the  work  are  of  greater  importance,  whether  there 
are  hinges  or  not. 

As  a  rule,  it  is  much  easier  to  design  and  calculate  a  masonry  arch 
than  to  execute  it  as  a  perfect  work. 

The  great  amount  of  bad  work  in  arch  building  and  in  the  founda- 
tions is  as  responsible  for  cracks  and  failures  as  bad  designing.  The 
ejffort  and  skill  of  the  engineer  should  be  directed  toward  getting 
not  merely  "moderately  good  foundations,"  which  the  author  claims 
are  good  enough  for  hinged  arches,  but  to  get  unyielding  foundations. 
In  that  respect  the  better  knowledge  of  physical  conditions,  the  better 
materials,  and  the  greater  resources  of  modern  engineering,  can  be 
used  with  greater  advantage  than  was  ever  possible  before;  where 
these  cannot  be  had,  metal  truss  bridges  are  preferable. 

Brick  arches,  made  up  of  separate  rings,  each  a  single  brick  in 
thickness  (instead  of  the  arch  ring  being  bonded  through  like  a  w^all), 
with  from  four  to  eight  such  rings  above,  and  unconnected  with,  each 
other,  may  be  seen  carrying  railroad  tracks.  The  rigidity  of  such  an 
arch  is  derived  only  from  the  spandrel  filling.  Yet  because  such  arches 
sometimes  hold  up  (the  bricks,  as  it  were,  having  more  sense  than  the 
builder  that  put  them  there),  that  cheap  practice  is  frequently  pointed 
out  as  a  good  example.  It  is  bad  work  of  this  arid  similar  kind  that 
has  discredited  masonry  arches. 

For  long  span  masonry  arches,  but  always  of  the  fixed  kind,  the 
writer  would  prefer  granite  of  the  best  quality,  rather  than  the  best 
concrete,  the  stones  to  reach  through  the  entire  thickness  of  the  arch 
ring  in  every  third  course  at  least.  The  flattening  of  the  arch, 
when  released  from  the  staging,  is  thereby  distributed  over  all  the 
many  radial  joints.  But  if  monolithic  arch  masonry  of  the  quality 
proposed  by  the  author  is  used,  greater  safety  against  cracking  can 
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be  bad,  in  the  judgment  of  the  writer,  by  embedding  laterally  con-  Mr.Limlenthal. 
nected   iron  ribs,   corresponding   to   the   Melan   construction.     This 
system  lends  itself  very  well  to  deep  ribs  in  long  spans.     That  hinges 
cannot  be  used  for  skew  arches  is  too  obvious  for  argument. 

The  writer  disagrees  with  the  author  also  in  the  advocacy  of  press- 
ures as  low  as  ^  of  the  crushing  strength  of  the  arch  material. 
Whether  concrete,  or  granite,  or  other  stone  of  high  quality,  their 
homogeneity,  with  all  possible  care,  can  never  be  so  reliably  secured 
as  to  risk  a  factor  of  safety  equal  to  that  in  steel  or  wrought  iron. 
One-sixth  of  the  breaking  strength  would  be  low,  even  for  cast  iron, 
but  for  stone  masonry  of  the  best  kind  there  is  no  justification  for  less 
than  Yo,  and  it  should  be  nearer  to  a^. 

The  durability  of  stone  bridges  is  to  be  ascribed  to  their  high 
factor  of  safety,  necessary  as  a  margin  against  weathering,  and  against 
accidental  loading  in  the  form  of  shock  in  a  material,  which,  for 
greater  safety,  should  always  resist  only  by  compiession  and  never  by 
tension,  and  principally  to  the  great  proportion  of  mass  to  moving 
load. 

Eeduce  this  mass  in  the  arches  and  in  the  foundations  one-half  or 
two-thirds,  as  advocated  by  the  author,  under  the  pretense  of  more 
accurate  calculation  where  the  coarseness  and  variation  of  the  material 
naturally  do  not  admit  of  it,  and  stone  bridges  will  cease  to  be  the 
synonyms  of  strength  and  durability.  Hinges  in  masonry  arches  are 
not  only  an  incongruity,  but  may  without  prejudice  be  considered  as 
one  of  the  fads  from  which  even  an  exact  science  like  engineering  is 
not  free,  or,  rather,  as  an  application  of  science  to  a  wholly  useless,  if 
not  injurious,  purpose. 

David  A.  Molitor,  M.  Am.  Soc.  C.  E. — The  opinion  frequently  ad-  Mr.  Moiitor. 
vanced,  that  the  design  of  structures  of  the  kind  under  consideration 
requires  great  refinement,  and  also  that  their  theoretical  treatment  is 
more  difficult  and  cumbersome  than  the  methods  commonly  used  in 
the  analysis  of  fixed  arches,  is  entirely  unfounded.  In  fact,  if  a 
fixed  arch  were  to  receive  a  detailed  analysis,  such  as  is  given  in  the 
the  paper  on  hinged  arches,  this  might  be  justly  called  complicated. 
Yet  any  construction,  the  design  of  which  has  not  received  such 
analysis,  certainly  does  not  deserve  professional  sanction.  It  is  far 
more  important  to  solve  a  problem  A\ith  exactness,  even  at  a  some- 
what greater  expenditure  of  labor,  than  to  risk  failures  of  construc- 
tion. 

The  time  is  fast  approaching  when  the  wasteful  American  methods, 
variously  referred  to,  will  receive  the  severe  condemnation  to  which 
they  are  generally  entitled,  and  the  "rule  of  thumb"  engineer  will 
probably  share  the  fate  of  retirement. 

A  careful  consideration  of  the  paper  mil  undoubtedly  convince  the 
reader  that  the  method  is  not  nearly  so  complicated  as  might  at  first 
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Mr.  Molitor.  appear,  and  that  the  analysis  of  a  fixed  arch  would  be  far  more  tedious 
if  considered  in  a  more  general  manner  with  live  loads  as  they  actually 
occur.  The  commonly  applicnl  graphical  s()luti(m  is  simi)le  merely 
because  the  ditlicult  complications  are  not  dealt  with,  but  supplanted 
by  vague  and  often  erroneous  assumptions. 

Another  fact  which  has  not  been  considered  by  the  advocates  of 
supertluous  material,  intended  to  cover  the  factor  of  ignorance,  is 
that  an  arch  of  excessive  thickness,  and  consequent  great  rigidity,  is 
far  more  liable  to  crack  as  a  result  of  shrinkage  of  the  material  and 
settling  when  centers  are  released  than  is  a  well-designed  arch,  with 
just  sufficient  material  to  carry  the  loads.  Every  arch  is  subject  to 
large  distortions  during  construction,  and,  unless  provision  is  made 
therefor,  cracks  will  show  soon  after  completion. 

Among  the  many  large  fixed  masonry  arches  which  the  author  has 
seen,  both  in  Europe  and  America,  not  excluding  those  of  his  own 
design  and  construction,  he  can  recall  only  a  few  which,  in  spite  of  the 
best  foundations,  did  not  show  cracks.  This  does  not  mean  that  such 
arches  are  unsafe  or  that  they  will  not  be  lasting,  but  such  defects 
always  reflect  injuriously  on  the  reputation  of  the  designer  and 
builder,  which  ii  unpleasant,  to  say  the  least. 

In  no  instance  has  the  author  asserted  that  it  is  impossible  to  con- 
struct long-span  masonry  arches  without  hinges,  but  he  has  advocated 
hinges  for  them  simply  because  they  are  more  susceptible  to  cracks, 
etc.,  than  short-span  arches. 

Many  are  the  schemes  which  have  been  advanced  to  overcome  the 
injurious  effects  of  settlement  during  construction,  but  most,  if  not 
all,  of  them  are  open  to  severe  criticism.  The  introduction  of  hinged 
connections  has  ofifered  the  best  solution  of  the  difficulty. 

According  to  some  of  the  criticism  ofiered,  it  would  be  improper 
to  construct  a  masonry  arch  on  any  but  bed-rock  foundations,  which 
would  naturally  make  this  style  of  structure  one  of  rare  occurrence. 
To  build  an  arch  on  any  moderately  good  foundation  requires  the 
highest  engineering  skill  and  experience,  while  any  one  familiar  with 
the  use  of  mason's  tools  might  safely  risk  the  construction  of  an  arch 
on  rock  foundations. 

The  question  of  rigidity  and  deflections  has  been  strongly  em- 
phasized, but  this  objection  to  hinged  masonry  arches  is  entirely 
erroneous,  since  in  them  the  proportion  of  live  to  dead  loads  is  so 
small  that  the  introduction  of  hinges  does  not  materially  influence  the 
rigidity,  as  far  as  the  purpose  of  the  structure  is  concerned.  The 
argument  applies  only  to  metal  arches  where  the  imposed  loads  are 
excessive. 

In  advocating  low  unit  working  stresses  for  masonry  and  concrete, 
the  author  naturally  referred  to  a  structure,  the  stresses  in  which  are 
fully  determinable.     To  conclude  therefrom  that  this  would  be  per- 
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missible  for  a  fixed  arcli  where  the  stresses  may  readily  exceed  the  Mr.  Moiitor. 
computed  values  by  lOO/^,  or  more,  is  perfectly  ridiculous. 

Skew  arches  may  be  built  according  to  the  method  outlined  in  the 
paper,  provided  the  skew  is  very  slight,  otherwise  internal  stresses 
arising  from  the  skew  would  be  likely  to  exert  a  harmful  influence. 

The  preservation  of  iron  hinges  is  not  a  very  serious  objection  to 
the  use  of  this  style  of  structure;  since  the  entire  hinge  may  be  em- 
bedded in  asphaltum  or  some  hard  fatty  mixture  which  will  in  no  wise 
interfere  with  the  freedom  of  action  of  the  hinge  Avithin  necessary 
limits,  but  at  the  same  time  will  prevent  corrosion  of  the  metal. 

The  impression  seems  to  prevail  that  iron  is  the  only  material  suit- 
able for  such  hinges.  This  is  not  true.  On  the  contrary,  such  hinges 
can  be  made  of  a  hard  stone,  like  granite,  or  lead  joints  may  be  used 
to  advantage.  The  choice  of  the  kind  of  material  rests  entirely  with 
the  designer,  and  in  the  example  submitted  the  author  used  cast  iron. 

While  thanking  Mr.  Goldmark  for  his  complimentary  remarks,  it 
is  to  be  regretted  that  he  did  not  give  the  paper  sufficient  study  to 
familiarize  himself  with  the  design,  instead  of  accusing  the  author  of 
having  designed  a  hinged  arch  with  fixed  spandrel  filling.  Mr.  Gold- 
mark  also  states  that  the  design  submitted  "  differs  in  no  essential 
respect  from  similar  arches  which  have  been  built  without  hinges,'* 
etc.  No  argument,  as  to  the  essential  differences  will  carry  more  con- 
viction than  a  careful  inspection  of  the  drawings. 

The  points  brought  out  by  Mr.  Lindenthal  have,  for  the  most  part, 
received  consideration  in  the  above,  and  it  is  not  deemed  necessary  to 
draw  out  this  discussion  for  the  purpose  of  refuting  what  appears  ta 
be  a  recitation  of  text  book  information  and  personal  views  and  pre- 
ferences not  necessarily  accepted  by  others. 

The  examples  of  hinged  arches,  cited  in  the  first  part  of  the  paper, 
certainly  outweigh  most  of  the  arguments  and  doubts  expressed  by 
those  who  have  taken  up  this  discussion. 

It  is  not  in  making  designs  and  estimates  or  in  the  study  of  text 
books  that  the  great  advantages  of  three-hinged  masonry  arches  may 
be  learned  and  appreciated,  but  the  constructor  who  has  sought  in 
vain  to  jDroduce  a  perfect  masonry  bridge  without  a  defect  or  blemish, 
will  know  without  doubt  or  much  argument  which  style  of  structure 
is  best  suited  to  practical  application. 

In  closing,  the  author  expresses  his  warm  appreciation  of  the  able 
support  received  from  so  high  an  authority  as  Professor  J.  B.  Johnson. 
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WITH  DISCUSSION. 

The  origin  of  the  Gulf  Stream  and  the  circulation  in  the  Gulf  of 
Mexico  have  never  been  satisfactorily  settled.  Many  theories  have 
been  advanced  from  time  to  time,  but  none  as  yet  have  been  estab- 
lished upon  acceptable  proof.  The  commonly  received  theory  of  the 
present  day,  that  these  currents  flow  in  from  the  South  Atlantic,  pass 
the  north  shore  of  Yucatan,  follow  the  coast  line  of  Mexico  and  Texas 
in  a  north-northeasterly  direction,  and  finally  escape  through  the 
Straits  of  Florida,  appears  to  be  plainly  contradicted  by  evidence 
gathered  from  the  various  surveys  of  the  past,  together  with  recent 
discoveries  in  connection  with  the  several  deep-water  projects  along 
the  coast  of  Texas. 

The  true  solution  of  the  question  seems  to  be  that  the  currents 
coming  in  through  the  Straits  of  Yucatan  follow  one  of  two  courses, 
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depeudent  upon   the  variations  of  barometric  and  planetary  condi- 
tions, viz. : 

(1)  During  the  high  declination  of  the  moon,  coincident  with  a 
continued  low  barometer  off  Cape  Hatteras  and  a  high  barometer  in 
the  Gulf  of  Mexico,  they  flow  from  the  Yucatan  Channel  in  a  north- 
easterly direction  around  the  extreme  west  coast  of  Cuba  and  pass  out 
into  the  Atlantic  through  the  Straits  of  Florida,  where  they  become 
known  as  the  Gulf  Stream. 

(2)  Under  opposite  atmospheric  conditions,  and  during  the  low 
declination  of  the  moon,  the  Channel  of  Yucatan  pours  its  waters  into 
the  Gulf,  so  that  they  spread  out  in  all  directions,  moving  on  its 
center;  thence,  being  deflected  by  the  outward  flow  of  contrary  cur- 
rents, they  also  pass  through  the  Straits  of  Florida  as  the  Gulf  Stream. 

In  order  to  understand  these  currents  aright,  especially  those  in 
the  western  part  of  the  Gulf,  it  will  be  necessary  to  review,  as  briefly 
as  possible,  past  observations  and  discoveries  concerning  the  Gulf 
Stream  and  equatorial  currents.  The  discovery  of  America  may  be 
said  to  be  due  primarily  to  the  Gulf  Stream.  Long  before  the  time  of 
Columbus,  there  had  been  noticed  in  the  debris  constantly  washed 
upon  the  shores  of  Scotland,  Norway  and  France,  pieces  of  carved 
wood,  and  canoes  of  curious  design,  quite  foreign  to  the  people  of  the 
known  world.  Little  was  needed,  therefore,  to  convince  a  reflective 
mind,  like  that  of  the  great  explorer,  that  these  things  came  from 
lands  beyond  the  seas,  which  could  be  reached  by  sailing  westward. 

As  far  as  known,  Columbus  was  the  first  navigator  to  observe  the 

oceanic  currents ;  having  noticed,  when  sounding  in  the  Sargasso  Sea, 

that  the   lead  appeared  to  recede  from  the  ship,   which   he   rightly 

interpreted  as  meaning   that  the   ship    drifted  away  from   the  lead. 

Speaking  of   the   strong   currents   which,   on   his   later  voyages,    he 

noticed  in  the  Caribbean  Sea,  as  also  among  the  Antilles  and  off  the 

coast  of  Honduras,  he  says: 

"  When  I  left  the  Dragon's  Mouth  I  found  the  sea  ran  so  strongly 
to  the  westward  that  between  the  hour  of  Mass,  w^hen  I  weighed 
anchor,  and  the  hour  of  Complines,  I  made  sixty-five  leagues  of  4 
miles  each  with  gentle  winds."  He  further  adds:  "  I  hold  it  for  cer- 
tain that  the  waters  of  the  sea  move  from  east  to  west,  with  the  sky, 
and  that  in  passing  this  track  they  hold  a  more  rapid  course  and  have 
thus  carried  away  larger  tracks  of  land,  and  that  from  hence  have 
resulted  the  great  number  of  islands." 
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It  was  about  tliis  time  that  Sebastian  Cabot  uotod  the  Labrador 
current.  However,  the  first  authentic  mention  of  the  Gulf  Stream  is 
found  in  the  log  of  Antonio  De  Alaminos,  the  pilot  of  Ponce  de  Leon 
iu  his  famous  expedition  for  the  Fountain  of  Life  in  1513.  Having 
set  out  from  Porto  llico  he  crossed  the  stream  in  the  neighborhood  of 
Cape  Canaveral,  and,  after  reaching  latitude  30*^  north,  he  turned  and 
coasted  as  far  as  Tortugas,  stemming  the  current  for  several  hundred 
miles.  The  log  says  that  they  met  currents  which  they  were  unable 
to  stem  even  when  they  had  good  winds;  and  though  they  appeared 
to  be  going  through  the  water  at  a  high  rate  of  speed  they  recognized 
that  they  were  really  drifting  backward,  and  that  the  stream  was 
stronger  than  the  wind.  It  states  further  that  when  these  vessels 
came  to  anchor  near  the  coast,  one  of  them,  a  brig,  being  in  water  too 
deep  to  anchor,  was  soon  carried  out  of  sight  by  the  stream. 

This  knowledge  subsequently  proved  of  great  value  to  Alaminos 
when  Cortez,  in  his  expedition  for  the  conquest  of  Mexico,  placed  him 
in  command  of  the  entire  fleet.  Later,  when  it  became  necessary  for 
Cortez  to  send  envoys  to  Spain  to  save  his  life,  he  gave  Alaminos  the 
speediest  vessel  of  the  fleet,  with  the  instructions  to  sail  to  the  north 
of  Cuba  and  into  the  Atlantic  through  the  Florida  Straits,  thus  uti- 
lizing the  Gulf  Stream.  This  route  subsequently  became  the  chief 
course  of  navigation  between  the  West  Indies  and  Europe,  and 
played  an  important  part  in  the  later  development  of  the  City  of 
Havana. 

Sir  Humphrey  Gilbert  in  some  of  his  writings  seeks  to  trace  the 
motion  of  the  waters  from  the  African  coast  to  America,  and  writes : 

"  The  current  runs  all  along  the  eastern  coast  of  that  country  north- 
ward as  far  as  Cape  Freddo,  being  the  farthest  known  place  of  the 
same  continent  towards  the  north,"  from  which  he  concludes  that 
"it  must  either  flow  around  the  north  of  America  into  the  South  Sea, 
or  it  must  needs  strike  over  upon  the  coast  of  Iceland,  Norway  and 
Finland." 

He  accepted  the  former  theory  because  he  was  anxious  to  prove 
the  existence  of  the  northwest  passage. 

One  of  the  earliest  theories  advanced  to  account  for  the  Gulf 
Stream  appears  in  "La  Cosmographie,"  in  which  it  is  claimed  that 
the  currents  in  the  Straits  of  Florida  are  caused  by  the  rivers  empty- 
ing into  the  Gulf  of  Mexico.  John  White,  Governor  of  Eoanoke,  re- 
ferring to  a  voyage  from  Florida  Keys  to  Virginia  about  1590,  says : 
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**  We  lost  sight  of  the  coast  and  stood  to  sea  for  to  gain  the  help  of 
the  currents,  which  runneth  much  swifter  farre  off  than  in  sight  of 
the  coast,  for  from  the  Cape  of  Florida  all  along  the  shore  are  none 
but  eddie  currents  setting  to  the  south  and  southwest." 

Thus  it  may  be  seen  that  at  this  early  date  the  existence  of  a 
swift,  powerful  current  was  known;  that  it  extended  from  Florida 
Keys,  "out  of  sight  of  the  coast,"  northward  beyond  Virginia;  and, 
that  between  this  current  and  the  coast  were  "  eddie  currents  setting 
to  the  south  and  southwest."  In  other  words,  the  axis  of  the  Gulf 
Stream  had  been  located  and  the  contrary  current  flowing  southward 
adjacent  to  the  coast  noted. 

Isaac  Vassius  writes,  about  the  year  1663: 

"With  the  general  equatorial  current  the  waters  run  towards 
Brazil  along  Guyana  and  enter  the  Gulf  of  Mexico,  and  from  thence 
turning  obliquely,  they  pass  rapidly  through  the  Straits  of  Bahama. 
On  the  one  side  they  bathe  the  coast  of  Florida  and  Virginia  and  the 
entire  shore  of  North  America,  and  on  the  other  they  run  directly  east 
until  they  reach  opposite  shores  of  Europe  and  Africa. " 

Here  it  is  seen  that  the  writer  notices  the  entrance  of  the  currents 
into  the  Gulf  of  Mexico,  from  the  direction  of  the  Guyana  coast, 
through  the  Caribbean  Sea,  coming  into  the  Gulf  between  Cuba  and 
Yucatan. 

On  their  entrance  into  the  Gulf  he  points  out  that  they  increase  in 
rapidity,  "  turning  obliquely  "  towards  the  Straits  of  Florida  or 
Bahama.  Strange  as  it  may  seem,  these  observations  of  Vassius,  made 
as  long  ago  as  1663,  are  much  nearer  the  truth  than  those  of  writers 
as  late  even  as  to-day. 

It  is  interesting  to  compare  this  information  with  the  article  in  the 
"  Encyclopaedia  Britannica  "  on  the  Atlantic  Ocean  (see  Fig.  1).  Here 
it  is  stated  that  the  current 

"passes  westwards  along  the  northern  coast  of  South  America  until 
it  is  deflected  northwards  by  the  coast  line  of  Central  America,  and  is 
driven  between  the  peninsula  of  Yucatan  and  the  western  extremity  of 
Cuba  into  the  Gulf  of  Mexico,  at  the  rate  of  from  30  to  60  miles  per  day. 
A  portion  of  it  passes  direct  to  the  northeast  along  the  northern  shore 
of  Cuba;  but  by  far  the  larger  part  sweeps  round  the  Gulf,  following 
the  course  of  its  coast  line,  and  approaches  the  coast  of  Cuba  from  the 
northwest  as  a  broad  deep  stream  of  no  great  velocity,  seldom  running 
more  than  30  miles  per  day. " 

In  the  light  of  recent  investigation,  the  theory  of  Vassius  appears 

to  have  been  more  nearly  right.     From  the  time  of  Vassius  very  little 


00 


SWEITZER   ON   ORIGIN   OF   THE   GULF   STREAM. 


notice  seems  to  have  been  taken  of  the  (lulf  Stream  until  abont  the 
year  1770  when  some  American  whah^rs,  sailing  from  the  Bahama 
banks,  sontheast  to  the  Azores  and  north  to  Baffin's  Bay,  made  the  dis- 
covery that  the  whales  stayed  north  or  south  of  a  certain  line  which 
afterward  proved  to  be  the  Gulf  Stream. 

This  knowledge  was  communicated  to  American  navigators  who 
found  it  of  great  value  in  their  voyages  to  Euroj^e.  About  this  time 
Benjamin  Franklin  took  up  the  matter  and  published  a  map  which 
was  rejected  by  the  British  Government  and  the  English  ship  cap- 
tains, who,  true  to  the  inherited  conservatism  of  their  nature,  contin- 
ued their  old  course,  often  arriving  at  New  York  when  American  ves- 
sels, which  had  left  England  at  the  same  time,  were  half  way  across 
the  Atlantic  on  their  return  voyage. 
Upon  the  outbreak  of  the  war  with 
England,  Dr.  Franklin  suppressed 
this  map,  but  the  knowledge 
gained  from  the  experience  of  the 
whalers  proved  to  be  of  the  greatest 
possible  advantage  to  the  infant 
navy  of  the  American  Colonies. 

Dr.  Franklin  now  made  a  num- 
ber of  voyages  across  the  Atlantic, 
and  from  this  time  dates  the  first 
truly  systematic  and  scientific  in- 
vestigation of  the  Gulf  Stream. 
After  noting  several  observations 
of  the  temperature  made  with  the  aid  of  the  thermometer,  Franklin  says : 

' '  I  find  that  it  (the  Gulf  Stream)  is  always  warmer  than  the  sea  on 
each  side  of  it,  and  it  will  appear  irom  thence  that  the  thermometer 
may  be  a  useful  instrument  to  the  navigator;  since  currents  coming 
from  the  northern  into  the  southern  seas  will  probably  be  found  colder 
than  the  water  of  those  seas,  as  the  currents  from  the  southern  seas 
are  apt  to  be  warmer." 

A.  von  Humboldt  next  published  a  remarkable  work  on  the  Gulf 
Stream,  in  which  he  maintained  that  it  was  not  the  same  at  all  seasons, 
but  depended  to  a  great  extent  upon  the  wind.  This  is  found  to  be 
true,  at  least  as  far  as  velocity  is  concerned. 

The  excerpt  on  page  91  is  taken  from  an  exhaustive  report  by 
Lieutenant  Pillsburv,  U.  S.  N. : 


Fig.  1. 
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' '  During  the  first  quarter  of  this  century  the  British  Admiralty- 
office  had  collected  a  great  quantity  of  material  on  the  subject  of  ocean 
currents  and  meteorology,  most  of  which  had  never  been  known  to  the 
public.  Mr.  James  Rennell,  who  had  devoted  his  life  to  the  subject 
of  geography  and  particularly  to  ocean  currents,  was  given  the  task  of 
compiling  and  collecting  data.  He  combined  the  results  on  large 
charts  of  the  ocean,  which  were  the  admiration  of  the  day.  He  also 
wrote  a  volume  entitled,  '  An  Investigation  of  the  Subjects  of  the  Cur- 
rents in  the  Atlantic  Ocean. ' 

"  Major  Rennell  adopted  Dr.  Franklin's  theory  as  to  the  principal 
cause  of  ocean  currents,  and  divided  them  into  two  classes,  drift  cur- 
rents, caused  by  constant  or  long-continued  winds  on  the  surface  of 
the  water,  and  stream  currents  which  are  formed  by  the  accumulation 
of  water  by  the  drift  currents  meeting  an  obstacle  and  thrown  sideways 
or  out  of  its  usual  course.  The  Gulf  Steam  he  placed  in  the  latter 
class.  He  considered  the  water  in  the  North  Atlantic  a  drift  current 
impelled  by  the  prevailing  westerly  winds,  and  these  also  were  the 
cause  of  the  African  current." 

From  these  and  other  observations  Major  Rennell  draws  the  fol- 
lowing conclusions: 

(1)  "  That  there  existed  a  change  in  the  position  of  the  column  of 
warm  water  from  time  to  time  ";  (2)  "  that  the  breadth  varies  at  times 
in  the  proportion  of  more  than  two  to  one  ";  (3)  "that  these  changes 
had  been  observed  sometimes  to  be  very  sudden,  e.  g.,  on  one  occasion 
the  stream  had  been  found  to  be  140  miles  in  width,  and  in  two  weeks 
later  at  the  same  spot  it  was  320  miles;"  (4)  "  that  these  changes  did 
not  follow  any  regular  course  of  the  seasons,  for  it  was  320  miles  wide 
in  May,  1820,  and  only  186  miles  in  May,  1821,  nearly  at  the  same 
place;"  (5)  "  that  on  the  northern  side  of  the  stream  the  body  of  warm 
water  is  more  permanent  than  on  the  south,  and  that  the  warmest 
water  is  found  to  the  north,  as  if  indicating  the  strongest  part  of  the 
stream  there;"  (6)  "  that  the  existence  of  warm  water  does  not  neces- 
sarily indicate  the  presence  of  the  stream,  but  must  be  regarded  as  an 
overflow  or  deposit  of  superabundant  water;  or  even  from  a  counter 
current;"  (7)  "  that  there  are  without  doubt  veins  of  colder  water 
within  the  body  of  warm  currents. " 

These  deductions  of  Major  Rennell  were  avast  advance  upon  any- 
thing that  had  previously  been  attempted.  True,  some  of  them  are 
faulty,  but  it  must  be  remembered  that  the  temperature  observations 
were  those  of  the  surface,  and  that  surface-water,  impelled  by  a  gale 
of  wind,  will  traverse  many  hundreds  of  miles  in  a  short  space  of  time. 
Besides  this,  his  conclusions  were  gathered  from  totally  unconnected 
data,  such  as  reports  of  merchantmen,  naval  officers,  and  ship  captains 
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of  all  classes,  whoso  observations,  especially  for  loiigitu<le,  were  often 
careless  iu  method  and  detail.  A  period  of  about  twenty  years  elapsed 
before  anything  further  was  accomi)lished  in  the  exploration  of  the 
Gulf  Stream.  Thou,  in  the  year  1844,  Professor  A.  W.  Bache,  of  the 
United  States  Coast  Survey,  began  the  first  really  scientific  and  com- 
prehensive survey  of  this  great  ocean  river. 

Orifiin  of  Oce<fn  Cu7'rents. — It  will  be  necessary  to  notice  some  of 
the  more  important  theories  advanced.  Columbus  held  the  opinion 
that  the  waters  followed  the  motions  of  the  heavens  about  the  earth, 
in  which  view  Sir  Humphrey  Gilbert  concurred.  Kepler  believed  the 
flow  of  the  currents  to  be  considerably  influenced  by  the  motion  of 
the  earth;  the  cohesion  of  the  particles  of  water  being  less  than  that 
of  land,  the  water  was  naturally  left  behind  in  the  revolution  of  the 
earth  on  its  axis. 

The  scientific  world  at  that  time  was  considerably  agitated  by  the 
opposing  theories  of  Passine  and  Furnier.  The  former  held  that  the 
currents  were  caused  by  the  heat  of  the  sun  attracting  the  ocean, 
forming  an  immense  mountain  of  water,  which  vessels  had  great 
difficulty  in  ascending.  He  thought  that  this  mountain  moved  con- 
stantly westward  until  it  met  the  South  American  coast,  which  turned 
it  and  caused  it  to  move  northwestward.  Furnier,  on  the  contrary, 
claimed  that  the  sun  caused  an  immense  hole  to  be  made  by  evapora- 
tion into  which  the  waters  rushed,  thus  causing  the  currents.  Like 
the  fable  of  the  two  knights  on  opposite  sides  of  the  statue,  they  were 
both  right  to  a  certain  extent. 

Kircher,  a  learned  mathematician  of  Wiirzburg,  attributed  the  cur- 
rents to  the  effect  of  the  winds,  which,  when  deflected  by  the  shore 
line,  formed  currents  now  designated  as  stream  currents.  He  also 
noticed  the  influence  of  the  moon  on  these  currents. 

Dr.  Franklin  strongly  advocated  the  theory  that  the  constant  winds 
blowing  toward  South  America  caused  a  rising  in  the  level  of  the 
water,  which,  being  deflected  mostly  northward,  entered  the  "  Bay  of 
Mexico,"  flowing  north  of  Cuba,  and  from  thence  to  the  Banks  of 
Newfoundland.  Von  Humboldt  attributed  the  Gulf  Stream  to  the 
winds,  the  melting  of  ice  in  the  polar  regions,  and  the  revolution  of 
the  earth  on  its  axis. 

Lieutenant  Maury,  U.  S.  N. ,  in  his  valuable  work  entitled  *'  Phy- 
sical Geography  of  the  Sea,"  says  that  the  ocean  currents  are  due  to 
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various  causes,  the  more  important  of  which  are:  Jirst,  the  difference 
in  the  specific  gravity  of  sea  water  in  the  troj^ics  and  in  the  polar 
regions;  second,  the  influence  of  the  winds.     He  says: 

"Difference  of  specific  gravity  is  the  c7//e/* cause.  Whenever  the 
waters  in  one  part  of  the  sea  differ  in  specific  gravity  from  the  waters 
in  another  part,  no  matter  from  what  cause  the  difference  may  arise, 
or  how  great  may  be  the  distance  between  two  such  jDarts  of  the  sea, 
the  heavier  water  will  flow  (by  the  shortest  route)  towards  the  lighter; 
and  the  lighter  in  its  turn  will  seek  the  place  from  whence  the  heavier 
came." 

"In  other  words,  from  whatever  part  of  the  sea  a  current  flows, 
back  to  that  part  a  current  of  equal  volume  must  flow." 

He  then  introduces  two  qualifying  theories  to  explain  the  western 
flow  of  the  equatorial  current,  viz.,  the  rotation  of  the  earth  and  the 
winds.  There  is  no  doubt  that  the  evaporation  in  mid-Atlantic,  in 
the  latitude  of  Cape  St.  Roque,  between  the  continents  of  Africa  and 
South  America,  far  exceeds  the  jDrecipitation,  and  consequently  the 
specific  gravity  there  must  be  greater  than  that  of  either  the  Arctic 
or  Antarctic  Oceans,  which  are  little  more  than  brackish. 

If,  therefore,  Lieut.  Maury  is  correct  in  his  suj^position,  that  the 
difference  of  specific  gravity  is  the  chief  cause  of  oceanic  circulation, 
then  there  would  necessarily  be  a  flow  of  the  heavier  saline  waters 
from  the  equator  direct  to  the  south  and  north,  and  a  consequent 
return  of  the  lighter  and  fresher  waters  from  the  polar  regions. 

Such,  however,  is  not  the  case,  and  to  account  for  the  flow  of  ocean 
currents  another  cause  than  that  of  specific  gravity  must  be  sought. 
This  cause  will  be  found  in  the  winds  which  blow  constantly  from 
Africa  to  South  America  and  the  West  Indies.  The  equatorial  current 
moves  dii'ectly  west,  unaffected  by  its  specific  gravity.  The  rotation 
of  the  earth  doubtless  does  affect  the  ocean  currents,  but  its  effect  is 
far  less  than  that  of  the  winds.  Specific  gravity  too  may  be  a  consid- 
erable aid  to  oceanic  circulation,  but  it  is  a  mistake  to  suppose  it  to 
be  the  prime  cause.  Difference  of  barometric  pressure,  especially  in 
shallow  bays  and  gulfs,  perceptibly  affects  the  currents  by  accelera- 
ting or  retarding  their  velocity.  The  effect  of  this  force  is  seen  to  be 
very  great  when  it  is  remembered  that  a  difference  of  1  in.  in  the 
barometer  will  be  accompanied  by  a  difference  in  the  elevation  of  the 
Gulf  of  more  than  a  foot.  Taking  into  consideration  the  vast  quantity 
of  water  involved  in  such  elevation,  one  can  realize  something  of  the 
tremendous  volume  which  pours  into  the  Atlantic. 
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Circuhition  in  the  Gulf  of  Mexico. — Having  reviewed  the  history  of 
the  Gulf  Stream  invostip^atiou  and  the  more  imi)ortant  of  the  theories 
advanced  to  account  for  its  origin,  th(^  original  question,  concerning 
the  course  followcnl  by  the  currents  between  the  time  of  their  entrance 
into  the  Oulf  of  Mexico  at  Yucatan,  and  their  dej^arture  through  the 
Straits  of  Florida,  will  be  considered. 

The  question  has  never  been  regarded  as  satisfactorily  answered, 
and  it  is  a  remarkable  fact  that  even  eminent  authorities  like  Maury 
and  Pillsbury  seem  to  evade  it.     Maury  says  : 

"  It  (the  current)  enters  the  Caribbean  Sea  and  the  Gulf  of  Mexico, 
from  Avheuce  it  issues  through  the  Straits  of  Florida  as  the  well-known 
Gulf  Stream." 

Lieutenant  Pillsbury  says  in  his  report,  page  591  : 

"  We  have  thus  followed  the  water  driven  by  the  vis  a  tergo  of  the 
trade  winds  from  the  coast  of  Africa  to  the  Yucatan  Channel,  from 
which  it  flows  into  the  Gulf  of  Mexico  and  through  the  Straits  of 
Florida  into  the  Atlantic." 

Reference  has  already  been  made  to  the  popular  opinion,  as  ex- 
pressed in  the  "Encyclopaedia  Britannica,"  viz.,  that  the  waters  come 
in  through  the  Yucatan  Channel  and  follow  the  coast  line  of  Mexico 
and  Texas,  finally  departing  through  the  Florida  Straits;  but  a  more 
reasonable  suggestion  is  found  in  the  report  of  the  Superintendent  of 
the  United  States  Coast  Survey  published  in  1895,  in  which  he  states 
that  the  waters  of  the  Gulf  of  Mexico  are  "erratic  in  direction,  and 
feeble  in  force,"  and  suggests  what  appears  to  be  the  correct  theory, 
that  the  directions  of  the  currents  entering  and  leaving  the  Gulf  are 
dependent  upon  the  declination  of  the  moon  and  certain  conditions  of 
barometric  pressure. 

The  winds  can  have  but  little  influence  over  the  waters  in  passing 
through  these  channels,  as  they  are  deep-streamed  currents,  flowing 
at  a  probable  depth  of  from  1  000  to  1  500  fathoms;  but  the  circulation 
in  the  Gulf  is  unmistakably  dependent  to  a  large  extent  upon  the  winds. 

It  was  once  thought  by  many  that  the  Mississippi  River  was  the 
"fountain-head  of  the  Gulf  Stream  "  and  caused  a  circular  motion  in 
the  Gulf  by  flowing  direct  from  its  mouth  to  the  Straits  of  Florida. 
The  absurdity  of  this  idea  is  readily  seen  from  the  fact  that  the 
amount  of  water  emptied  into  the  Gulf  by  this  river  is  only  0.36  cubic 
mile  per  twenty-four  hours,*  while  the  amount  received  through  the 

*  Humphreys  and  Abbot. 
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Yucatan  Channel  is  652  cubic  miles  in  the  same  length  of  time.  This 
fancy  is  still  further  disposed  of  by  the  discovery  that  the  current  of 
the  Mississippi  enters  the  western  part  of  the  Gulf  and  flows  in  a 
southwesterly  direction. 

Here  is  a  good  illustration  of  the  opportunity  afforded  of  tracing  a 
stream  of  fresh  water  into  the  sea  by  means  of  the  difference  of 
density;  for  by  this  means  the  waters  of  the  Mississippi  are  easily 
traceable  from  its  mouth  in  a  southwesterly  direction,  to  a  point  only 
a  little  south  of  the  latitude  of  the  Kio  Grande,  and  not  far  east  of  the 
longitude  of  Galveston. 

The  specific  gravity  theory  will  now  be  considered.  The  specific 
gravity  map  of  the  Gulf  ^  shows  that  the  line  of  maximum  density  ex- 
tends from  about  300  miles  north  of  Yucatan  nearly  west  to  the  eastern 
shores  of  Mexico.  The  northern  half  of  the  Giilf  is  quite  light,  except 
off  the  western  coast  of  Florida.  If,  then,  this  specific  gravity  theory 
be  the  right  one,  there  will  be  a  flow  from  the  east,  southeast  and 
south  toward  the  north  and  northwest.  This,  to  a  certain  extent,  is 
true,  especially  where  the  motion  of  the  waters  is  accelerated  by  the 
prevailing  winds  \vhich  produce  drift  currents  along  the  northern  and 
western  shores  of  the  Gulf.  For  nearly  ten  months  in  the  year  these 
winds  blow  constantly  from  the  south  to  a  little  north  of  east  and  for 
at  least  nine  months  they  seldom  ever  change  from  the  southeast. 
During  these  months  it  is  not  only  constant,  but  strong,  and  causes 
the  waters  to  move  toward  the  northwest.  When  they  reach  the 
northern  part  of  the  Gulf  they  are  deflected  by  the  shore  line,  and 
move  westward.  On  the  other  hand,  the  waters  from  the  southwestern 
part  impinge  on  the  coast  of  Mexico,  and  produce  the  current  which 
flows  north  along  the  shores  of  Mexico  and  Texas. 

These  two  currents  meet  in  the  western  part  of  the  Gulf,  raising  the 
surface  and  thereby  producing  a  return  current  which  passes  south 
and  eastward  toward  the  Straits  of  Florida.  The  current  along  the 
coast  of  Mexico  is  feeble  in  force  near  its  starting  j^oint,  oft' the  west  of 
the  Yucatan  peninsula,  but  gradually  increases  until  it  reaches  its 
maximum  velocity  between  Tampico  and  the  Rio  Grande,  where  it 
flows  at  the  rate  of  3  miles  an  hour,  and  then  continues  to  diminish 
until  it  meets  the  contrary  current  from  the  east. 

The  circulation  of  the  waters  in  the  Gulf  is  shown  in  Fig.  2. 
*  Report  of  the  United  States  Coast  Survey  for  1895,  p.  369. 
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A  coDHiderablo  aj^itatiou  of  tho  wators,  coveriupj  au  area  of  about 
100  square  milen,  occurs  off  the  west  coast  of  Texas,  about  40  miles 
south  aud  20  miles  east  of  Aransas  Pass,  which  can  only  be  accounted 
for  as  resnltinp  from  the  nieetiupj  of  two  o])posinf?  currents.  In  the 
iiiimodiate  uci^iiborhood  of  this  i)heiiom(!n()n  the  coast  is  covered 
with  debris  of  every  description,  among  which  the  fir  tree  of  "Wis- 
consin, the  palmetto  of  Florida,  the  cocoanut  aud  other  i)roduct8 
.  peculiar  to  the  tropical  regions  of  the  South  are  found  lying  side  by 
side. 

The  chief  obstacle  to  harbor  improvements  along  the  coast  of 
Texas  is  the  vast  quantity  of  sand  which,  being  stirred  up  and  held  in 
suspension  by  the  waves,  is  carried  by  the  currents  and  deposited  in 
the  channels  of  harbors.  A  cur- 
rent, to  carry  heavy  sands,  must 
have  a  bottom  velocity  of  about  2 
ft.  per  second,  thus  necessitating 
a  much  greater  surface  velocity, 
which  it  is  known  these  currents 
do  not  have,  of  themselves,  under 
ordinary  circumstances,  as  they 
rarely  move  faster  than  2^  miles 
per  hour.  Therefore,  it  is  con- 
cluded that  the  wave  action  must 
be  the  chief  factor  in  the  dislodge- 
ment  of  the  sands,  and,  in  connec- 
tion with  the  littoral  currents, 
determines  the  position  and  form  of  harbor  jetties. 

The  author's  attention  was  first  attracted  to  the  littoral  currents 
by  the  construction  of  a  north  jetty  at  Aransas  Pass,  Texas,  in  1895. 
Prior  to  that  time  attempts  had  been  made  to  obtain  deep  water  by 
the  construction  of  jetties  on  the  south  side  of  the  channel,  but  they 
failed  through  the  lack  of  capital  required  for  their  completion. 

In  that  year  the  Aransas  Harbor  Company  built  a  jetty  in  the  form 
of  a  letter  S,  on  the  north  side  of  the  channel,  running  east  and  west 
half  a  mile  from  the  southeast  extremity  of  St.  Joseph  Island.  This 
work  was  conducted  upon  the  supposition  that  the  littoral  current 
came  from  the  north,  and  that  it  would  be  so  deflected  by  the  jetty  as 
to  enter  Aransas  Bay  between  the  western  end  of  the  jetty  and  St. 


Fig.  2. 
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Joseph  Island.  It  was  further  imagined  that  during  ebb  tide  this 
current  would  meet  the  outgoing  current  in  the  Pass,  thus  neutraliz- 
ing both  velocities  and  preventing  the  outward  flow  from  passing 
north  of  the  jetty;  or,  if  the  ebb  current  was  the  stronger,  they  would 
pass  out  through  the  channel  on  the  south  side  of  the  jetty. 

Long  before  this  work  was  completed  the  author  became  satisfied 
that  the  littoral  current  came  from  the  south,  as,  by  a  series  of  ex- 
periments, he  had  previously  proved  to  be  the  case  at  Pass  Cavallo, 
not  far  north  of  Aransas  Pass,  where  the  conditions  were  the  same. 

When  the  jetty  was  completed  it  was  found  that  there  was  less 
water  in  the  channel  than  before  the  work  began.  Colonel  Goodyear, 
the  last  contractor,  recognized  the  mistake  that  had  been  made,  and 
proceeded  to  finish  the  jetty  on  the  south  side  of  the  Pass,  thus  ex- 
cluding the  drift  sand  brought  in  by  the  currents  and  waves  from  the 
south,  with  the  gratifying  result  that  the  author's  latest  survey,  made 
m  June,  1897,  showed  a  marked  increase  in  the  dej^th  of  the  channel. 
Further  evidence  is  unnecessary  to  establish  the  fact  that,  at  this 
p)oint,  at  least,  the  littoral  currents  flow  from  the  south. 

If  the  jetty  construction  upon  the  coasts  of  Texas  and  Mexico  is 
examined,  it  will  be  found  that  these  currents  maintain  a  uniformly 
northern  course  from  Tampico  to  Gralveston,  where  they  meet  those 
coming  from  the  westward  from  the  mouth  of  the  Mississippi. 

At  Tampico    the   south   jetty  was  built  first  in  order  to  protect 

the    channel    from    southern     sand-bearing    currents.       At     Brazos, 

Santiago,  Texas,  the  same  thing  was  done.     Lieutenant  G.  A.  Zimm,* 

writes: 

"The  direction  of  the  channel  across  the  bar  depends  ujDon  the 
direction  of  the  winds  and  littoral  currents.  During  nine  months  of 
the  year  southerly  winds  blow  and  there  is  a  littoral  current  from  the 
south.'" 

The  same  thing  is  noticed  on  the  sketch  accompanying  Captain 
McClellan's  report  on  this  harbor  in  1853.  At  Pass  Cabal  only  one 
jetty  was  built,  and  that  was  also  placed  on  the  south  side.  A  jetty 
was  commenced  at  the  mouth  of  the  Brazos  Eiver  on  the  north  side, 
but  Major  Ernst,  in  his  report  of  September  6th,  1887,  remarks  : 

"  The  map  of  recent  survey  shows  the  channel,  instead  of  running 
southeast  in  the  direction  intended,  turned  ofi"  at  a  right  angle  and 
running  northeast  across  the  jetty." 

*  Annual  Report  of  Chief  of  Engineers,  U.  S.  A.,  page  1330. 
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At  Galvostou  the  South  Jetty  was  built  lirHt.  At  paHHes  eaHt  of 
Galveston,  however,  the  jettieH  are  almost  invariably  constructed  on 
the  east  side,  to  check  the  sand-bearing  currents  in  their  westward 
flow.  Among  these  may  be  mentioned  Calcasieu  River  Pass,  La.  ;* 
also  Sabine  River  Pass.f 

It  is  well  known  that  at  tlie  mouth  of  the  Mississii:>pi  the  littoral 
currents  flow  from  the  east.  Hence,  it  may  be  concluded  that  the 
currents  flowing  westward  are  on  the  northern  shore  of  the  Gulf,  and 
those  flowing  north  along  the  western  shore  meet  at  some  point  near 
Galveston,  the  location  of  which  is  variable,  as  it  is  dependent  upon 
the  direction  and  force  of  the  winds. 

Summing  up  these  observations  of  the  Gulf  currents,  it  is  found 
that  there  is  abundant  evidence  of  the  presence  of  two  sets  of 
currents  in  the  Gulf  of  Mexico,  viz. ,  deep-stream  currents  and  littoral- 
drift  currents. 

The  former  enter  the  Gulf  through  the  Yucatan  Channel,  and, 
under  certain  barometric  and  planetary  conditions,  pass  by  the 
western  extremity  of  Cuba  and  flow  out  through  the  Straits  of 
Florida,  or  else,  under  converse  planetary  and  atmospheric  condi- 
tions, they  spread  out  over  the  Gulf  in  all  directions,  moving  on  its 
center. 

The  littoral-drift  currents  are  originated  through  the  agency  of 
the  prevailing  southeast  winds  and  flow  northward  along  the  western 
boundary  of  the  Gulf,  and  west  along  the  northern  boundary,  meeting 
in  the  vicinity  of  Galveston  and  forming  a  stream-current  which 
flows  in  a  southeasterly  direction  toward  the  Straits  of  Florida. 

In  the  past  there  has  been  far  too  little  attention  paid  to  the 
motion  of  the  Gulf  waters.  Were  they  better  understood,  there  can 
be  no  doubt  that  vast  sums  of  public  and  private  capital  might  have 
been  expended  more  judiciously  than  they  have  been,  resulting  in 
more  real  and  lasting  good  to  the  people  of  the  coast  country.  If, 
therefore,  this  paper  is  the  means  of  inducing  a  greater  interest  in 
these  Gulf  currents,  which  have  such  a  direct  and  important  bearing 
on  trade  and  commerce,  the  author  will  feel  that  it  has  successfully 
accomplished  its  mission. 

*  Report  of  Major  W.  H.  Heuer,  1886. 
t  Report  of  Secretary  of  War  for  1895. 
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DISCUSSION. 


L.  M.  Haupt,  M.  Am.  Soe.  C.  E. — The  title  of  the  paper  is  broad,  Mr.  Haupt. 
and  the  research  shown  in  presenting  the  subject  is  commendable. 
It  is  true  that  the  engineer  should  ascertain  the  remote  as  well  as  the 
immediate  causes  operating  to  produce  certain  observed  effects,  in  order 
that  he  may  properly  apply  them  to  the  wants  of  man. 

It  is  also  true  that  unless  a  correct  diagnosis  is  made  of  the  effects 
and  their  causes,  one  may  readily  fall  into  errors  in  reaching  con- 
clusions, and  errcire  est  humanum. 

Turning  first  to  the  general  theory  advanced  by  the  author,  it  be- 
comes necessary  to  refer  to  the  physical  features  of  the  gulf  littoral  to 
interpret  his  description  correctly. 

The  author,  in  the  opening  of  his  paper,  contravenes  the  "com- 
monly received  theory, "that  the  currents  "  flowing  in  from  the  South 
Atlantic  pass  the  north  shore  of  Yucatan,  follow  the  coast  line  of 
Mexico  and  Texas  in  a  northwesterly  direction,  and  finally  escape 
through  the  Straits  of  Florida." 

In  his  subsequent  exposition  of  his  own  theory  the  author  admits 
the  correctness  of  the  direction  of  ingress  and  egress,  leaving  in  dis- 
pute the  disposition  of  the  currents  in  the  basin  of  the  Gulf  when  he 
says  that  under  certain  conditions  they  flow  (1)  northeasterly  around 
the  west  coast  of  Cuba  and  pass  off  directly  into  the  Straits,  or  (2)  un- 
der opposite  conditions  "  they  spread  out  in  all  directions,  moving  on 
its  center;  thence,  being  deflected  by  the  outward  flow  of  contrary  cur- 
rents, they  also  pass  through  the  Straits  of  Florida  as  the  Gulf  Stream. " 

This  leaves  the  matter  in  rather  a  chaotic  condition  as  to  the  origin 
of  the  counter  deflecting  currents  and  the  direction  of  the  resultant 
littoral  movements. 

Passing  the  history  of  the  origin  of  the  Gulf  Stream,  and  turning  to 
page  95,  the  author  states  with  reference  to  the  specific  gravity  theory: 
"  If,  then,  this  specific  gravity  theory  be  the  right  one,  there  will  be  a 
flow  from  the  east,  southeast  and  south  toward  the  north  and  north- 
west. This  to  a  certain  extent  is  true,  especially  where  the  motion  of 
the  waters  is  accelerated  by  the  prevailing  winds,"  which  are  said  to 
prevail  for  nine  months  in  the  year.  "  They  seldom  ever  change  from 
the  southeast.  During  these  months,  it  is  not  only  constant,  but  strong, 
and  causes  the  waters  to  move  toward  the  northwest."  This  leaves 
us  in  a  quandary.  If  that  is  the  resultant  direction  and  flow  for  nine 
months  of  the  year,  the  question  naturally  arises  as  to  the  disposition 
of  all  this  water,  and  why  is  Texas  not  inundated?  But  this  is  ex- 
plained as  follows:  "When  they  reach  the  northern  part  of  the  Gulf 
they  are  deflected  by  the  shore  line,  and  move  westward.  On  the 
other  hand,  the  waters  from  the  southwestern  part  impinge  on  the 
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Mr.illmipt.  coast  of  Mexico,  aiul  })r()(lnco  a  currcut  which  Howh  north  aioug  the 
coast  of  Mexico  and  Texas."  That  is  on  the  i)ortion  of  the  coast 
south  of  Tampico.  These  two  currents,  as  he  explains,  meet  in  the 
western  part  of  tlie  Gulf,  raising  the  surface,  and  produce  a  return  cur- 
rent, passing  south  and  east  toward  the  coast  of  Florida.  Conse- 
quently there  must  be  two  conflicting  currents  moving  in  nearly  op- 
posite directions,  one  of  them  nine  months  in  the  year,  and  the  other 
effecting  its  escape  across  the  path  of  the  first  in  some  unexplained 
manner.  No  attention  is  paid  apparently  to  the  vertical  movement  of 
the  currents,  which  is  a  very  important  factor  in  all  these  studies.  As 
an  illustration  of  that,  attention  is  directed  to  the  Narrows  in  New 
York  Bay,  where  the  maximum  movement  is  apparently  outward; 
whereas,  the  inward  or  flood  movement  prevails  in  the  bottom  of  that 
gorge  for  eleven  hours  out  of  the  twelve.  There  is  a  vertical  eddy  at  that 
point,  and  material  deposited  in  the  Lower  Bay  is  carried  to  the  Upper. 


'^"^" 


Fig.  3. 

The  author  continues:  "  The  current  along  the  coast  of  Mexico  is 
feeble  in  force  near  its  starting  point,  off  the  west  of  the  Yucatan 
peninsula,  but  gradually  increases  until  it  reaches  its  maximum  velocity 
between  Tampico  and  the  Rio  Grande,  where  it  flows  at  the  rate  of  3 
miles  an  hour."  But  what  becomes  of  it?  The  diagram  (Fig.  2) 
shows  it  to  be  reflected  toward  the  center  of  the  Gulf,  where  it  is  met 
by  the  entering  currents  off  Yucatan. 

These  w^ere  some  of  the  thoughts  suggested  by  a  perusal  of  the 
paper.     They  leave  the  matter  in  an  unsatisfactory  condition,  but  it 
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is  an  important  as  well  as  an  interesting  question  from  a  theoretic  and  Mr.  Haupt. 
scientific  standpoint. 

It  may  be  opropoii  to  suggest  a  theory  of  circulation  which  may  fit 
the  case.  Let  it  be  assumed  that  the  impelling  stream  enters  the  Gulf 
as  a  rack  would  enter  between  two  gears  or  pinions.  As  it  comes  in,  the 
currents  are  dispersed  to  the  right  and  left  into  these  lateral  basins, 
where,  being  diverted  by  the  configuration  of  the  coast,  eddies  will  be 
formed  of  greater  or  lesser  magnitude,  the  one  to  the  right,  the  other 
to  the  left,  while  the  movement  of  the  water  in  the  isolated  or  protected 
bay  west  of  Yucatan  will  take  up  a  reverse  direction,  so  that  the  cur- 
rents from  this  overflow,  one  hugging  the  northwest  shore,  the  other 
the  southwest,  will  form  a  resultant  uniting  again  with  the  main 
stream,  and  this  action  seems  to  conform  very  closely  to  the  observed 
results.  In  other  words,  under  this  theory,  there  should  be  three 
large  eddies  in  the  Gulf  which  indicate  the  direction  of  the  flow  of  the 
currents  as  shown  by  the  letters  A  B  CD  —  E  G  D  —  A  H I J —  A 
B'K{Fig.S). 

Coming  to  the  practical  applications,  which,  of  course,  are  the  more 
imj^ortant  factors  for  engineers,  a  map  published  in  therej^orts  of  the 
Chief  of  Engineers  shows  the  peculiar  feature,  that  at  all  of  these 
Texas  entrances,  the  discharge  through  the  ebb  channel  or  the  main 
ship  channel  lies  in  the  direction  of  the  meridian,  that  is,  nearly  due 
north  and  south.  This  is  very  suggestive  because  it  shows  that  as  the 
western  bight  of  the  bay  is  aj^proached,  the  channel  is  found  to  lie 
nearer  the  western  shore.  The  position  of  the  channel  with  reference 
to  the  inlet  is  an  important  characteristic.  It  is  fully  discussed  in  the 
paper  on  "  Physical  Phenomena  of  Harbor  Entrances.'"*  In  a  case  of 
that  kind  the  indications  would  be  that  it  is  the  resultant  of  a  littoral 
movement,  taking  the  seasons  through  for  the  entire  year,  and  the  ebb 
currents  would  be  flexed  to  the  south,  while  the  bar  crossing  would  be 
at  the  point  of  least  resistance.  That  being  the  case  it  furnishes  the 
key  to  the  solution  of  these  harbor  problems,  and  the  development  re- 
cently made,  or  proposed  to  be  made,  in  this  science  is  to  create  the 
depths  by  the  single  jetty  instead  of  two,  as  formerly. 

The  continental  practice  has  been  to  attempt  to  utilize  the  ebb  cur- 
rents by  concentration  between  two  jetties,  so  that  the  currents  may 
scour  out  between  them,  but  it  has  not  been  found  satisfactory  in  the 
long  experience  of  maritime  engineers.  It  invariably  happens  that 
wherever  two  jetties  of  that  kind  are  built,  they  have  to  be  extended 
as  the  groins  connecting  them  with  the  shore  fill  with  sand. 

A  more  recent  examination,  made  August  2d,  by  H.  C.  Ripley,  M. 
Am.  Soc.  C.  E. ,  and  the  writer,  at  a  season  when  the  southeast  winds 
tend  to  build  up  the  bar,  showed  a  remarkable  deepening  and  a  jn'o- 
gressive  and  rapid  improvement  in  the  channel,  there  being  over  18  ft. 

*  Proceedings,  American  Philosophical  Society.  1888. 
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Mr.  Hiiupt  Ht  poiuts  whero  thcio  were  formerly  but  H  ft.  The  pilots  report 
(lee})er  water  on  the  bar  than  they  have  ever  known  to  exist. 

These  facts  would  seem  to  refnte  the  statement  of  the  author  that 
a  mistake  had  been  made  and  that  the  results  of  the  work  were  inju- 
rious. 

There  are  a  few  points  in  the  paper  which  the  speaker  is  unable  to 
reconcile  with  the  well-known  and  accepted  i)henomena  at  the  Gulf 
inlets,  and  which  are  fully  confirmed  by  the  Reports  of  the  United 
States  Engineers  and  the  comparisons  of  the  Coast  Survey  charts. 
This  confusion  may  arise  from  a  failure  to  make  a  clear  distinction 
between  the  off-shore  and  littoral  currents,  which  would  seem  to  have 
resultant  motions  in  ojjposite  directions;  but,  however  this  may  ])e, 
it  is  generally  assumed  that  the  motion  of  a  body  is  in  the  direction 
of  the  resultant  of  the  component  forces  acting  upon  it.  This  being 
a  physical  law,  the  direction  of  movement  of  the  inlets  (when  unre- 
stricted) should  indicate  the  direction  of  the  forces  causing  that  effect. 
Hence,  when  it  is  found  that  an  inlet  is  moving  to  the  south,  it  is 
difficult  to  understand  how  the  littoral  currents  (producing  that  pro- 
gression) flow  from  the  south.  For  example,  the  case  cited,  Aransas 
Pass,  has  unquestionably  moved  over  a  mile,  in  25  years,  to  the  south, 
the  average  rate  being  stated  as  260  ft.  per  annum.  This  being  a  fact, 
it  is  difficult  to  understand  how  the  impelling  force  can  flow  from  the 
south. 

The  author  makes  several  statements  as  to  the  iS  shaped  jetty, 
which,  he  remarks,  was  built  "on  the  supposition  that  the  littoral 
current  came  from  the  north,"  etc.  As  the  originator  of  this  design 
and  one  of  the  consulting  engineers,  who  has  been  kept  well  informed 
as  to  progress  and  results,  the  speaker  regrets  to  have  to  take  excep- 
tion to  the  accuracy  of  the  statements  which  his  colleague  has  thus 
publicly  made,  and  desires  to  make  the  necessary  corrections,  seriatim. 

The  author  states  : 

"Long  before  this  work  was  completed  the  author  became  satisfied 
that  the  littoral  current  came  from  the  south,  as  *  *  *  at  Pass 
Cavallo,     *     ^     ^     where  the  conditions  were  the  same." 

As  this  work  is  still  far  from  being  completed,  it  would  seem  unjust 
to  deduce  conclusions  therefrom,  inasmuch  as  the  breakwater  was  not 
designed  to  change  the  direction  of  the  littoral  drift,  from  north  to 
south,  and  has  not  done  so,  but  to  utilize  its  agencies;  first,  to  arrest 
the  sand  and  defend  the  channel  from  its  encroachments;  while,  sec- 
ondly, it  applied  the  changed  conditions  of  equilibrium,  which  it 
created  in  the  currents,  to  cause  a  rapid  erosion  at  ebb,  by  reaction, 
across  the  crest  of  the  bar.  So  remarkable,  indeed,  were  these  results 
that  in  less  than  three  months  about  half  of  the  bar  was  removed  by 
natural  scour,  without  any  advance  seaward,  and  an  increase  of  depth 
of  over  4  ft.  was  secured,  and  all  from  a  structure  not  then  half  com- 
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Mr.  Haupt. 
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Mr.  Hmipt.  plctod.     Suc'li  a  result  is  unprecedented  in  the  annals  of  harbor-bar 
removal  by  natural  agencies. 

It  may  oxcite  (Miriosity,  tlierefore,  to  discover  wherein  lies  the  truth 
of  the  statements  contained  in  the  next  i)aragrai)h,  as  follows: 

"When  the  jetty  was  completed  it  was  found  that  there  was  less 
water  in  the  channel  than  before  the  work  began.  Colonel  Goodyear, 
the  hist  contractor,  recognized  the  mistake  that  had  been  made,  and 
proceeded  to  finish  the  jetty  on  the  south  side  of  the  Pass,  thus  exclud- 
ing the  drift  sand  brought  in  by  the  currents  and  waves  from  the 
south,  with  the  gratifying  result  that  the  author's  latest  survey,  made 
in  June,  181)7,*  showed  a  marked  increase  in  the  depth  of  the  channel. 
Further  evidence  is  unnecessary  to  establish  the  fact  that,  at  this 
point,  at  least,  the  littoral  currents  flow  from  the  south." 

This  would  seem  to  point  out  the  danger  of  generalizing  from 
special  cases,  for,  while  the  sand  does  drift  at  certain  periods  of  the 
year,  to  a  limited  extent,  from  the  south,  its  resultant  direction  is 
from  the  opposite  quarter.  As  to  the  correction  of  *'  the  mistake  "  by 
the  completion  of  the  south  jetty  by  Colonel  Goodyear,  there  is  no  room 
for  great  differences  of  opinion.  If  this  south  jetty  was  completed,  it 
was  not  platted  on  the  surveys  and  was  never  reported  to  the  con- 
sulting engineers,  who  were  merely  advised  that  some  sand-bag  revet- 
ments were  placed  on  the  south  bar  to  temporarily  concentrate  the 
ebb  currents  on  the  real  cause  of  the  difficulty,  viz.,  the  old  Govern- 
ment jetty  covered  with  rock,  and  the  curved  portion  of  which  was 
reported  to  have  "practically  disappeared  "  seven  years  before  this 
work  was  located,  but  which,  unfortunately  for  the  people  of  Texas, 
was  discovered  to  be  in  place  lying  directly  across  the  channel  at 
depths  varying  from  "  8  to  14  ft.,"  and  which  no  current  could  remove. 
It  was  found  to  act  as  an  effectual  retaining  wall  and  barrier  to  the 
acquisition  of  the  requisite  depths,  and  the  plan  has  been  officially 
condemned  because  the  15  ft.  predicted  for  this  half-finished  portion 
was  not  secured,  but  without  recognition  of  the  fact  that  this  ob- 
struction, placed  in  the  channel  by  former  engineers  and  reported  to 
have  disappeared,  still  remains  in  place  and  is  the  cause  of  the  failure 
to  secure  15  ft.  by  scour. 

As  already  remarked,  the  jetty  was  never  completed  and  the  outer 
end  of  the  channel  is  unprotected  (see  Figs.  4  and  5),  so  that  the  bar 
formation  at  and  beyond  this  old  jetty  is  not  under  the  control  of  the 
currents,  and  consequently  this  portion  of  the  bar  remains  with  but 
very  little  material  to  be  removed,  and  with  variable  depths.  The 
present  low-water  depth  is  11  ft.,  covering  only  a  ship's  length,  while 
there  are  holes  extending  to  15  ft.  on  both  sides  of  the  obstructing 
jetty. 

If  the  author  made  a  survey  in  June,  1897,  and  found  "gratifying 
results,"  he  must  have  been  cognizant  of  the  fact  that  prior  to  that 

*  On  the  Company's  chart  of  June,  1897,  Fig.  5.  no  such  jetty  is  shown. 
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date  the  contractor  had  exploded  some  23  000  lbs.  of  dynamite  on  the  Mr.  Haupt. 
old  government  jetty,  in  his  effort  to  remove  it,  and  that,  in  conse- 
quence of  the  partial  breach  made,  the  inner  contours  advanced  sea- 
ward and  remained  permanently  in  this  new  position;  but,  as  the 
contour  maps  show  only  a  space  of  about  300  ft.  in  width  over  this  jetty, 
having  depths  of  "13  ft.  and  rock,"  it  was  not  suflScient  to  permit 
the  currents  to  do  their  work  effectively;  yet  the  author  attributes  the 
benefit  solely  to  the  sand  bags  placed  near  the  old  south  (Nelson)  jetty. 
Is  this  a  full  diagnosis  of  this  problem,  and  is  the  conclusion  justifi- 
able? It  seems  remarkable,  first,  that,  in  the  recent  reviews  of  this  in- 
complete work,  no  stress  has  been  laid  upon  the  existence  of  the  old 


CHART  OF  SOUNDINGS 

ON 

ARANSAS  PASS  BAR 


0  500         1000        laOO        2000 

SURVEY  OF  JUNE  8,  1897 


FROM  TRACINGS  ANO   PRINTS  FURNISHED 

BY  THE  ARANSAS  PASS  HARBOR  CO. 

OCTOBER,   1897. 


NOTE:- 

SOUNOINGS  ARE  REFERRED 

TO  MEAN   LOW  TIDE. 


^2^3  E  to  D  Foundation  laid,  and  part  of  rupcrttrueture.  ., 
D  to  C   Completed,  excepting  part  of  capping. 
C  to  £    Completed.  ~' 

B  to  F  Foundation  laid, 
\  Fto  G  No  work  done, 


Fig.  5. 

"Mansfield"  rock  jetty  sunk  directly  across  the  channel  and  reported 
to  have  disappeared,  yet  which  has  proven  to  be  the  main  cause  of 
the  interruption  to  the  excellent  results  which  the  first  part  of  the 
breakwater  was  producing;  second,  that  the  jetty  is  regarded  as 
"  completed,"  which  is  far  from  the  fact  ;  third,  that  the  depths  after 
such  alleged  completion  were  found  to  be  less  than  before  the  work 
began,  and  fourth,  that  after  the  alleged  completion  of  the  "south" 
jetty  by  Colonel  Goodyear  (which  was  never  built  in  the  sense  indi- 
cated, and  which  is  not  shown  on  the  survey  of  "June,  1897,"  or  any 
other),  it  should  have  produced  such  "gratifying  results,"  and  to 
show  such  a  marked  increase  in  the  depth  of  the  channel  as  to  require 
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Mr.  Hiuii)!.  DO  further  evidcnco  to  eHtul>liHh  the  author's  i)romisc's.  The;  inventor 
of  this  system  invites  discussion,  Imt  desires  that  it  he  fair,  open 
and  honest,  and  that  due  weight  be  given  to  all  the  factors  pro  and 
co)t,  in  order  tliat  the  relative  value  of  this  method  of  improving  ocean 
bars  may  be  fully  repealed.  If  far  gr(>ater  results  can  be  securi^l  l)y 
,  one  jetty  than  by  two,  it  merits  a  fair  test,  which  it  has  not  yet 
secured.  Aransas  Pass  is  an  admittedly  difficult  location,  yet  it  is 
claimed  that  this  partially  built  breakwater  has  produced,  at  that 
point,  incomparably  greater  results  than  those  secured  by  the  govern- 
ment, at  one  third  the  cost  and  in  one-twentieth  the  time.  Ten  years 
have  elapsed  since  it  was  first  made  public,  and  the  various  respectful 
and  courteous  requests,  made  of  the  j^arties  having  jurisdiction  over 
harbor  works,  to  permit  a  test  to  be  made,  have  been  silently  ignored. 

It  so  happened  that  at  Aransas  Pass  the  private  parties  who  held  a 
franchise  from  the  Government,  having  failed  to  secure  results  from 
other  devices,  concluded  to  try  this  plan,  but  for  financial  reasons 
they  determined  to  handicap  it  at  the  start  by  cutting  it  in  twain,  and 
agreed  to  build  only  "  1  250  ft.  of  complete  breakwater  and  2  600  ft. 
of  apron  extension,"  covering  the  portion  F  B  C  D  upon  a  predicted 
result  of  15  ft.  Such  a  result  would  undoubtedly  have  been  secured 
but  for  the  fortuitous  circumstance  of  the  old  jetty  lying  at  about 
13  ft.  below  the  surface,  and  covered  with  rock  which  was  reported 
to  have  been  scoured  bare,  and  which  the  Company  and  contractor 
neglected  to  remove,  for  reasons  of  their  own.  This  much  of  history 
seems  necessary  to  explain  some  of  the  misrepresentations  as  to  the 
results  of  this  design  and  to  show  its  remarkable  utility  and  economy 
as  a  method  of  improving  harbor  entrances,  and  in  developing  the 
commercial  resources  of  the  country,  in  which  the  profession  should 
take  a  deep  interest  at  this  time. 

The  experience  at  Aransas  Pass  points  to  the  belief  that  the  resul- 
tant littoral  drift  is,  therefore,  not  from  the  south  on  this  portion  of 
the  Texas  coast,  as  the  author  states,  but  from  the  north.  This  is 
sufficiently  indicated  by  the  prevailing  directions  of  movement  char- 
acterizing the  inlets  along  this  portion  of  the  Gulf  littoral. 
Mr.  Pitts.  Thomas  D.  Pitts,  Jun.  Am.  Soc.  C.  E. — As  the  author  refers  to  the 
results  of  the  work  at  Aransas  Pass,  as  evidence  in  favor  of  his  theory, 
it  seems  proper  that  the  speaker,  who  was  for  two  years  assistant 
engineer  on  that  work,  should  make  some  statement  as  to  the  condi- 
tions and  results  there,  especially  as  he  is  informed  that  the  late  chief 
engineer,  Wm.  Dunbar  Jenkins,  M.  Am.  Soc.  C.  E.,  will  be  unable  to 
contribute  to  the  discussion. 

The  speaker  does  not  desire  to  discuss  the  author's  general  theory, 
as  he  is  not  sufficiently  familiar  with  the  subject,  and  that  theory  has 
already  been  so  ably  discussed  by  others,  but  he  would  like  to  say 
that  the  author  seems  to  base  his  theory  largely  on  the  prevalence  over 
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the  Gulf,  for  nine  months  of  the  year,  of  a  strong  southeasterly  w^ind;  Mr.  Pitts, 
and  that,  while  this  wind  does  prevail  at  points  on  the  coast  where 
records  have  been  kept  for  a  term  of  years,  as  at  Corpus  Christi  and 
Galveston,  the  pilot  charts  of  the  United  States  Hydrographic  Office 
show  the  average  yearly  wind  resultant  as  being  about  east  by  south 
in  the  western  half  of  the  Gulf  and  nearly  east  in  the  eastern  half. 

On  page  97  the  author  refers  to  the  jetty  at  Aransas  Pass  as  being 
completed,  but  to  this  statement  exception  must  be  taken. 

The  jetty  is  now  only  half  completed,  and  the  portion  yet  unfinished 
is  a  most  vital  part  of  the  work,  since  its  completion  would  fully  control 
the  tidal  volume,  only  a  part  of  which  is  now^  utilized  to  produce  scour. 

It  does  not  seem  quite  fair  to  conclude,  because  a  half  completed 
work  fails  to  do  what  the  whole  work  was  expected  to  accomplish, 
either  that  the  work  is  a  failure  or  that  the  theories  and  observations 
on  w^hich  the  jDlans  were  based  were  erroneous. 

When  work  on  the  jetty  at  Aransas  Pass  was  begun  in  July,  1895, 
the  entrance  was  closed  by  a  crescent-shaped  bar,  with  channel  depths 
varying  from  9  or  9h  ft.  in  winter  to  8^  ft.  or  less  in  summer.  The 
line  of  the  proposed  jetty  crossed  the  crest  of  the  bar  near  the  jjoint 
A  (Fig.  5),  and  the  axis  of  the  channel  in  use  at  that  time  about  mid- 
way between  the  points  C  and  D.  The  dej)th  in  the  channel  was  about 
9  ft.,  and  the  least  depth  on  the  axis  of  the  present  channel  about  8  or 
81  ft. 

The  consulting  engineers  had  predicted  that  the  completion  of  the 
portion  B  C  oi  the  jetty,  and  the  laying  of  the  foundation  3  ft.  high 
above  the  bottom  from  C  to  D,  and  from  B  to  F,  would  give  a  navigable 
depth  of  15  ft.,  it  being  understood  that  the  jetty  must  be  completed 
at  once  in  order  to  hold  this  depth.  It  was  known  that  the  Govern- 
ment had  laid  the  foundation  of  a  south  jetty,  about  10  years  before, 
which,  if  still  in  existence,  would  form  a  dam  across  the  proposed 
channel,  but  it  was  believed*  that  this  foundation  had  entirely  dis- 
appeared. 

At  first  the  results  were  very  gratifying,  and  depths  of  13  ft.  and 
greater  were  obtained  in  a  few  months,  together  with  a  very  marked 
reduction  in  the  width  of  the  bar,  but  it  soon  developed  that  the  old 
Government  jetty  had  not  disappeared,  and  that  the  13-ft.  channel 
passed  through  a  low  spot  or  break  in  this  jetty,  the  average  depth 
over  the  rock  of  the  old  jetty  being  from  9  to  12  ft.,  from  the  w^reck  of 
the  Mary  to  the  outer  end.  Of  course,  rock  having  been  reached,  it 
was  physically  impossible  for  the  current  to  scour  a  deeper  channel. 

On  March  1st,  1896,  the  condition  of  the  jetty  was  as  follows  (see 
Fig.  5) :  A  foundation  1  000  ft.  long  and  3  ft,  high  above  the  bottom 
was  laid  from  i^to  B,  the  depth  of  water  over  the  rock  being  from  8 
to  13  ft. ;  from  B  to  C,  1  250  ft.,  the  jetty  was  fully  completed;  from  C 

*  On  the  authority  of  the  Report  of  the  Chief  of  Engineers,  U.  S.  Army,  for  1888. 
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Mr.  Pitts,  to  7),  1  500  ft.,  tho  foiindatiou  was  laitl,  and  a  ripraj)  inonud  had  been 
built  thereon  to  the  level  of  moan  low  tide,  and  had  then  been  allowed 
to  wash  down  and  take  its  natural  slojx^  under  wave  action,  the  depth 
of  water  over  tho  rock  beinf^  from  4  to  (i  ft. ;  and  a  foundation  3  ft. 
hi^h  had  been  laid  for  a  distance  of  1  400  ft.  from  D  toward  E.  At 
this  time  there  was  little  or  no  current  across  the  bar,  the  ebb  flow 
passing:  out  between  C  and  St.  Josei)h  Island,  and  most  of  it  at  and  just 
west  of  D.  About  this  time,  too,  was  the  beginning  of  the  season  of 
southeasterly  winds  in  that  year,  and  they  blew  almost  without  a  stop 
during  the  months  of  March,  April,  May  and  part  of  June.  No  one 
who  has  lived  on  that  part  of  the  Texas  coast  can  doubt  that  during 
the  prevalence  of  these  southeast  winds  there  is  a  large  sand  movement 
along  shore  to  the  northward  and  eastward.  It  would  be  hard  to  de- 
vise a  better  trap  to  catch  this  sand  and  cause  it  to  be  deposited  on  the 
bar  than  the  jetty  in  its  unfinished  condition,  and  the  depth  on  the 
bar  did,  in  fact,  at  once  begin  to  decrease. 

Work  was  carried  on,  when  the  weather  permitted,  during  the  four 
months  mentioned,  but  was  suspended,  for  want  of  funds,  from  the 
latter  part  of  June  until  the  first  of  August.  At  the  time  it  stopped, 
in  June,  the  portion  C  D  had  been  built  to  the  water  surface  and 
partly  capped,  but  the  greater  part  of  the  ebb  flow  and  the  strongest 
currents  still  passed  out  between  D  and  St.  Joseph  Island. 

After  much  urging,  the  Company  provided  a  limited  amount  of 
money,  with  which  work  was  resumed  early  in  August.  By  the  end 
of  September,  when  the  funds  were  again  exhausted,  the  foundation 
had  been  extended  to  E,  and  a  narrow  ridge  of  rip-rap  had  been  built 
to  the  level  of  mean  low  tide  between  D  and  E,  except  in  two  places, 
one  about  400  ft.  long,  near  the  middle  of  D  E,  and  one  about  100  ft. 
long  at  a  distance  of  600  ft.  east  of  E,  where  gaps  were  left,  the  money 
on  hand  not  being  sufficient  to  close  them.  The  depth  of  water  over 
the  rock  in  the  smaller  gap  is  about  6  or  7  ft.,  and  in  the  larger  one  5 
or  6  ft.,  and  the  current  through  them  approaches  4f  miles  per  hour 
during  ebb-tide.  No  work  has  been  done  on  the  jetty  since  Septem- 
ber, 1896,  and  it  is  to-day  in  substantially  the  condition  described 
above. 

On  October  1st,  1896,  the  depth  on  the  bar  was  not  more  than  6^ 
ft.,  and  during  October  and  November  it  decreased  to  6  ft.  As  stated 
above,  when  work  was  resumed  in  August,  there  was  but  a  feeble  cur- 
rent across  the  bar,  but  as  soon  as  the  portion  D  E  was  partially  com- 
pleted to  low-tide  level,  as  described,  it  increased  to  a  surface  velocity 
of  3  ft.  per  second  and  more. 

About  the  first  of  December,  work  was  begun  under  the  contract 
with  Colonel  Goodyear,  and  was  actively  prosecuted  until  May.  Dur- 
ing this  time  23  500  lbs.  of  dynamite  were  exploded  in  the  channel, 
and  the  "  south  jetty,"  mentioned  by  the  author,  was  built.   This  latter 
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was  composed  of  sand  bags  with  a  little  rock  protection  on  the  channel  Mr.  Pitts, 
side.  It  did  not  at  any  time  extend  more  than  300  ft.  from  shore,  and 
has  since  been  washed  away.  The  speaker  believes  that  this  jetty  had 
no  appreciable  effect  upon  the  depth  of  water  on  the  bar.  The  dyna- 
mite, however,  had  a  good  effect,  especially  by  breaking  up  and 
partially  removing  about  300  ft.  of  the  old  Government  jetty. 

In  February,  1897,  the  depth  on  the  bar  was  7f  ft  ,  and  in  June  it 
had  increased  to  8|  ft.  In  November  last  the  depth  on  the  bar  was  a 
little  over  9  ft. ,  and  when  the  speaker  left  Aransas  Pass  in  March  it 
was  10  or  10^  ft.  He  is  informed  that  it  has  continued  to  increase 
since  that  time,  and  that  the  depth  on  the  bar  is  now  11  ft.,  notwith- 
standing the  southeast  winds  and  northerly  currents  of  the  past  spring. 

A  part  of  the  increase  between  December,  1896,  and  June,  1897,  was 
doubtless  due  to  the  use  of  the  dynamite,  but  the  speaker  does  not 
think  that  all,  or  even  the  greater  part,  of  it  came  from  that  cause,  for 
there  was  every  reason  to  expect  an  increase  in  depth  during  the 
winter,  which  is  the  season  of  strongest  ebbs;  and,  besides,  the  depth 
has  continued  to  increase  slowly  since  the  use  of  the  dynamite  ceased, 
thus  showing  the  good  effect  of  the  breach  in  the  old  Government 
jetty  and  the  partial  completion  oi  C  I)  E. 

The  speaker  wishes  to  emphasize  the  fact  that  before  the  portion 
D  E  oi  the  jetty  was  partially  built  up  to  low-water  level,  the  currents 
were  not  controlled,  and  did  not  cross  the  bar  with  any  strength,  and 
that  it  was  before  that  section  was  built  up  as  described  that  the 
shoaling,  cited  by  the  author  in  support  of  his  theory,  took  place. 

Since  June,  1897,  a  shoal  has  been  noticed  lying  to  the  south  of  the 
channel,  the  shape  and  position  of  which  are  shown  by  the  contours  on 
the  map.  During  the  past  fall  and  winter  this  shoal  has  been  dry  at 
extreme  low  tide  for  a  distance  of  1  000  ft.  or  more  from  shore,  except 
for  a  narrow  and  shallow  channel  close  to  the  beach,  and  it  was  pos- 
sible to  wade  out  to  the  wreck  of  the  Mary,  where  in  July,  1895,  there 
were  depths  of  12  to  15  ft.  This  shoaling  seems  to  be  due  chiefly  to 
an  eddy  which  is  formed  to  the  southward  of  the  channel  during  ebb- 
tide, and  which  causes  the  sediment  in  a  portion  of  the  ebb  waters  to 
be  deposited,  as  well  as  part  of  that  carried  by  the  littoral  current. 
The  eddy  seems  more  marked  when  the  littoral  current  is  flowing  to 
the  southward  than  when  it  flows  in  the  opposite  direction,  but  in 
either  case  sand  is  deposited  on  this  shoal.  There  has  also  been  a 
marked  shoaling  to  the  north  of  the  jetty,  covering  a  greater  area,  but 
of  less  depth.  This  result  was  expected  to  follow  the  building  of  the 
jetty,  and  indicates  a  littoral  current  from  the  north,  because  there 
is  no  eddy  here  to  account  for  the  shoal  as  there  is  on  the  south  side 
of  the  channel. 

In  conclusion,  it  seems  hardly  correct  to  call  this  work  a  failure, 
when,   in   spite  of   delays  and   partial  completion,    it   has   radically 
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Mr.  Pitts,  changed  t  lu>  location  of  the  channel  and  fixed  it  in  poHition,  has  caused 
an  increase  in  depth  of  5  It.  or  more  from  the  worst  condition  of  the 
bar,  which  condition  itself  was  caused  l)y  failure  to  projx'rly  i)ush  the 
work,  as  urj^ed  by  the  engineers;  has  given  an  available  depth  of  2  ft. 
more  than  could  be  found  when  the  work  began,  and  has  caused  the 
large  advances  of  the  inner  deep-water  contours.  All  this  was  accom- 
plished when  only  half  of  the  total  amount  of  material  required  had 
been  put  in  i)lace,  and  without  causing  any  advance  seaward  of  the 
deep-water  contours  on  the  outer  face  of  the  bar.  The  crest  of 
the  bar  is  now  a  little  outside  of  B,  and  the  speaker  believes  that  this 
would  soon  disajipear  if  the  section  B  F  were  completed  and  the  old 
Government  jetty  entirely  removed. 

Instead  of  considering  this  work  a  failure,  the  speaker  thinks  that 
it  has  not  yet  had  a  fair  trial,  and  that  the  results  have  been  remark- 
able, in  view  of  all  the  unfavorable  conditions.  He  believes  that  a 
depth  of  15  ft.  would  have  been  obtained  duringthe  winter  of  1895-96, 
as  predicted  by  the  consulting  engineers,  but  for  the  fact  that  the 
foundation  of  the  old  Government  jetty  lay  directly  across  the  channel, 
at  a  depth  of  about  11  ft.,  and  prevented  the  current  from  cutting 
deeper.  No  provision  was  made  by  the  Harbor  Company  for  the 
removal  of  this  foundation,  although  they  were  repeatedly  urged  to  do 
so  by  the  engineers. 

It  is  quite  likely  that  a  spur  jetty  on  the  south  side  of  the  channel 
would  have  been  found  desirable  to  keep  out  the  sand-laden  northerly 
current  during  the  spring  and  summer  months,  and  so  prevent  fluctua- 
tions in  the  channel  depth;  but  there  is  no  doubt  that  the  jetty,  as 
originally  designed,  would  have  secured  the  depths  it  was  planned  to 
secure,  had  it  been  pushed  to  completion  in  a  reasonable  time,  pro- 
vided the  old  Government  jetty  foundation  had  been  removed  as  soon 
as  it  was  discovered. 

The  jetty  at  Aransas  Pass  as  yet  gives  no  conclusive  evidence  re- 
garding the  direction  of  the  littoral  currents  on  this  part  of  the  Texas 
coast,  but  after  two  years'  observation  and  study,  the  speaker  believes 
that  the  yearly  resultant  of  the  littoral  drift  is  south  and  not  north. 
This  seems  to  have  been  the  cause  of  the  former  decided  southerly 
movement  of  the  Pass.  There  is,  however,  at  certain  seasons,  a  strong, 
persistent,  sand-bearing  current,  flowing  north  along  the  shore,  which 
must  be  taken  into  account  in  designing  harbor  works  on  this  part  of 
the  Gulf  coast. 
Mr.  Cameron.  Beewster  Cameeon,  Esq. — The  speaker  does  not  presume  to  dis- 
cuss this  subject  from  a  professional  standpoint,  but  merely  wishes  to 
state  the  results  of  his  observations  as  a  practical  man.  A  map  of 
Aransas  Pass  and  the  bays  opening  into  it,  made  by  a  Mexican 
engineer  about  one  hundred  years  ago,  when  Texas  was  a  part  of  Mex- 
ico, shows  that  the  pass  or  entrance  to  Aransas  Harbor  was  then  at  a 
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point  opposite  Lydia  Ann  Islands,  or  about  lA  miles  northerly  or  east-  Mr.  Cameron, 
erly  from  the  present  location.  This  map,  together  ■v\ith  the  official 
surveys  of  the  United  States  Government  covering  a  long  jDeriod  of 
years,  conclusively  shows  that  the  Pass  has  steadily  worked  its  way 
southwesterly.  This  has  doubtless  been  caused  by  the  heavy  north- 
erly winds  that  prevail  during  the  winter  season.  These  winds  drive 
the  waters  of  the  bays  with  great  force  in  a  southwesterly  direction, 
causing  a  continual  erosion  of  the  south  side  of  the  Pass  and  a  con- 
stant cutting  away  of  the  islands  which  are  situated  on  the  southerly 
side  of  all  passes  along  the  Texas  coast.  The  same  winds  that  pro- 
duce these  heavy  currents  in  the  bays,  and  which  lead  to  this  great 
scour,  produce  equally  strong  currents  in  the  Gulf  near  the  shore, 
and  these  currents  carry  a  great  amount  of  sand  southwesterly  along 
the  Texas  coast,  producing  a  heavy  littoral  drift  which  builds  up  the 
islands  on  the  north  side  of  the  Pass,  as  the  heavy  currents  in  the  bay 
cut  away  the  islands  on  the  south  side  of  the  Pass,  thereby  maintain- 
ing the  normal  width  of  the  channels  to  all  the  harbor  entrances. 

These  physical  facts  demonstrate  conclusively  the  basic  error  in 
the  paper,  viz.,  that  the  drift  is  from  the  south  or  west.  A  casual  in- 
vestigation of  the  conditions  that  exist  at  Aransas  Pass  is  very  likely 
to  be  misleading.  There  is  a  light  prevailing  wind  from  the  south  or 
west  during  the  summer,  which  causes  a  slight  movement  of  the  sand 
toward  the  north  or  east.  It  is  so  noticeable  near  the  surface  that  it 
is  likely  to  deceive  a  casual  observer,  but  it  is  so  insignificant,  as  com- 
pared to  the  drift  from  the  nortli,  that  it  is  a  grave  error  to  make  the 
statement  that  the  resultant  drift  at  this  port  is  from  the  south.  The 
movement  of  the  islands  in  a  southerly  or  westerly  direction  shows 
conclusively  that  this  is  not  a  fact. 

As  to  the  conditions  that  exist  on  the  coast  of  Texas,  the  speaker's 
conclusions  coincide  entirely  with  the  opinions  expressed  by  Messrs. 
Kipley,  Wisner,  Haupt  and  Pitts.  In  connection  with  the  harbors  of 
Texas  all  these  gentlemen  have  had  extensive  personal  experience, 
and  particularly  Major  Kipley,  to  whose  exhaustive  experiments,  car- 
ried on  through  a  long  period  of  years,  the  jjeople  are  indebted  for 
the  results  published  in  the  official  rej^orts  by  the  United  States  Gov- 
ernment. These  reports  have  incontrovertibly  established  the  fact 
that  the  resultant  drift  is  from  the  north. 

Referring  particularly  to  the  conditions  existing  at  Aransas  Pass, 
fortunately  actual  experiments  have  been  made  which  amount  to  a 
mathematical  demonstration  of  the  fact  that  the  resultant  drift  is  from 
the  north  or  east.  The  fact  may  be  cited  that  the  Mansfield  jetty, 
which  was  constructed,  as  at  Galveston,  on  the  south  side  of  the  Pass, 
extended  the  bar  seaward  as  the  jetty  was  being  constructed,  and  pro- 
duced no  additional  depths  over  the  bar;  whereas  a  spur  jetty  only 
600  ft.  long,  constructed  by  the  late  Colonel  George  W.  Fulton,  on  the 
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Mr.  CanuToii.  uortli  side  of  the  Pass,  socurod  uu  increased  depth  of  2  ft.  over  the  })ar, 
as  shown  by  the  reports  of  the  C/ori)s  of  Enf^inoers,  U.  S.  A.,  and  with- 
out oxtendinpf  the  bar  ^nlfward.  Ajjjainst  demonstrated  facts  of  this 
character,  the  mere  expression  of  opinion  hj  anyone  shouhl  liave  no 
weight  whatever.  It  is  unfortunate  that  the  author  has  fallen  into 
these  errors,  us  it  is  most  important  to  the  entire  West  that  the  fav- 
orable conditions  existing  at  Aransas  Pass  should  be  correctly  under- 
stood, and  it  is  greatly  to  be  regretted  that  he  has  misunderstood  the 
■whole  theory  of  the  harbor  improvement  contemjilated  by  the  con- 
struction of  the  reaction  breakwater.  So  far  from  being  a  failure  and 
not  realizing  the  expectations  of  those  who  designed  it,  the  speaker 
personally  knows  this  to  be  erroneous.  Messrs.  Haupt  and  Ripley 
were  employed  by  him  to  prepare  the  designs  for  the  improvement  of 
Aransas  Pass,  and  the  work,  so  far  as  constructed,  has  far  surpassed 
the  expectation  of  the  speaker  and  the  predictions  of  the  engineers, 
having  scoured  out  so  great  a  quantity  that  the  distance  between  the 
outer  and  inner  20-ft.  contours  has  been  reduced  nearly  half  a  mile. 
The  scouring  force  of  the  current  produced  by  the  reaction  breakwater, 
which  was  only  partially  completed,  has  not  only  accomplished  this, 
but  has  rapidly  deepened  the  bar  until  the  work  of  erosion  was  stopped 
by  the  old  Government  jetty,  which  lies  directly  across  the  channel  at 
a  depth  of  from  11  to  13  ft.  The  sand  covering  this  obstruction  was 
scoured  down  to  the  bare  rock,  which  the  currents  could  not  remove 
and  the  contractor  did  not,  since  it  was  not  included  in  his  contract. 

Instead  of  being  a  mistake,  as  stated  by  the  author,  the  work  has 
been  designed,  located  and  executed  with  consummate  skill,  and  every 
anticipation  of  the  engineers  has  been  realized  as  to  intercepting  the 
drift,  regulating  the  currents,  fixing  the  location  of  the  channel  and 
inducing  rapid  scour  by  this  reaction  breakwater,  with  the  single 
exception  of  securing  the  predicted  depth  of  15  ft.  to  result  from  this 
incompleted  work.  As  already  stated,  it  failed  solely  because  of  the 
obstructing  Government  jetty,  which  had  been  officially  reported  as 
having  long  since  disappeared.  Certainly,  if  there  is  anyone  to  blame 
for  failure  it  would  seem  to  be  the  United  States  engineers  for  not 
correctly  reporting  the  facts  as  to  the  existence  of  the  old  jetty,  and 
for  taking  advantage  of  this  neglect  to  remove  the  obstruction  erected 
by  them,  to  condemn  the  reaction  breakwater. 

The  speaker  believes  that  nowhere  else  in  the  world  have  such 
great  results  been  secured  in  so  short  a  time  and  at  such  moderate 
cost,  and  that  by  this  method  of  treating  ocean  bars  the  profession  of 
civil  engineering  had  made  a  distinct  advance. 
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CORRESPONDENCE. 


George  Y.  Wisxer,  M.  Am.  Soc.  C.  E. — The  author  has  apparently  Mr.  Wisner. 
based  his  conclusions,  as  to  the  direction  of  the  littoral  currents 
along  the  Texas  coast,  on  the  fact  that,  at  most  of  the  harbor  en- 
trances, the  south  jetties  have  generally  been  constructed  first,  and 
that  such  jetties  were  for  the  purpose  of  shutting  out  sand  from  that 
direction.  When  it  is  considered  that  such  construction  has  resulted 
in  the  waste  of  millions  of  dollars,  and  in  some  cases  has  caused  a 
deterioration  of  the  channels  which  the  works  were  designed  to  im- 
prove, it  may  be  well  to  examine  more  closely  into  the  facts  of  the 
case. 

From  the  Rio  Grande  to  the  mouth  of  the  Mississippi  Eiver  there 
is  not  a  single  harbor  entrance,  where  the  formation  is  such  as  to 
show  the  effect  of  littoral  currents,  that  does  not  furnish  conclusive 
evidence  that  the  resultant  direction  of  currents  is  from  the  north- 
east. 

It  is  true,  as  stated  in  the  paper,  that  these  shore  currents  are 
greatly  influenced  by  the  force  and  direction  of  the  prevailing  winds, 
but,  from  a  careful  examination  of  the  weather  records  for  that  sec- 
tion, it  will  be  found  that,  while  the  wind  is  generally  from  the  south 
during  the  summer  months,  the  force  is  so  small  that  the  currents  to 
the  northeast  seldom  extend  much  below  the  surface;  whereas  the 
winds  from  the  northeast,  east  and  southeast,  during  the  autumn, 
winter  and  spring  months  produce  currents  of  from  2  to  3  miles 
per  hour,  and  to  a  great  degree  are  the  controlling  factors  causing 
sand  movement  along  the  coast. 

At  the  mouth  of  the  Mississippi  River  the  sediment  transported 
through  the  jetties  is  entirely  carried  to  the  westward  of  the  entrance, 
causing  a  shoal  half  a  mile  outside  of  the  end  of  the  west  jetty. 

Previous  to  the  improvement  of  South  Pass,  the  movement  of  the 
bar  seaward  was  100  ft.  per  year,  but  for  the  past  eighteen  years  the 
littoral  cuiTent  across  the  entrance  to  the  jetty  channel  has  prevented 
any  advance,  or  the  formation  of  any  bar  in  front. 

At  the  mouth  of  the  Brazos  Eiver,  Texas,  the  phenomenon  of  sedi- 
ment deposit  is  exactly  similar  to  that  at  South  Pass.  The  Brazos  is 
one  of  the  heaviest  sediment-bearing  streams  on  the  Gulf  Coast;  and, 
while  the  outer  face  of  the  bar  was  jDushed  seaward  3  000  ft.  by  de- 
posits from  the  river  during  the  construction  of  the  jetties,  the  littoral 
currents  completely  eroded  and  carried  away  to  the  westward  this 
entire  deposit  within  a  year  after  the  works  were  completed  to  the 
crest  of  the  bar. 

The  statement  as  to  the  unusual  agitation  of  the  waters  of  the  Gulf, 
40  miles  southeast  of  Aransas  Pass,  will  need  to  be  substantiated  be- 
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Mr.  WisiitT.  foro  l)oiuf<  ju'oeptod  as  the  source  of  tlie  Gulf  currents  through  the 
Straits  of  Florida. 

The  direction  of  the  resultant  littoral  current  along  the  Texas 
coast  has  been  established  beyond  (question  by  careful  observers, 
whose  conclusions  are  entirely  in  accord  "vvith  those  which  should  be 
arrived  at  from  a  study  of  the  form  and  movement  of  the  natural 
harbor  entrances  on  that  coast. 

The  works  at  the  entrance  of  Aransas  Pass  were  not  based  on  any 
''supposition  "  as  to  the  direction  of  the  littoral  current  at  that  place, 
but  on  known  conditions;  and  the  results  already  obtained  from  the 
incomplete  breakwater  indicate  that,  when  completed,  and  the  old  jetty 
across  the  channel  is  removed,  the  required  depth  to  the  harbor  en- 
trance will  be  obtained  and  easily  maintained. 

It  is  well  known  that  the  flow  across  the  outer  end  of  the  break- 
water will  cause  an  eddy  to  the  westward  of  the  works,  which  will 
carry  sand  into  the  channel,  unless  the  south  jetty  be  carried  far 
enough  seaward  to  prevent  such  action.  The  plans  for  the  Aransas 
Pass  work  contemplated  such  construction,  and,  so  far  as  the  writer 
knows,  no  change  has  been  made  in  this  regard  since  the  work  was 
started. 

At  Galveston  the  action  of  the  eddy  to  the  west  of  the  jetties  has 
been  sufficient  to  erode  the  shore  along  the  city  front  to  a  considerable 
extent. 

The  utility  of  a  single  jetty  for  producing  deep  and  safe  entrances 
at  harbors  on  sandy  coasts  depends  largely  on  the  direction  of  the  lit- 
toral resultant  along  the  coast,  and  the  length  of  spur  jetty  needed  on 
the  lee  side  of  the  entrance  will  vary  with  almost  every  location. 

At  Aransas  Pass  the  spur  on  the  south  side  of  the  channel  will 
have  to  be  carried  out  some  2  000  ft.  from  shore  to  prevent  the  inflow 
of  sand. 

The  Kiver  and  Harbor  Bill  for  1896  appropriated  ;?2  345  000  for 
the  improvement  of  the  entrance  to  Cumberland  Sound,  Ga. ,  by  means 
of  parallel  jetties.  At  this  j^lace  the  movement  of  sand  is  from  north 
to  south,  and,  if  a  properly  located  north  jetty  be  constructed  first, 
the  required  depth  of  channel  would  be  obtained,  and  more  than 
^1  000  000,  required  under  present  plans  for  building  the  useless  south 
jetty,  would  be  saved. 
Mr.  Wrotnow-  A.  F.  Wkotnowski,  M.  Am.  Soc.  C.  E.  —  This  interesting  subject 
^^'  cannot  be  too  lightly  handled,  and  the  data  for  its  study  should  be  of 

the  most  authentic  class  in  order  to  give  it  a  sound  basis  for  a  proper 
consideration.  The  author,  perhaps,  is  in  a  measure  correct  as  to  the 
general  trend  of  the  flow  of  the  littoral  currents  along  the  Texas 
coast,  but  these  currents  are  so  varied  in  their  direction  at  other  points 
as  to  defy  the  assertion  that  their  trends  are  in  positive  and  well- 
defined  directions.     The  writer  has  measured  currents  at  depths  of 
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5  ft.,  10  ft.,  15  ft.,  20  ft.   and  25  ft.  in  the  Gulf,  opposite  and  about  Mr.  Wrotnow- 

two  miles  off  the  ends  of  the  jetties,  on  various  occasions  during  their  ^ 

construction,  and  in  a  number  of  instances  the  surface,  5-ft.  and  10-ft. 

floats,  went  southward,  while  those  of  greater  depths  went  northward 

against  the  surface  current,    and,  generally,  the  middle-depth  floats 

were  undecided  in  their  movements.     On  these  occasions  there  were 

slight  winds  from  the  north  which  caused  the  surface  current  to  run 

southward.     At  various  other  times  the  writer  has  also  noticed  ships 

anchored  in  the  offing  and   heading  north  during   a  stiff  southerly 

breeze.     This,  however,  can   be  accounted   for   by  the  fact   that  for 

a  few  days  previous  the  wind  had   been  strong  from   the  north,  thus 

setting  the  current  southward.     The  indications  are  that  the  shore  or 

littoral  currents  are  mainly  governed  by  prevailing  winds,  and  do  not, 

as  a  general  rule,  form  a  material  fa(5tor  in  determining  the  location 

for  jetty  works. 

The  author  is  misinformed  about  the  South  Jetty  at  Tampico 
having  been  built  before  the  North  Jetty.  In  fact,  the  latter  was  out 
about  1  500  ft.  before  the  former  was  commenced.  However,  his  views 
upon  the  greater  accumulation  of  sand  deposit  next  to  a  south  jetty 
seem  to  be  reinforced,  as,  in  the  case  at  Tampico,  there  is  now  much 
more  sand  south  of  the  South  Jetty  than  is  the  case  north  of  the 
North  Jetty.  This  difference,  however,  is  due  in  a  great  measure  to 
the  fact  that  during  northers  the  water  accumulates  and  is  driven 
against  the  North  Jetty,  and  finds  its  way  out,  in  an  increased  cur- 
rent, licking  the  North  Jetty  with  such  energy  as  to  scour  the  sand 
from  that  side  and  sweep  it  past  the  front  of  the  jetties  to  the  south 
side. 

AiiEXANDER  E.  Kastl,  M.  Am.  Soc.  C.  E. — During  the  four  years,  Mr.  Kasti. 
1888  to  1891,  inclusive,  the  writer  was  connected  with  the  Brazos  River 
Harbor  Improvement,  in  Texas,  as  Principal  Assistant  Engineer  and 
Engineer,  and  with  the  Tampico  Harbor  Improvement,  in  Mexico,  as 
First  Assistant  Engineer.  His  observations  were  that  the  result- 
ant direction  of  the  littoral  currents  on  the  Gulf  coast  is  south- 
westward  at  the  mouth  of  the  Brazos,  and  southward  at  Tampico. 
These  currents  are  sand-bearing.  At  the  mouth  of  the  Brazos  the 
northeastward  currents  produced  by  southwesterly  winds  are  mere 
surface  currents  and  have  no  appreciable  effect  on  the  sand  move- 
ment. The  same  is  true  of  the  northward  currents  at  Tampico.  A 
study  of  the  detail  charts  of  the  Brazos  River  and  Tampico  Harbors, 
will  show  that  the  sand  movement  is  southward. 

In  reference  to  the  jetties  at  Tampico  the  north  jetty  was  started 
first,  and,  later  on,  the  south  jetty.  Both  jetties  were  carried  seaward 
together.  The  original  intention  was  to  begin  work  on  both  jetties  at 
the  same  time,  but,  as  the  railroad  facilities  were  all  on  the  north  side 
of  the  river,  earlier  and  greater  progress  was  made  on  the  north  jetty. 
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Mr.  Kiistl.  Tho  writer  was  iit  Tampico  Harbor  when  the  work  was  Btarted,  and 
duriiifjf  his  stay  there,  until  A])ril,  1891,  the  work  on  the  north  jetty 
was  always  in  advance  of  that  on  the  south  jetty.  The  i)lan  of  im- 
provement did  not  eontemi)late  the  building  of  either  jetty  first,  but 
the  build iufj:  of  both  jetties  at  the  same  time,  seaward,  as  fast  as  pos- 
sible, and  this  j)lan  was  followed  as  nearly  as  it  could  be.  Tampico 
Harbor  is  the  mouth  of  the  Panuco  Kiver,  and  the  im])rovement  accom- 
I)lished  the  removal  of  the  bar  at  the  mouth  of  the  river.  Before  the 
jetties  were  built  the  depth  of  the  channel  over  the  bar  was  not  more 
than  10  ft.,  whereas  now  there  is  a  channel  of  about  25  ft. 

Much  information  in  regard  to  the  littoral  currents  along  the  Texas 
coast  at  the  mouth  of  the  Brazos  River  is  contained  in  a  paper,*  en- 
titled "The  Brazos  Harbor  Improvement,"  by  George  Y.  Wisner,  M. 
Am.  See.  C.  E. 
Mr.  Raymond.  Thomas  L.  RAYMOND,  M.  Am.  Soc.  C.  E. — The  importance  of  the 
author's  conclusions  in  defining  the  limits  and  direction  of  the  littoral 
currents  of  the  Gulf  of  Mexico,  can  scarcely  be  overestimated  in  their 
practical  bearing  ui^on  the  methods  and  ultimate  efficiency  of  the  work 
of  harbor  improvement  on  the  coast  of  Louisiana,  Texas  and  Mexico. 
From  the  Mississippi  River  to  Tampico  there  are  only  two  harbors 
to-day  which  will  admit  vessels  of  greater  draft  than  12  ft.  over  the 
bars,  though  there  are  many  which  are  of  ample  capacity  inside  the 
sand-bars  blocking  the  entrances. 

The  improvement  of  some  of  these  harbors,  in  addition  to  those 
now  under  treatment,  is  certainly  the  work  of  the  near  future,  and 
any  testimony  corroborative  of  the  record  of  facts  cited  by  the  author 
must  prove  of  value  in  deciding  upon  the  economical  location  of  the 
controlling  structures  at  any  given  place. 

At  Sabine  Pass,  to  which  the  author  refers  casually,  the  limited  ap- 
propriations for  starting  the  work  enforced  the  construction  of  only  a 
portion  of  one  jetty  under  the  first  contract,  and  it  was  decided  to 
build  the  west  jetty  foundation  first,  on  the  theory  that  the  littoral 
current,  which  was  well  understood  to  flow  westward,  would  meet  the 
outward  current  from  the  harbor  and  produce  a  stronger  eroding 
stream  in  the  direction  of  the  resultant  and  parallel  to  the  line  of  the 
jetty. 

Sabine  Pass  is  60  miles  east  of  Galveston  and  unlike  most,  if  not 
all,  other  harbors  upon  the  Gulf  of  Mexico,  had  not  a  suspicion  of  sand 
upon  its  bar,  and  only  a  narrow  fringe  of  sand  on  its  western  bank. 

There  was  much  surprise  when  it  was  discovered  after  the  founda- 
tion of  the  west  jetty  had  been  built,  that  a  sand  bank  had  formed 
against  it  covering  the  work  completely  in  places,  and  extending,  with 
diminishing  thickness,  3  000  ft.  to  the  eastward.! 

*  Transactions,  Vol.  xxv,  1891. 

+  See  report  to  Capt.  Turtle,  in  Report  of  Chief  of  Engineers  for  1885. 
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So  improbable  did  it  appear  that  this  deposit  had  come  from  the  Mr.  Kaymcaul. 
littoral  current,  when  so  little  sand  was  found  in  the  vicinity,  that  its 
formation  was  attributed  to  the  scour  from  the  harbor  above  and  sedi- 
ment from  tributary  streams. 

In  the  light,  however,  of  the  author's  investigations  of  the  experi- 
ence gained  and  increased  depths  produced  by  the  construction  of  the 
east  jetty,  it  seems  certain  that  this  sand  was  caught  by  the  obstruc- 
tion presented  by  the  west  jetty  to  its  westward  flow  along  the  shore. 
The  fact  that  this  deposit  was  found  only  ui3on  the  outer  slope  of  the 
bar  in  depths  from  6^  ft.  to  9  ft.  beyond  the  line  of  the  Gulf  shore, 
where  the  bottom  had  formerly  been  a  soft  clay,  easily  penetrated  by 
a  prod  to  the  depth  of  30  ft.,  adds  to  the  i^robability  of  the  conclusion 
that  this  sand  was  brought  from  the  eastward  by  a  littoral  current  of 
considerable  velocity. 

Had  the  east  jetty  been  built  first,  it  is  fair  to  presume  that  this 
drift  would  have  been  excluded  from  the  channel,  and  that  the  in- 
crease in  depths  would  have  been  realized,  in  some  degree  at  least, 
before  the  construction  of  another  jetty. 

Another  phenomenon  observable  at  all  the  mouths  of  the  Missis- 
sippi River,  at  Calcasieu  Pass,  and,  in  a  marked  degree,  at  Sabine 
Pass,  is  the  projection  of  the  western  banks  of  these  harbors,  further 
into  the  Gulf  than  the  eastern  shore  line.  At  the  entrance  to  the 
South  Pass  jetties,  for  instance,  the  shoaling  beyond  the  end  of  the 
west  jetty  has  built  up  to  Tsdthin  7  ft.  of  the  surface  for  1  000  ft.  seaward 
of  the  terminus  of  the  works,  while  the  widest  and  deepest  channel 
has  for  16  years  turned  sharply  to  the  eastward  around  the  end  of  the 
east  jetty,  directly  in  the  teeth  of  the  undoubted  westerly  littoral 
current. 

At  Sabine  Pass,  where  the  outflow  is  practically  free  from  sedi- 
ment, the  sand  deposit  is  found  only  on  the  west  bank  near  the 
entrance.  This  seems  to  indicate  that  the  westerly  drift,  previously 
described  as  caught  by  the  foundation  course  of  the  west  jetty,  which 
was  built  first,  meeting  the  outward  current  from  the  harbor,  is  car- 
ried by  the  resultant  current  into  the  influence  of  the  eddy  west  of 
the  entrance  and  thrown  up  on  the  west  shore. 

The  tendency  is,  therefore,  to  build  out  the  western  shoals  toward 
the  channel  in  a  direction  opposed  to  the  set  of  the  littoral  current. 
"V^Tien  the  obstruction  of  the  west  jetty  foundation  caught  this  sand 
drift,  this  effect  was  produced  in  a  marked  degree  in  one  year,  and 
the  line  of  deepest  water  moved  a  considerable  distance  to  the  east- 
ward. 

H.  C.  ErPLEY,  M.  Am.  Soc.  C.  E. — The  author  has  opened  up  a  Mr.  Ripley, 
subject  of  the  greatest  interest  to  engineers  devoted  to  the  study  of 
problems  involving  the  effects  of  ocean   currents,  and,  while  he  has 
apparently   given  the   subject   much   study    as   regards   its   literary 
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Mr.  Hipicy.  RKpot't,  he  seems  to  have  laUcu  iuto  seriouH  error  as  to  the  local  con- 
ditions on  the  Texas  and  Mexican  coasts. 

Tlie  writer  is  familiar  with  these  conditions  at  all  the  important 
liarbors  on  tlie  Texas  and  Mexican  (ujasts  from  Sabine  Pass,  Texas,  to 
tht>  Coatzacoalcos  River,  Mexico,  having  made;  personal  examinations, 
more  or  less  extensive,  at  the  following  i)laces,  viz. :  Sabine  Pass, 
Galveston  Harbor,  Brazos  River,  Brazos  Santiago,  Tampico,  Vera 
Cruz  and  the  mouth  of  the  Coatzacoalcos  River,  and  his  study  of  the 
subject  extends  over  a  period  of  more  than  twenty-five  years.  It  is 
the  purpose  of  the  writer  to  limit  his  discussion  to  those  conditions 
of  which  he  has  personal  knowledge. 

It  is  undoubtedly  true  that  there  are  times  w^hen  the  littoral  cur- 
rent along  the  coast  of  Texas  flows  to  the  north  and  east;  but  it  is 
equally  true  that  at  times  it  flows  in  the  opposite  direction.  The 
writer  has  observed  this  phenomenon  many  times  and  at  many 
places  along  this  coast.  Under  his  direction  a  series  of  observations, 
extending  from  1880  to  1884,  were  made  on  Galveston  Bar  at  such 
times  as  work  was  being  done  on  the  south  jetty,  to  determine  the 
direction  and  force  of  these  currents.  The  result  showed  that  the 
southwesterly  currents  largely  prevail  during  the  fall  and  winter 
months,  while  the  northeasterly  currents  prevail  during  the  spring 
and  summer  months.  It  has  also  been  observed  that  when  the  wind 
IS  easterly  or  northerly  the  littoral  current  flows  southwesterly,  and 
when  the  wind  is  westerly  or  southerly  the  current  is  in  the  opposite 
direction.  This  has  led  to  the  conclusion  that  the  littoral  current 
-along  this  coast  is  to  a  large  extent,  if  not  entirely,  dependent  upon 
the  wind.  The  coast  of  Texas  from  Sabine  Pass  to  Ai-ansas  Pass,  is 
nearly  straight,  and  has  a  general  direction  of  southwest  by  west. 
The  line  normal  to  this  direction  is  southeast  by  south  and  northwest 
by  north.  Winds  from  either  of  these  directions  will  be  directly  on 
or  off  shore,  and  hence  their  effect  in  producing  littoral  currents  will 
be  nil  unless  it  be  considered  that  the  water  banked  up  by  on-shore 
wdnds  must  find  a  lateral  escaj)e  along  the  shore  in  either  direction 
from  some  central  point;  and  similarly  the  depression  caused  by  off- 
shore winds  may  cause  a  tendency  toward  the  restoration  of  the 
equilibrium  by  lateral  shore  currents.  Winds  blowing  from  direc- 
tions from  N.  W.  by  N.  around  to  the  N.  and  E.  to  S.  W.  by  S.  will 
tend  to  produce  a  southwesterly  littoral  current,  while  winds  from 
directions  from  N.  W.  by  N.  around  to  the  W.  and  S.  to  S.  W.  by  S. 
will  produce  a  northeasterly  littoral  current. 

In  the  report  of  the  Chief  of  Engineers,  U.  S.  A.,  for  1880,  page 
1  220  el  seq.,  there  are  thirteen  diagrams  which  show  the  direction  of 
the  wind,  the  number  of  miles  traveled  and  the  duration  in  hours  for 
each  month  in  the  year  from  June,  1879,  to  May,  1880,  inclusive,  and 
for   the   -whole  year,  made   from   the   records    of    a    self-registering 
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anemometer  at  Galveston,  Texas.  The  latter  diagram  (for  the  whole  Mr.  Ripley, 
year)  is  reproduced  in  Fig.  6,  and  to  it  is  added  a  dotted  line 
through  the  center  of  the  compass  rose  indicating  the  neutral  axis  of 
wind  effect  upon  littoral  movement.  The  direction  of  this  line  is  N. 
W.  by  N.  and  S.  AV.  by  S.  The  full  line  shows  the  number  of  miles 
traveled  by  the  wind,  and  the  dotted  line  the  corresponding  time.  The 
scale  for  the  wind  is  in  miles,  and  for  the  time  is  in  hours,  the  circum- 
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Fig.  6, 


ference  of  the  small  circle  at  the  center  of  the  compass  rose  being  the 
zero  of  the  scale.  The  area  embraced  within  the  curve  to  the  right  of 
the  neutral  axis  (looking  N.W.)  represents  the  amount  of  wind  tending 
to  produce  a  southwesterly  littoral  current,  while  the  area  embraced 
within  the  curve  to  the  left  of  the  line  represents  the  amount  of  wind 
tending  to  produce  a  northeasterly  littoral  current.  It  may  be  seen 
from  these  diagrams  that  winds  favorable  to  the  production  of  a  south- 
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Mr.  Ripley,  wostorly  littoral  I'uireut  i)revail  almost  wholly  throughout  the  inoutliH 
of  Soptember,  October  and  November,  the  greater  part  of  the  monthH 
of  January,  February,  March,  May,  June  and  December,  a  small  part 
of  April,  and  somewhat  more  than  half  of  the  months  of  May  and 
Auj^ust;  while  the  winds  favorable  to  the  production  of  a  ncu'theast- 
erly  littoral  current  prevail  during  nearly  the  whole  of  the  month  of 
July,  the  larger  part  of  April,  a  considerable  part  of  August,  and  only 
a  very  small  part  of  January,  February,  March,  May,  June  and  De- 
cember. The  diagram  for  the  whole  year  (Fig.  6)  indicates  that  more 
than  two-thirds  of  the  winds  throughout  the  year  are  favorable  to  the 
production  of  a  southwesterly  littoral  current. 

However,  this  is  not  all.  The  littoral  movement,  that  is,  the 
movement  of  sand  along  the  shore,  is  dependent  upon  other  condi- 
tions than  simply  that  of  the  current.  A  current  may  flow  gently  in 
one  direction  for  a  long  time  without  producing  any  appreciable  efl'ect 
in  sand  movement,  unless  the  sand  is  stirred  up  and  held  in  suspen- 
sion by  wave  action,  and  it  is  well  known  that  those  winds  which  tend 
to  produce  a  southwesterly  current  also  produce  the  heaviest  breakers 
upon  the  coast;  hence  the  littoral  movement  to  the  southwest  is  much 
greater  than  is  represented  by  the  duration  of  the  littoral  current  in 
that  direction. 

The  resultant  amount  of  the  littoral  movement  along  the  north- 
west and  west  coast  of  the  Gulf  of  Mexico  is  more  definitely  shown  by 
the  character  of  the  bars  and  channels  at  the  various  passes  along  the 
coast.  In  their  original  condition  the  channels  leading  from  the 
passes  across  the  bar  to  the  Gulf  were  invariably  flexed  to  the  south, 
with  twonotable  exceptions,  namely,  the  mouth  of  the  Brazos  River, 
in  Texas,  and  the  mouth  of  the  Panuco  River,  in  Mexico.  The  cause 
of  the  southerly  flexure  at  other  places  is  the  resultant  southwest- 
erly littoral  movement,  which  deposits  sand  upon  the  northeast  side 
of  the  channel  and  forces  it  over  to  the  south.  This  was  very  evi- 
dent at  Galveston  where  the  channel  after  passing  beyond  the  gorge, 
turned  abruptly  to  the  south  and  extended  for  4  miles  before  cross- 
ing the  bar.  At  Pass  Cavallo  the  channel  hugs  the  west  shore  of 
the  Pass  for  more  than  4  miles  to  the  south,  when  by  going  southeast 
a  much  shorter  route  to  the  Gulf  could  be  had.  At  Aransas  Pass  the 
channel  formerly  turned  south  inside  of  the  wreck  Mary,  crossing  the 
bar  far  to  the  south  cf  its  present  position.  The  easterly  flexure  of 
the  channel  at  the  mouth  of  the  Brazos  River  is  caused  by  the  alluvial 
deposit  from  the  river,  to  the  west  of  the  mouth,  due  to  the  south- 
westerly littoral  current.  This  deposit,  being  at  times  greatly  in 
excess  of  the  littoral  movement  of  sand,  forces  the  channel  to  the 
eastward  on  the  line  of  least  resistance.  A  similar  condition  exists  at 
the  mouth  of  the  Panuco  River,  in  Mexico,  where  the  enormous  alluvial 
deposit  in  front  and  to  the  south  of  the  mouth  of  the  jetties  has  caused 
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a  northeasterly  fiexiire  of  the  channel,  to  meet  the  conditions  of  least  Mr.  Ripley, 
resistance. 

The  southwesterly  movement  of  the  passes  along  the  Texas  coast  is 
also  a  measure  of  the  resultant  littoral  movement.  Galveston  Island 
has  very  materially  shortened  its  length  at  the  east  end  by  erosion 
and  increased  its  length  at  the  west  end  by  accretion,  within  the 
period  of  official  surveys.  Pass  Cavallo  has  moved  to  the  westward 
within  the  experience  of  the  writer,  so  as  to  completely  engulf  an  old 
fort  built  by  the  Confederates,  and  has  eroded  the  shore  for  consider- 
able distance  beyond. 

The  movement  of  Aransas  Pass  is  remarkable.  The  following 
table,  compiled  from  official  records,  shows  the  amount  by  periods: 

Movement  of  Abansas  Pass  to  the  Southwest  from  1861  to  1887. 


Dates. 

Movement. 

Time. 

Movement  per  year. 

1861  to  1868 

1  300  ft. 
650  - 
400  " 

1500  " 

700  " 

150  " 

75  '' 

7  years. 

3  *' 

4  '' 

3  " 

4  •' 
3      " 
2       •' 

186  ft. 

1868  to  1871 

217  '• 

1871  to  1875 

100  •' 

1875  to  1878 

500  " 

1878  to  1882 

178  " 

1882  to  1885 

50  '• 

1885  to  1887 

37  " 

1861  to  1887 

4  775  ft. 

26  years. 

184  ft. 

An  inspection  of  this  table  shows  that  the  southwesterly  movement 
of  this  pass,  although  not  uniform,  has  been  continuous  for  26  years, 
and  the  topography  of  St.  Joseph  Island  indicates  that  this  move- 
ment has  progressed,  from  a  point  near  Lydia  Ann  Island,  a  distance 
of  2^  miles  from  its  present  location  probably  within  the  present 
century.  The  extraordinary  movement  from  1875  to  1878  was  jorob- 
ably  due  to  the  storm  of  1875,  which  was  one  of  remarkable  severity, 
and  the  small  movement  since  1882  has  been  due  to  artificial  works 
which,  since  their  completion,  have  rendered  the  position  of  the  Pass 
stable. 

The  theory  advanced  by  the  author  as  a  basis  for  the  design  of  the 
curved  breakwater  partially  constructed  by  the  Aransas  Pass  Harbor 
Company  is  entirely  new  to  the  writer,  and  if  it  were  correct  the  de- 
signers of  the  work  would  certainly  be  subjected  to  the  ridicule  of 
the  profession.  A  concise  statement  of  the  theory  upon  which  this 
work  was  designed  is  to  be  found  on  page  33  of  House  Document  137, 
55th  Congress,  2d  Session,  from  which  the  following  quotation  is 
made: 

"  In  plan  it  will  differ  from  the  usual  form  of  jetty  or  breakwater, 
being  detached  from  the  shore  and  located  on  the  bar  to  the  '  wind- 
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.^Ir.  Kii)i«>y  ward  '  of  tlio  cliaimel.  Its  axis  will  b(^  curved  (coini)()und  and  reverHC) 
to  prodnco  roactioiiH  Himilar  to  tlioHo  fouud  iu  the  coucavitieH  of 
Btroams,  and  liaviu}^'  radii-  Hutlicieut  to  maintaiu  (dianiiols  of  the 
requisite  dei)ths,  as  revc^alcd  bv  existiuf^  curves  and  their  result- 
ing de])ths  of  over  '.W  ft.,  iioav  found  iusid(^  the  bar.  It  is  desij^nc^d  to 
fullill  the  fundamental  conditions  of  {(()  arresting  the  littoral  drift; 
(h)  admitting  the  full  tidal  i)rism  to  the  interior  lagoons;  (c)  con- 
trolling the  ebb  currents  and  producing  a  reaction  across  the  bar; 
{(/)  changing  the  condition  of  e(iuilibrium  of  Hood  and  ebb  currents 
in  favor  of  the  latter;  and  (c)  of  affording  aids  to  navigation  bv  a 
structure  of  only  half  the  length  of  the  usual  convergent  or  parallel 
jetties  iu  pairs." 

The  partial  execution  of  this  work  has  fully  confirmed  the  correct- 
ness of  this  theory,  both  as  to  results  and  economy  of  execution. 

If  the  author  has  really  proved,  as  he  says,  by  a  series  of  experi- 
ments that  the  littoral  current  at  Pass  Cavallo  comes  from  the  south, 
it  would  be  a  valuable  addition  to  his  paper  to  include  that  demon- 
stration in  his  final  remarks. 
Mr.  Sweitzer.  N.  B.  Sw^EiTZER,  Jr.,  Juu.  Am.  See.  C.  E. — It  was  not  the  intention 

of  the  author  to  enter  into  the  merits  of  the  dififerent  systems  of  jetty 
construction,  nor  did  he  intend  to  cast  any  reflections  on  Mr.  Cameron, 
and  his  engineers,  Messrs.  Haupt,  Wisner  and  Ripley,  as  to  the  merits 
of  theii-  reaction  jetty  at  Aransas  Pass,  Texas.  That  the  jetty  was  well 
planned  and  the  idea  novel,  there  can  be  but  little  doubt,  and  if  it  had 
been  placed  on  the  south  side  of  the  Pass  instead  of  the  north,  with  the 
spur  jetty  noi-th  of  it,  in  the  opinion  of  the  author,  the  promised  depth 
would  have  been  obtained.  In  this  connection  it  should  be  stated  that 
the  last  Government  survey  of  the  Pass,  in  the  fall  of  1888  (of  the  in- 
strumental work  of  which  the  author  was  in  charge),  showed  no  positive 
e\'idence  of  a  "jetty  crossing  the  work"  and  stopping  erosion  on  the 
crest  of  the  bar. 

The  author,  on  behalf  of  the  contractor,  and  Mr.  Pitts  for  the  com- 
pany, had  joint  charge  of  a  survey  made  about  four  months  previous  to 
this,  which  revealed  nothing  positive  as  to  this  old  jetty.  There  is  a 
supposition,  but  no  positive  proof,  that  this  jetty  still  exists. 

Considerable  stress  is  put  on  the  fact  that  the  inlets  on  this  part  of 
the  Texas  coast  are  moving  toward  the  south,  and,  therefore,  the  littoral 
current  also  must  necessarily  move  south. 

"  It  is  generally  assumed  that  the  motion  of  a  body  is  in  the  direction 
of  the  resultant  of  the  component  forces  acting  upon  it.  This  being  a 
physical  law  the  direction  of  movement  of  the  inlets  (when  un- 
restricted) should  indicate  the  direction  of  the  forces  causing  that 
effect.  Hence,  w'hen  it  is  found  that  an  inlet  is  moving  to  the  south, 
it  is  difficult  to  understand  how'  the  littoral  current  (producing  that 
progression)  flows  from  the  south." 

The  littoral  current  moving  north  along  Mustang  Island  (Fig.  7) 
intersects  the  current  either  at  ebb  or  flood  tide  coming  through  the 
Pass  and  normal  to  it,  thus  changing  the  direction  of  the  littoral  current 
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(locally)  aud  preventing  it  from  impinging  on  the  south  side  of  St.  Joseph  Mr.  Sweitzer, 
Island.  The  littoral  current  does  not  have,  at  all  times,  of  itself, 
enough  bottom  velocity  (as  mentioned  in  the  paper)  to  carry  the  heavy 
sands,  but,  held  in  suspension  by  the  waves,  tliey  are  carried  across  the 
Pass  from  Mustang  Island,  from  which  they  are  detached  by  continuous 
and  heavy  breakers  caused  by  southeast  winds,  and  deposited  on  the 
south  shore  of  St.  Joseph  Island.  It  should  be  mentioned  here  that 
winds  from  the  noi-th,  or  "northers,"  do  not  cause  surf,  and  hence  the 
sands  are  but  little  disturbed  on  the  Gulf  side,  but  these  A\dnds  do  drive 
the  waters  with  great  velocity  out  of  the  bays,  thus  helj^ing  in  the 
southward  movement  of  the  inlets.  As  northers  last  but  a  few  days  in 
winter,  they  are  but  a  small  factor.  The  rip -rap  placed  on  the  north- 
ern shore  of  Mustang  Island  has  stopped  the  erosion  of  that  shore  line, 
but  in  six  months,  including  the  summer  of  1888,  when  there  was  not 

r\-r>a  /lo-r'  n>f  n  r»T>+l-i   ^«7-inrlc     Sf     .TrxaATil-t   TqI  a  n  rl    •mnvAfl    «mi+li    900  ft.,  narrow- 
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summer. 

Mr.  Haupt's  theory  regarding  the  circulation  in  the  Gulf  is  very 
interesting,  but  when  it  is  remembered  that  after  entering  the  Gulf  the 
rate  of  speed  is  about  3  miles  an  hour  and  it  would  be  hard  to  see  how 
this  could  be  kept  up  for  hundreds  of  miles  without  exerting  a  pro- 
pelling force,  it  is  probably  here  that  the  "vertical  movement"  men- 
tioned comes  in. 

Mr.  Ripley's  wind  diagram  for  the  harbor  of  Galveston,  coincides 
exactly  with  the  author's  theory,  viz.,  that  the  littoral  current  comes 
from  the  east  in  the  vicinity  of  Galveston,  where  it  meets  that  from  the 
southeast  depending  on  the  intensity  and  velocity  of  the  wind.  It 
should  be  understood  that  this  current  is  controlled  by  the  wind,  and, 
like  the  Gulf  Stream  proper,  is  subject  to  many  fluctuations,  but  that 
the  main  course  is  that  indicated  by  the  author. 

Mr.  Kastl  is  respectfully  referred  to  the  Annual  Report  of  the 
Chief  of  Engineers,  U.  S.  A.*,  September  6th,  1887,  which  states  : 

"A  map  of  recent  survey  shows  the  channel,  instead  of  running 
southeast  in  the  direction  intended,  turned  off  at  a  right  angle  and  run- 
ning northeast  across  the  jetty." 
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Mr.  Sweitzer.  The  autlior  wiiH  iiiisinforiiied  rogardiug  tlio  jotty  at  Tampico,  but  if 

the  south  jetty  was  not  l)uilt  firHt,  it  Hhouhl  liave  been. 

INIr.  Wisner  olmerveH  that  :  "  The  direction  of  the  reHultaut  littoral 
current  alonjjj  tlie  Texas  coast  has  been  established  beyond  question  by 
careful  observers."  The  author  has  a  letter  from  Professor  Menden- 
hall,  Chief  of  the  Coast  Survey,  in  which  he  says  :  "Nothing  positive  is 
known  of  the  cuiTents  in  the  Gulf  of  Mexico." 
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THE  NIAGARA  RAILWAY  ARCH. 


By  E.  S.  Buck,  M.  Am.  Soc.  C.  E. 
Pkesentted  Mat  18th.  1898. 


WITH  DISCUSSION. 

Historical. — Probably  there  is  no  bridge  site  on  the  Western  Con- 
tinent of  greater  technical  as  T^eU  as  historic  interest  than  that  of 
the  Niagara  Railway  Arch.  Each  of  the  former  bridges  at  this  site 
possessed  in  its  day  new  and  striking  features,  and  marked  a  distinct 
advance  in  American  engineering. 

The  plan  of  spanning  the  Niagara  gorge  with  a  suspension  bridge 
probably  first  took  practical  shape  when  it  was  suggested  to  the  Hon. 
William  Hamilton  Merritt,  of  St.  Catharines,  Ontario,  by  a  descrip- 
tion of  the  Freiburg  Suspension  Bridge  in  a  letter  from  a  friend. 
This  was  in  1844.  In  1846,  through  Mr.  Merritt 's  efforts,  charters 
were  obtained  from  the  State  of  New  York  and  the  Canadian  Grovern- 
ment  for  the  construction  of  the  first  bridge  across  the  gorge.  The 
scope  of  the  bridge  to  be  built  was  not  then  definitely  determined, 
but  the  charters  show  an  appreciation  of  the  probable  development  of 
railroad  facilities  and  the  demand  for  a  railroad  bridge  at  this  point. 
At  that  time  there  was  no  railroad  to  Niagara  Falls  from  the  West,  al- 
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tliongli  tlie  Great  Western,  afterward  a  lessee  of  the  bridge,  was  in 
course  of  construction. 

First  Siisjiension  Bridge. — In  the  winter  of  1847  the  bridge  com- 
panies made  a  contract  with  Charles  Ellet  to  construct  a  bridge  on  the 
site  occupied  by  the  present  bridge.  It  was  their  ultimate  i)urpose 
to  build  a  railway  bridge,  but  the  plan  was  delayed  for  some  years  by 
the  magnitude  of  the  undertaking  and  lack  of  funds.  Mr.  Ellet  first 
threw  across  the  gorge  a  cable  of  thirty-six  No.  9  wires,  on  which  a 
light  iron  carriage  was  run  for  about  a  year  and  used  for  the  pur- 
poses of  the  subsequent  work  and  for  passenger  service.  From 
this  was  developed  the  earliest  bridge  (shown  in  Plate  III),  which 
was  completed  in  1848.  This  bridge  had  no  stiffening  truss.  Its 
towers  were  of  wood,  and  the  expansion  rollers  consisted  of  a  single 
wooden  cylinder  under  each  group  of  cables,  that  is,  two  cylinders 

on  each  tower.     A  cross-section 
x.         I  I        y/   of    this     bridge     is     shown    in 

\  /  ^''-  '• 

V  y  Mr.  Ellet's  connection  with 

\  /  the   work   ceased   on    the  com- 

I  \  l^^^^~^-vt.-^-<.-/.nst«f^^/,fi?F^t^^_/_^  pletion  of  this   bridge,  and  he 

y tV T  had  no   hand    in   planning   the 

CROSS  SECTION  OF  BRIDGE  AT  CENTER       railway  bridge   as  finally   built 

Fig-  1-  in  1853-1855. 

Railway  Suspension  Bridge. — The  conception,  development  and  exe- 
cution of  this  bridge  were  the  work  of  the  late  John  A.  Roebling,  M. 
Am.  Soc.  C.  E.  Both  as  an  engineering  feat  and  as  an  historical  event, 
Mr.  Roebling's  great  work  is  of  enduring  interest.  It  is  fair  to  say 
that  in  the  Niagara  Railway  Suspension  Bridge  the  results  of  theoreti- 
cal research  were  more  successfully  applied  to  practical  conditions, 
so  far  as  the  strength  of  materials  is  concerned,  than  in  any  other 
bridge  built,  up  to  that  time.  A  view  of  this,  bridge  is  shown  in 
Plate  IV. 

Prior  to  this,  Mr.  Roebling  had  built  six  suspension  bridges,  but 
these  were  for  light  highway  traffic  and  did  not  demonstrate  his  abili- 
ties to  the  extent  shown  by  this  work. 

The  idea  of  a  suspension  bridge  for  railway  service  met  with  strong 
opposition,  some  of  it  from  high  sources.  Its  opponents  insisted  that 
a  suspension  bridge  under  the  weight  of  a  railway  train  must  neces- 
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sarily  be  subjected  to  excessive  and  dangerous  deflection.  Mr.  Steven- 
son was  at  this  time  evolving  the  i^lans  for  the  Victoria  Tubular  Bridge 
at  Montreal,  and  opinion  was  divided  as  to  the  comparative  merits  of 
the  two  types.  It  was  no  small  part  of  Mr.  Roebling's  task  to  over- 
come the  prejudice  against  his  chosen  type  of  bridge.  Even  after  its 
completion  and  successful  operation  for  several  years,  it  was  still  the 
object  of  much  criticism,  most  of  which  was  biased  and  absurd.  It 
is  a  strange  coincidence  that  these  two  bridges,  the  Niagara  Railway 
Suspension  Bridge  and  the  Victoria  Tubular  Bridge,  built  at  about 
the  same  time  and  for  the  same  object,  but  so  totally  different  in 
principle,  should  serve  for  almost  the  same  length  of  time  and  pass 
out  of  existence  together,  to  give  place  to  more  vigorous  successors, 
better  capable  of  meeting  the  ever-growing  exactions  of  trade  and 
travel. 

It  was  Mr.  Roebling's  firm  conviction  that  no  other  type  of  bridge 
was  adaptable  to  the  Niagara  gorge,  and  that  the  suspension  bridge 
was  the  coming  type  for  long-span  bridges.  In  the  first  view  he  was 
mistaken,  for  of  the  three  bridges  now  sjDanning  the  gorge,  only  one 
is  a  suspension  bridge,  and  that  is  being  replaced.  In  the  second, 
he  was  likewise  wrong,  and  yet  in  a  measure  right.  The  Niagara 
Bridge  was  the  only  railway  suspension  bridge  ever  built.  Only 
one  other  was  commenced,  and  that  was  not  completed.  Still,  this 
type  has  been  accepted  by  high  authority  as  available  for  spans  of 
a  length  beyond  the  reach  of  other  types,  for  railway  as  well  as 
highway  service.  Even  viewed  in  the  light  of  increased  experience, 
and  among  the  vastly  multiplied  works  of  the  engineer,  despite 
flaws  developed  by  long  service,  and  reconstruction  rendered  neces- 
sary by  time  and  abuse,  the  Niagara  Railway  Suspension  Bridge 
will  always  be  considered  a  monument  to  engineering  skill.  It  was 
a  great  leap  toward  the  high  i^lane  occupied  by  bridge  construction 
at  the  present  day. 

Reccnisiruction  of  Railicay  Suspensio/i  Bridge. — In  1877,  examination 
disclosed  that  the  outside  layers  of  wires  in  the  cables  had  corroded  at 
the  anchorages.  The  cables  were  here  embedded  in  concrete.  The 
strain  on  them  due  to  moving  loads  had  worked  them  loose  from  the 
concrete,  and  left  a  small  surrounding  space  open  to  the  admission  of 
water.  This  resulted  in  considerable  corrosion,  especially  underneath 
the  cables,  from  the  face  of  the  masonry  back  to  the  shoe. 
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The  renovation  of  the  cables,  and  all  the  subsequent  work  of  renew- 
ing the  bridge,  was  designed  and  executed  by  L.  L.  Buck,  M.  Am. 
Soc.  C.  E.  The  defective  wires  were  cut  out  and  the  sound  ends  con- 
nected and  spliced  under  proper  stress.  The  greatest  number  of  wires 
that  required  splicing  at  one  end  of  any  of  the  cables  was  65.  The 
wires  removed  were  thoroughly  tested  to  ascertain  if  there  had  been 
any  deterioration  other  than  that  due  to  local  corrosion.  The  results 
indicated  none  whatever.  In  fact,  some  of  the  wires,  corroded  partly 
through,  showed  a  greater  ultimate  strength  per  square  inch  of  re- 
maining section  than  did  the  unaffected  wire. 

The  wire  in  the  cables  of  the  early  EUet  bridge  was  used  in  the  cables 
of  the  railway  bridge.  The  total  number  of  wires  in  the  four  cables 
was  14  560.  When  the  cables  were  taken  down  last  year  the  wires 
were  in  an  excellent  state  of  preservation.  In  fact,  it  can  be  safely 
stated  that,  after  42  years  of  service,  they  were  as  sound  as  when  first 
placed  in  position.  It  is  interesting  to  note  that  when  the  strands 
were  cut  into  short  lengths  they  curled  up,  an  indication  that  they 
still  retained  the  set  given  them  by  the  reels  on  which  they  had 
originally  been  coiled,  and  that  they  had  not  been  overstrained. 

During  the  work  of  rei)airing  the  cables  it  was  discovered  that 
parts  of  the  anchorage  had  been  badly  strained,  by  reason  of  imper- 
fectly formed  eye-bar  heads,  light  pins,  and  imperfect  packing.  To 
reinforce  these,  two  new  anchorages  were  put  down  behind  the  old 
ones,  on  each  side  of  the  river,  connecting  directly  with  the  shoes 
carrying  the  strands  of  the  cables.  This  addition  increased  the 
strength  of  the  anchorages  about  50  per  cent. 

While  reinforcing  the  anchorages,  Mr.  Buck  made  a  careful  study 
of  the  problem  of  renewing  the  stiffening  truss.  The  old  wooden 
truss  was  very  badly  decayed  and  racked,  and  was  fast  becoming 
ineffective.  His  plans  contemplated  replacing  the  wooden  truss  with 
a  metal  truss  without  interrupting  traffic.  At  the  time,  this  was  con- 
sidered a  very  daring  undertaking,  and  grave  fears  were  felt  as  to  its 
safety  and  success.  However,  in  1880  the  entire  plan  was  carried  out 
without  a  single  serious  mishap.  This  change  decreased  the  dead  load 
on  the  cables  by  178  tons,  and  permitted  a  safe  increase  of  live  load 
of  from  200  to  350  tons. 

A  full  description  of  the  work  of  reinforcing  the  anchorages  and 
renewing  the  stiffening  truss  can  be  found  in  Mr.  Buck's  paper  on  the 
subject  in  the  Transactions  of  the  Society,  June  15th,  1881. 
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In  1886  it  was  decided  that  safety  demanded  the  renewal  of  the  stone 
towers  carrying  the  cables.  These  had  for  some  years  shown  signs  of 
disintegration,  but  they  were  kept  in  fair  condition  by  replacing  de- 
fective stones  from  time  to  time  with  sound  ones.  The  disintegra- 
tion was  due  to  the  inferior  quality  of  the  stone,  and  was  augmented 
by  the  failure  of  the  rollers  under  the  cable  saddles  to  perform  their 
function  because  of  rust.  In  fact,  when  the  roller  beds  were  taken 
out,  the  rollers  were  found  to  be  fixed  immovably  in  a  mass  of  rust 
and  cement,  which  had  worked  its  way  in  from  the  mortar  with  which 
the  saddles  were  originally  covered  by  Mr.  Roebling.  This  caused 
rocking  of  the  towers  under  live  load  and  changes  of  temperature, 
and  greatly  accelerated  the  destructive  action  of  the  frost  on  the 
masonry.  It  was  at  first  attempted  to  preserve  the  towers  by  cutting 
away  the  defective  surface  stones  and  casing  them  in  sound  masonry, 
but  it  soon  developed  that  the  disintegration  had  penetrated  too 
deeply  to  be  remedied  by  this  means.  It  was  then  decided  to  reiDlace 
them  with  towers  of  iron. 

Briefly  described,  this  was  accomplished  as  follows: 

The  corners  of  the  stone  towers  were  cut  away,  to  admit  the  piers 
and  legs  of  the  new  towers,  which  were  then  j^laced  in  position  and 
temporarily  secured  to  the  former  with  clamps.  The  saddles  carry- 
ing the  cables  on  one  tower  were  then  lashed  securely  to  a  lifting 
frame,  consisting  of  bent  eye-bars  and  built  beams,  and  the  two  cables 
were  raised  together  by  means  of  six  125-ton  hydraulic  jacks,  resting 
on  the  new  tower  leg.  When  lifted  high  enough,  the  weight  of  the 
cables  was  taken  on  four  short  cast  columns,  one  at  the  top  of  each 
tower  leg.  The  old  saddle  bearings  and  three  courses  of  masonry 
were  then  removed,  and  the  heavy  built  base  to  take  the  bed  plates 
under  the  saddles  was  moved  into  place.  The  new  rollers  and  bed 
plates  were  then  placed  under  the  saddles  and  the  weight  taken 
on  them.  While  the  cables  were  being  lifted,  a  period  of  about  eight 
hours,  no  trains  were  allowed  on  the  bridge.  This  completed  the 
work  of  reconstruction  of  the  suspension  bridge.  There  then 
remained  nothing  of  the  original  structure,  except  the  cables,  saddles, 
suspenders  and  anchorages.  The  reconstructed  bridge  is  shown  in 
Plate  V. 

It  was  thought,  when  it  was  decided  to  replace  the  suspension 
bridge,  that  the  old  bridge  could  be  utilized  at  another  site,  but  when 
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the  work  was  done,  no  site  was  available;  and,  owing  to  the  difficulty 
and  expense  of  taking  it  down  in  i3roper  condition  for  re-erection,  the 
whole  structure,  except,  perhaps,  the  suspenders  and  the  wind-guys, 
was  consigned  to  the  scrap  heap.  Some  of  this  material,  after  going 
through  the  furnace  and  rolls,  will  appear  again  in  the  Niagara  Falls 
and  Clifton  Bridge. 

Arch. — The  completed  arch  is  shown  in  Plate  VI.  In  treating  of 
the  present  bridge,  a  simple  recital  of  the  facts,  as  observed  by  the 
author,  is  all  that  he  can  contribute  towards  a  discussion  of  the 
principles  involved  in  the  evolution  of  a  work  with  which  he  was 
fortunate  in  being  associated,  during  its  design  and  execution.  He 
feels  that  much  of  value  can  be  and  should  be  contributed  on  the 
subject  of  steel  arch  construction  from  many  well-equipped  sources, 
and  therefore  hopes  that  whatever  is  lacking  m  the  paper  will  be 
forthcoming  in  its  discussion. 

The  steel  arch  has,  within  the  past  few  years,  grown  greatly  in  in- 
terest and  importance,  and  is  entitled  to  full  consideration.  It  is 
rigid,  and,  at  such  a  site  as  the  Niagara  Gorge,  is  economical  beyond 
any  other  type.  It  also  stands  far  ahead  of  all  others,  except,  that  in 
point  of  beauty,  perhaps  its  anti-type,  the  suspension  bridge,  takes 
first  place  in  the  minds  of  some. 

There  is  lacking  the  simple  practical  treatment  of  metal  arches 
which  has  been  given  to  other  types  of  trusses,  a  treatment  which 
would  supply  the  wants  of  the  engineer  who  seeks  results  and  cannot 
afiford  to  master  the  numerous  partial  and  abstract  treatises  in  order  to 
reach  them. 

The  fund  of  information  on  this  subject  is  not  scant,  but  it  needs 
concentration. 

The  author  has  derived  much  assistance  from  the  work  on  arches,^ 
by  Charles  E.  Greene,  M.  Am.  Soc.  C.  E. ,  but  this  does  not  supply  the 
entire  need. 

Division  of  Types.  — Arches  are  usually  divided  into  three  general 
types:  1st,  three-hinged;  2d,  two-hinged;  yd,  hingeless  or  elastic. 
Without  changing  the  form  or  arrangement,  or  in  fact  anything  other 
than  inconspicuous  details,  the  same  general  design  can  be  put  in  any 
of  the  three  classes,  and  in  each  instance  will  be  subjected  to  radically 
different  stresses  and  deflections  under  load.  The  problem  as  to  which 
*  "  Trusses  and  Arches  Analyzed  and  Discussed  by  Graphical  Methods."' 
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of  the  three  types  is  best  suited   to  given  conditions  is  difficult  to 
solve. 

The  three-hinged  arch  has  been,  and  will  perhaps  continue  to  be, 
a  popular  type,  on  account  of  its  simplicity  of  computation  and  adjust- 
ment, and  the  practical  absence  of  temperature  stresses.  However, 
■what  is  gained  in  these  respects  is  at  the  cost  of  rigidity,  a  matter  of 
smaller  importance  in  roof  trusses,  but  of  great  importance  in  bridges, 
especially  in  those  for  heavy  service.  Every  hinge  is  intended  to  pro- 
vide for  movement,  and  facilitates  distortion  under  eccentric  loading. 

A  marked  advantage  in  removing  the  center  hinge  is  that  reversal 
in  the  web  members  is  greatly  reduced,  and  the  top  chord  is  made  to 
carry  a  larger  proportion  of  the  stresses  which  are  otherwise  carried 
almost  entirely  by  the  rib. 

Hence  the  question  arises:  which  is  preferable,  ease  of  calculation 
and  adjustment,  inconsiderable  temperature  stresses  and  greater 
vibration,  or  greater  rigidity  with  increased  temperature  stresses  and 
difficulty  of  adjustment  ?  On  similar  grounds,  comparison  can  be 
made  between  the  two-hinged  and  the  hingeless  arches. 

Niagara  Railway  Arch. — In  the  design  of  the  Niagara  Railway  Arch, 
the  problems  presented  by  the  excessive  loading  to  be  provided  for, 
by  the  length  of  the  span,  and  in  the  erection,  which  had  to  be  accom- 
plished without  interruption  to  traffic,  all  required  careful  treatment. 

The  Chief  Engineer,  after  a  thorough  investigation  of  all  available 
types,  fixed  on  the  two-hinged  spandrel-braced  arch  as  best  meeting 
all  requirements.  In  1882-83,  when  the  subject  of  building  a  bridge 
for  the  Michigan  Central  Railway,  across  the  Niagara  Gorge,  was  under 
consideration,  he  prepared  a  design  and  estimate  for  a  spandrel-braced 
arch  for  that  work,  to  be  erected  in  the  same  manner  as  the  Niagara 
Railway  Arch.  This  design  included  the  center  hinge.  However,  no 
opportunity  was  given  to  present  it  to  the  Bridge  Comj)any.  The 
present  cantilever  was  the  design  adopted  and  built.  The  Driving 
Park  Avenue  bridge  at  Rochester,  also  designed  by  him,  was  a  three- 
hinged  spandrel -braced  arch.  The  cantilever  method  of  erection  was 
likewise  contemplated  in  the  Rochester  design,  but  as  the  use  of  false- 
work there  was  not  imjoossible,  and  the  method  of  erection  was 
optional  with  the  contractors,  they  adhered  to  the  latter  method. 

After  a  careful  consideration  of  the  vibrations  of  the  Rochester 
bridge,  under  loads  most  calculated  to  produce  vibrations,  Mr.  Buck 
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decided  that  it  "would  be  best  to  omit  the  center  hinge  in  the  Niagara 
Arch.  Yet  his  investigations  showed  that  at  Rochester,  as  probably  in 
most  cases,  the  vibrations  seemed,  to  a  person  standing  on  the  structure, 
to  be  much  greater  than  they  actually  were.  The  results  in  this  regard 
in  the  Niagara  Arch  are  very  gratifying.  Vibrations  due  to  trains 
passing  over  at  a  rate  of  20  miles  per  hour  are  scarcely  noticeable, 
while  the  generally  irresistible  jog  trot  of  a  horse  seldom  produces  the 
usual  responsive  swing.  1  he  stiffness  thus  attained,  the  author 
believes,  has  never  been  found  in  any  other  bridge  of  equal  span. 
The  calculated  deflection  under  a  moving  load  of  10  000  lbs.  per  run- 
ning foot  is  lit  ins. ,  and  the  observed  deflection  under  the  test  load, 
which  was  about  6  500  lbs.  pev  running  foot,  was  y|  in. 

Method  of  Calculation. — The  absence  of  the  center  hinge  in  the  span- 
drel-braced arch  renders  the  calculation  of  stresses  decidedly  more 
diflScult  than  in  the  three-hinged  type.  The  method  of  calculation 
used  was  that  given  in  Professor  Greene's  book  on  Arches,  Chapter 
XII.  However,  the  sections  of  the  rib  in  the  Niagara  Railway  Arch 
are  increased  so  as  to  be  a  mean  between  those  required  by  this 
method  and  what  would  be  required  if  there  were  a  third  hinge. 
This  was  done  to  meet  any  inaccuracy  of  adjustment  due  to  varying 
temperature. 

Foundations. — The  skewbacks  of  the  arch  span  were  located  with  a 
view  to  bring  the  thrust  of  the  arch  on  the  "  Clinton  Ledge,"  a  solid 
stratum  of  gray  limestone,  from  12  to  14  ft.  thick,  about  half  way  between 
the  water  and  the  top  of  the  bluff.  Above  is  a  blue  shale,  and  below 
is  the  beginning  of  the  Medina  sandstone  formation,  thin  layers  of  shale 
and  sandstone  sometimes  running  into  solid  sandstone  4  to  5  ft.  thick. 
The  bearing  comes  very  fairly  on  the  ledge  on  the  New  York  side, 
where  the  stone  was  cut  at  the  right  angle  to  receive  the  masonry 
directly.  But  on  the  Canada  side,  the  bearing  was  not  so  favorable 
and  concrete  had  to  be  used  under  the  front  of  the  south  skewback 
and  under  the  entire  north  skewback.  The  heavy  face  wall  under  the 
New  York  skewbacks  was  necessitated  by  the  undue  encroachment  of 
the  Gorge  Road  upon  the  site.  The  cut  made  for  this  road  left  here 
an  almost  vertical  face,  liable  to  disintegration  on  exposure,  directly 
at  the  front  of  the  skewbacks.  The  skewback  masonry  is  limestone, 
with  granite  copings,  entirely  of  dimension  stones  with  l-in.  joints  and 
strong  bond. 
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All  masonry,  except  the  retaining  wall  under  the  New  York  skew- 
backs,  was  put  in  with  rented  plant  and  hired  labor,  with  results  very 
satisfactory,  both  as  to  the  cost  and  the  quality  of  the  work  obtained. 

The  maximum  loads  on  the  masonry  are  as  follows  : 

On  toj)  of  coping 339  lbs.  per  square  inch. 

Under  "        300    "       " 

On  concrete 113    "      " 

Bust  Joint. — The  rust  joint,  between  the  masonry  and  the  shoe,  is  a 
mixture  of  32  parts  of  cast-iron  filings  to  1  pai*t  of  sal  ammoniac 
by  weight,  very  thoroughly,  rammed.  These  ingredients  and  pro- 
portions were  adopted  after  experimenting  with  several  formulae. 
Thorough  ramming  is  the  most  important  part  of  the  operation. 

End  Bearings. — The  details  of  the  end  bearings  of  the  arch  span 
are  shown  in  Fig.  2. 

They  consist  of  two  steel  castings,  having  between  the  concave  face 
of  the  lower  and  the  convex  face  of  the  upper  a  nest  of  45  segmental 
rollers  set  radially  with  respect  to  the  center  movement  at  A.  The 
axis  of  the  cylindrical  bearing  faces  is  likewise  at  A,  and  perpendicular 
to  the  vertical  axial  plane  of  the  bridge.  This  form  of  bearing  reduces 
frictional  resistance  much  as  a  ball-bearing  does,  and  was  adopted  to 
avoid  the  use  of  an  excessively  large  pin,  with  which,  movement  is 
rather  doubtful  of  realization. 

In  placing  the  rollers,  the  outside  plugs  h  were  inserted  tempo- 
rarily, to  hold  them  in  their  correct  radial  position  and  render  them 
fixed.  At  the  top  the  rollers  almost  touch  each  other,  and  in  the  wider 
spaces  at  the  bottom  there  are  -i^-in.  square  bars  to  cause  contact  and 
restrict  movement  should  there  be  any  tendency  to  overturn.  The 
bars,  tap-bolted  on  both  the  upper  and  the  lower  castings  at  each  end 
of  the  roller  beds,  are  further  safeguards  against  undue  movement. 
Thus  the  rollers  act  like  leaves,  and  can  move  either  way  through  only 
a  limited  range  without  binding.  As  the  movement  of  the  rollers, 
due  to  moving  load  and  temperature,  is  scarcely  appreciable,  there  is 
no  danger  of  the  limit  being  reached.  After  the  first  panel  of  the  arch 
was  completed,  connected  with  the  anchorage,  and  swung  back  to  cor- 
rect position  for  proceeding  with  erection,  the  check  plugs  were  re- 
moved and  the  rollers  were  thus  freed.  The  center  plugs  and  the 
guide  bars  remained  permanently. 
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The  bearing  on  the  rollers,  with  maximum  load  on  the  bridge,  is 
2  200  lbs.  per  lineal  inch  of  roller,  assuming  the  pressure  to  be  uni- 
form on  all  the  rollers.  The  upper  and  the  lower  eastings  were  cast 
each  in  one  piece.  The  ij-in.  j^lates  on  the  bottom  of  the  lower  cast- 
ings were  intended  as  a  precaution  against  any  possible  rupture  of  the 
castings. 

The  manufacture  of  the  bottom  castings  gave  considerable  trouble 
on  account  of  their  failure  to  shrink  in  the  usual  manner  of  steel  cast- 
ings, which  was  doubtless  due  to  the  thinness  of  the  metal  and  the 
unyielding  nature  of  the  cores. 

The  eye-bars  connecting  the  rib  directly  to  the  lower  casting  were 
intended  to  prevent  any  possible  displacement  of  the  rib  or  upi^er 
casting,  a  precaution  needed  probably  only  during  erection. 

TYiisses. — The  trusses,  as  stated  above,  are  spandrel-braced,  with 
horizontal  top  chord  and  parabolic  rib.  They  are  battered  1  in  10. 
The  inclination  of  the  planes  of  the  trusses  with  reference  to  the  end 
bearings  is  provided  for  by  a  double  beveled  face  on  top  of  the  upper 
casting.     This  is  the  only  double  beveled  face  in  the  arch. 

The  camber  of  the  arch  was  designed  to  be  8  ins.  at  60^  Fahr.  It 
has  been  observed  to  range  from  10  ins.  at  summer  heat  to  7  ins.  at 
zero. 

The  arrangement  and  details  of  the  arch  span,  as  well  as  of  the  end 
spans  and  approaches,  are  shown  in  Figs.  3,  4,  5,  6,  7,  8  and  9,  and 
need  no  further  exiDlanation  here. 

Erection. — The  erection  was  an  interesting  feature  of  this  work. 
One  of  the  main  objects  in  view  was  to  maintain  traffic,  and  this 
was  very  fully  accomi^lished.  Not  a  single  train  was  delayed, 
and  traffic  on  the  highway  floor  was  suspended  only  for  about  two 
hours  each  day  while  the  upper  floor  system  was  being  put  in,  the 
time  of  day  selected  being  that  when  there  were  the  fewest  trains. 
The  lower  floor  was  closed  because  of  the  danger  to  people  passing 
below  during  the  necessarily  hurried  operations  of  tearing  out  the 
old  and  putting  in  the  new  upper  floor. 

The  deflection  of  the  old  bridge  under  moving  load,  the  constant 
passing  of  trains,  and  the  scant  clearances  at  many  points  were  con- 
siderations demanding  close  and  constant  attention;  but  as  each 
anticipated  difficulty  was  reached,  it  usually  lost  much  of  its  for- 
midable aspect.     Besides,  there  was  the  comforting  assurance   that 
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what  had  been  accomplished  with  the  old  bridge  under  considerably 
less  favorable  circumstances  ought  to  be  accomplished  again. 

Briefly,  the  principle  of  erection  was  to  build  out  the  two  halves  of 
the  arch  as  cantilevers  anchored  to  the  solid  rock  on  top  of  the  bluff, 
by  means  of  adjustable  anchor  chains  connecting  with  the  arch  at  the 
top  of  the  end  post.  The  anchor  chains  consisted  of  the  top  chords 
of  the  end  spans,  such  of  the  eye-bars  of  the  end  spans  as  were  adapt- 
able to  the  purpose,  and  such  additional  eye-bars  and  slabs  as  were 
necessary  to  complete  the  connections.  The  slabs  were  used  as  a 
matter  of  economy  to  serve  as  short  eye-bars.  The  anchor  chain  was 
brought  from  vertical  to  horizontal  by  means  of  the  "spider"  shown 
in  Fig.  10,  which  also  shows  the  principal  details  of  the  anchor  and 
the  adjusting  toggle.  This  is  also  shown  in  Fig.  1,  on  Plate  IX. 
The  anchor  pits  were  cut  into  the  solid  rock,  back  near  the  anchor 
walls  of  the  old  bridge.  They  are  shafts  3  ft.  x  6  ft.  in  section,  and 
19j  ft.  deep.  Chambers  were  excavated  at  the  bottom  of  suflBcient 
size  to  admit  the  anchors.  These  anchor  pits  had  to  be  excavated  with 
great  care,  to  avoid  shattering  the  surrounding  rock,  and  the  work  was 
done  by  hired  labor.  Border  holes  were  drilled  as  closely  together  as 
possible,  to  the  full  depth  of  the  shaft,  and  the  core  was  then  blasted 
out  with  light  charges  of  dynamite. 

After  the  anchors  and  the  first  two  sections  of  the  anchorage  chain 
were  placed,  the  anchor  pits  were  filled  with  concrete  to  the  top  of 
the  rock.  Although  no  provision  was  made  to  allow  the  eye-bars 
bedded  in  the  concrete  to  stretch  without  interference  with  the  con- 
crete, no  cracks  appeared  on  its  surface  until  six  panels  of  the  arch 
had  been  completed.  Then  some  very  slight  cracks  were  observed 
at  the  corners  of  the  outside  bars,  but  these  showed  no  increase  as  the 
work  continued  to  the  center. 

Adjusting  Toggle. — The  princijjle  of  the  adjusting  toggle  is  not 
new,  but  its  adaptation  to  this  case  was  very  eftective.  Its  operation 
is  apparent  from  the  figure.  The  right  and  left  screw  was  turned  by 
hand  with  capstan  bars.  Some  doubt  was  felt  as  to  its  ability  to 
lift  as  well  as  to  lower  the  load  coming  on  it  from  the  weight  of  the 
half  spans.  But  this  was  done  without  difficulty,  nineteen  men  work- 
ing each  screw. 

Erecting  Plant. — Under  the  plan  of  erection  originally  contemplated, 
material  was  to  be  conveyed  and  placed  by  means  of  cable-ways  sup- 
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ported  on  the  towers  of  the  old  bridge.  This  method  was  used  with  very 
satisfactory  results  by  Mr.  Buck  in  the  erection  of  the  first  Verrugas 
Viaduct,  in  Peru,  but  owing  to  the  large  cost  of  a  plant  suitable  for  hand- 
ling heavy  and  unwieldy  pieces,  and  their  limited  experience  in  using  it 
for  such  purposes,  it  was  proposed  by  the  contractors  to  use  travelers 
resting  on  the  top  chords  of  the  arch,  and  the  change  was  sanctioned 
by  the  Chief  Engineer.  The  anchorages  were  strengthened  to  accom- 
modate the  additional  weight.  This  erecting  plant  proved  very  safe 
and  efficient.  The  two  sides  were  entirely  independent  of  each  other, 
furnishing  two  points  of  progress,  and  when  there  was  no  outside 
cause  of  delay,  the  erection  proceeded  rapidly.  There  were  two 
engines  to  each  traveler,  placed  in  the  towers  of  the  old  bridge  at 
the  level  of  the  railway  floor,  this  being  a  good  point  of  observation, 
and  well  out  of  the  way. 

Travelers. — The  metal  travelers  required  considerable  special  treat- 
ment, to  clear  the  cables,  and  furnish  the  necessary  clearance  for 
trains.  They  are  shown  on  Plates  VII,  YTLl  and  X.  The  heaviest 
piece  handled  on  this  work  weighed  32  tons,  but  the  capacity  of 
the  travelers  was  considerably  greater.  For  handling  the  rib  mem- 
bers, special  clamps  were  used  to  make  them  lie  at  the  angle  of  the 
batter. 

Progress  of  Work. — The  false- work  for  the  end  spans  was  first 
erected,  and  the  travelers  raised  on  the  outer  bents,  in  which  position 
they  handled  the  skewback  castings  and  first  panels  of  the  arch. 
The  first  sections  of  the  rib  rested  on  light  false-work  until  the  end 
posts  and  the  braces  in  the  first  panel  were  placed.  This  much  of 
the  first  panel  was  then  lifted  and  held  clear  of  the  false-work,  by 
ordinary  tackle  attached  to  the  tops  of  the  end  posts.  The  false-work 
is  shown  in  Fig.  1,  Plate  VII. 

When  the  first  top  chord  sections  and  the  second  pair  of  posts 
were  placed,  the  pins  were  driven  at  the  top  of  the  end  posts  con- 
necting with  the  anchorages.  The  end  posts  were  then  given  the 
right  inclination  by  means  of  the  adjusting  toggle.  The  traveler  was 
then  moved  forward  on  the  first  panel  of  the  arch,  and  in  this  position 
was  ready  for  the  erection  of  the  second  panel. 

The  material  was  conveyed  to  the  travelers  by  means  of  trucks 
running  on  tracks  on  each  side  of  the  bridge.  These  tracks  rested  on 
the  false -work  as  far  out  as  the  end  posts  of  the  arch  span,  and  from 
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thero  to  the  center  on  the  Hidowalk  hrackebH.  The  track  Btringers  for 
the  mil  way  floor  wore  UHed  to  carry  these  temporary  tracks,  being 
placed  at  their  i)roper  panels,  ready  for  raising  to  final  position  when 
the  railway  floor  should  he  put  in. 

The  erection  proceeded  in  this  manner  to  the  center.  The  lower 
floor  system  was  i)nt  in,  along  with  the  trusses  and  lateral  bracing. 
It  was  dropped  below  its  normal  position  sufficiently  to  avoid  the 
possibility  of  the  weight  of  the  old  bridge  coming  on  it,  when 
deflected  under  passing  trains,  and  thereby  putting  undue  stress  on 
the  anchorages. 

The  closure  at  the  middle  was  anticipated  with  considerable  in- 
terest and  some  anxiety.  The  absence  of  the  center  hinge  rendered 
great  accuracy  in  laying  out  the  work  necessary,  in  order  to  secure 
proper  closure  and  distribution  of  load  between  the  top  chord  and 
the  rib. 

As  a  safety  provision,  the  center  panel  top  chord  sections  were  not 
planed  to  length  until  six  panels  of  the  arch  had  been  completed  on 
each  side,  and  a  check  measurement  had  been  taken  across  the  inter- 
vening space  of  about  134.5  ft.  This  measurement  was  not  very 
satisfactory  on  account  of  the  difficulties  in  the  way  of  securing 
accurate  results.  The  half  spans  were  leaning  back  from  their  normal 
positions,  their  set  and  deflection  could  not  be  accurately  accounted 
for,  and  the  weather  conditions  were  generally  unfavorable.  How- 
ever, it  was  decided,  after  taking  the  measurement,  to  j^lane  the 
center  chord  sections  to  theoretical  length.  When  the  center  panels 
were  erected,  there  remained  an  opening  at  the  center  of  8  ins.  due  to 
the  two  halves  of  the  arch  being  drawn  back,  to  secure  the  necessary 
clearance  for  placing  these  panels. 

When  all  was  ready,  the  adjusting  toggles  were  slackened  away 
together.  In  the  proper  order  of  events  the  tojj  chords  should  have 
met  first,  and  then,  as  those  passed  from  tension  to  compression,  the 
ribs  should  have  met.  But  the  reverse  was  the  case,  the  ribs  met 
first,  and  when  the  anchorages  were  entirely  slackened  off,  there  w^as 
an  opening  at  the  center  of  the  top  chord  of  A  in.  This  indicated 
no  compiession  in  the  top  chords  at  the  center,  whereas  there  should 
have  been  about  350  tons.  The  cause  or  causes  of  the  failure  to  close, 
were  not,  at  the  time,  very  obvious,  but  it  was  decided  that  the  ad- 
justment could  be  duly  effected  after  casting  off  the  anchorages.     The 
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auchorages  were  cast  off  and  taken  apart.  None  of  the  joints  were 
riveted  up  at  this  time,  but  almost  all  holes  were  filled  with  drift 
pins  and  bolts.  Certain  of  the  rib  joints  were  open,  the  bearing  faces 
being  held  apart  by  the  drifts  and  bolts.  When  these  were  removed, 
so  as  to  allow  the  bearing  faces  to  come  together,  the  opening  in  the 
top  chord  at  the  center  was  reduced  to  ^  in. 

It  then  became  necessary,  in  order  to  secure  the  required  compres- 
sion in  the  top  chord,  to  force  it  apart  at  the  center  and  insert  a 
shim.  This  was  done  by  means  of  a  compression  toggle,  shown 
roughly  in  Fig.  11.  This  toggle  was  improvised  largely  from  ma- 
terial on  the  ground.  The 
chords  were  forced  apart  until 
the  opening  was  1  in.  wide, 
and  a  shim  conforming  to  the 
section  of  the  chord  and  of 
this  thickness  was  inserted. 

Both  before  and  after  the 
top  chords  were  forced  apart 
at  the  center,  levels  were 
carefully  taken  at  each  panel 
point  for  the  purpose  of  ob- 
taining the  exact  camber.  The 
results  indicated  a  slight  eleva- 
tion of  the  camber  over  the 
whole  span  after  the  adjust- 
ment, and  in  a  closer  conform- 
ity to  the  theoretical  camber. 

After  the  adjustment  was  effected,  and  the  end  spans  completed, 
the  lower  floor  system  was  raised  to  Its  final  position.  Timbers  were 
laid  crosswise  on  top  of  the  roadway  stringers,  and  when  all  was 
ready  the  stiffening  truss  was  blocked  up  for  its  whole  length  on  the 
new  work.  This  was  done  between  trains.  The  suspenders  were 
then  detached  from  the  cables,  and  the  cables  were  taken  down. 
The  wrapping  was  cut  from  the  cables  with  axes,  and  the  strands  were 
cut  at  the  shoes  and  lowered  down,  one  at  a  time,  on  the  bridge,  where 
they  were  cut  up  for  scrap. 

After  the  removal  of  the  cables,  the  upper  floor  was  put  in.  In 
order  to  do  this  the  upper  floor  and  top  chords  of  the  old  bridge  had 
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to  be  removed.  In  order  not  to  stop  traffic  this  had  to  be  done  be- 
tween trains,  two  jDanels  at  a  time.  The  top  chords  and  track 
stringers  of  the  stiffening  truss  were  cut  into  sections,  conforming  as 
closely  as  possible  to  the  panel  lengths  of  the  new  bridge,  and  the 
panels  of  the  new  bridge  were  put  in  as  the  sections  of  the  old  bridge 
were  taken  out. 

Operations  began  at  the  middle,  and  after  the  first  day,  when  only 
one  panel  was  placed,  two  panels  a  day  were  put  in  until  all  were  in 
place.  The  time  allowed  for  this  work  was  about  two  hours  each  day, 
and  the  work  was  always  done  within  the  time  limit.  The  same  track 
alignment  was  preserved,  and  the  same  rails  and  ties  were  used  tem- 
porarily after  the  new  floor  beams  and  stringers  were  in  place.  When 
this  work  was  completed  as  far  back  as  the  shore  ends  of  the  end 
spans,  the  towers  were  taken  down,  a  high  gin  pole  being  used  to 
remove  the  caps  and  upper  sections,  and  the  traveler  to  remove  the 
lower  sections. 
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After  the  removal  of  the  towers,  the  new  plate-girder  approach 
spans  were  substituted  for  the  old  ones.  The  maintenance  of  traffic 
here,  while  shifting,  was  more  difficult  than  on  the  main  and  end 
spans,  on  account  of  the  switches  to  be  taken  care  of;  but  the  change 
was  accomplished  without  mishap.  Plates  VII  to  XI  show  various 
views  of  the  bridge  during  construction. 

Test. — On  account  of  the  difficulty  of  securing  the  full  load  of 
10  000  lbs.  per  running  foot,  it  was  decided  to  make  up  two  test  trains 
as  heavy  as  were  available,  and  to  observe  the  deflections  under  this 
loading.  Each  train  consisted  of  two  heavy  Lehigh  pushers,  four  of 
the  heaviest  Grand  Trunk  locomotives  at  hand  and  nine  coal  cars. 
The  cars  were  of  30  tons  capacity,  loaded  with  coal,  and  had  as  many 
rails  piled  on  top  as  was  deemed  safe  for  the  cars.  The  loading  is  given 
in  detail  in  Fig.  13.  As  indicated,  some  load  was  put  on  the  lower 
floor,  chiefly  on  the  end  spans. 
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Tlic  (loflcH'tious  uudor  the  test  load  are  whowu  iu  Fif<.  12. 

The  apparent  slight  irregnlaritieH  in  deflection  are  probably  due 
more  to  inaccuracies  of  observation  on  account  of  the  humid  atmos- 
phere and  consequent  refraction,  than  to  any  real  irregularity  of 
settlement  of  the  structure  under  the  load.  The  arch  assumed  exactly 
the  same  camber  after  the  removal  of  the  load  as  it  had  before  the 
load  was  put  on. 

Ground  was  broken  for  the  foundations  of  the  arch  span  April  9th, 
1896,  and  these  were  completed  September  28th,  1896.  The  contract 
for  the  superstructure  was  let  June  15th,  1896.  The  work  of  erection 
began  September  17th,  1896,  and  the  bridge  was  ready  to  test  and  was 
tested  July  29th,  1897.  All  work  on  the  bridge  was  completed  August 
27th,  1897. 

In  conclusion  it  should  be  stated  that  much  credit  is  due  to  the 
Pennsylvania  Steel  Company,  contractor  for  the  superstructure,  for 
care  and  efficiency  in  the  prosecution  of  the  work. 
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DISCUSSION. 


J.  M.  Knap,  M.  Am.  Soc.  C.  E. — The  speaker  can  urge  but  one  ob-  Mr.  Knap, 
jection  to  the  paper.     A  good  many  years  ago  he  had  the  honor  of 
preparing  a  thesis  on  Roebling's  Bridge,  and  predicted  that  it  would 
stand  fifty  years,  and  he  thinks  that  it  would  have  done  so  had  it  not 
become  necessary  to  replace  it. 

J.  W.  ScHAUB,  M.  Am.  Soc.  C.  E. — The  arch,  by  the  use  of  curved  Mr.  Schaub. 
instead  of  straight  lines,  at  all  times  appeals  to  the  eye  through  its 
beauty,  and  so  does  the  Niagara  Arch  appeal  to  the  eye,  provided  the 
eye  is  fortunate  enough  to  get  a  proper  view  of  it.  The  upper  arch- 
bridge  now  being  built  is  more  fortunate  in  this  respect,  as,  next  to  the 
falls  themselves,  it  is  now  the  most  striking  feature  at  Niagara  Falls. 

In  erecting  an  arch  on  the  cantilever  principle,  without  a  hinge  at 
the  center  joint,  so  many  difficulties  of  vital  importance  to  the  integ- 
rity of  the  structure  present  themselves  that  the  writer  is  surprised 
that  such  methods  should  be  used.  In  addition  to  the  internal 
stresses  produced  in  the  arch  by  changes  of  temperature  and  any  pos- 
sible yielding  of  the  abutments,  there  is  the  uncertainty  of  closing  up 
the  bridge  at  the  center,  so  as  to  produce  in  the  arch  the  same  condi- 
tions for  the  dead  load  as  are  assumed  in  the  calculations. 

If  the  upper  chords  of  the  Niagara  Arch  had  met  first,  it  might 
have  been  possible  to  close  up  the  lower  ribs  without  the  use  of  shims, 
but  this  has  not  been  demonstrated.     The  facts  are  that  the  Niagara 
Arch  first  closed  at  the  lower  joint,  and  the  other  joint  had  to  be  closed 
by  means  of  shims;  and  it  is  a  curious  fact  that  the  same  thing  hap- 
pened  over  twenty-five  years  ago  during  the  erection  of  the  arch- 
bridge,  commonly  known  as  the  Eads  Bridge,  at  St.  Louis.     There, 
after  repeated  trials  and  failures  to  properly  close  the  upper  rib,  the 
lower  rib  having  closed  first,  the  junction  was  finally  made  by  means 
of  an  adjustable  member,  or  practically  by  the  use  of  a  shim,  just  as 
was  done  at  Niagara.     It  should  be  explained  that  the  St.  Louis  Arch 
was  a  true  arch,  being  composed  of  two  parallel,  curved  ribs,  braced, 
and  was  hingeless,   with  fixed   ends.     In   both  cases  the   dead-load 
stresses  are  vitiated  to  an  unknown  extent.     In  the  case  of  the  Niagara 
Arch  the  stress  diagram  calls  for  a  dead-load  stress  at  the  center  top 
joint  of  864  800  lbs.  for  each  truss.     The  actual  dead-load  stress  now 
existing  in  the  bridge  is  practically  nothing,  compared  with  the  above. 
It  is  actually  what  was  put  there  by  screwing  up  four  bolts  on  a  toggle 
joint,  and  nothing  more.     In  the  St.  Louis  Arch  the  case  was  not  so 
bad,  for  at  the  time  of  closing  up  the  arch  the  entire  superstructure 
which  rests  on  the  parallel  ribs  was  not  in  place.     At  St.    Louis  the 
lever  arm  used  in  screwing  up  the  first  closing  tube  broke,  dropping 
one  or  two  men  into  the  river.     The  remaining  tubes  were  not  screwed 
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^ll  siiiiuh.  up  so  ti^ht,  and  thoy  let  it  go  at  that,  lu  attempting  to  cloBe  up  the 
urcli  one  of  tlic  members  in  the  bridge  waH  actually  ruptured,  so  that 
it  luitl  to  b»'  n'))laced.  This  will  give  some  idea  of  the  uncertainty  in- 
volved in  erecting  a  true  arch  on  the  cantilever  principle,*  In  the 
Niagara  Arch  the  entire  dead  load  was  on  the  bridge,  and  yet  the  top 
joint  failed  to  close.  In  both  cases  all  this  uncertainty  could  have 
been  avoided  by  the  use  of  a  center  hinge,  if  i)roperly  used.  The  speaker 
docs  not  recommend  a  center  hinge  for  an  arch  similar  to  that  used  at 
St.   Louis. 

It  is  argued  that  a  center  hinge  destroys  the  stiffness  of  the  arch, 
and  so  it  does.  The  difficulty  is  that  the  lack  of  stiffness  of  the  center- 
hinged  arch  is  not  so  much  due  to  the  hinge  as  to  the  fact  that  the 
lower  chords,  or  ribs,  are  not  straight.  The  greater  the  versed  sine  of 
this  curvature,  the  greater  will  l)e  the  moment  producing  the  defor- 
mation of  the  unloaded  arm;  or,  in  other  words,  if  only  one  arm  is 
loaded  the  other  arm  will  have  an  amplitude  of  vibration  directly  pro- 
portional to  the  curvature  of  the  lower  rib.  Hence,  it  follows,  that  if 
this  curvature  is  made  zero  the  amplitude  of  vibration  in  the  unloaded 
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Fig.  14. 

arm  will  be  zero.  This  means  that  if  the  lower  rib  is  made  a  straight 
line  between  hinges  the  deformation  of  the  unloaded  arm  will  be  a 
minimum,  and  no  reversal  of  stresses  will  take  place. 

It  is  even  possible  to  design  an  arch  so  that  no  reversal  of  stresses 
will  take  place  in  either  upper  or  lower  ribs;  then  the  only  reversal 
of  stresses  would  occur  in  the  web  members,  and  here  they  cannot  be 
eliminated  unless  adjustable  counter-rods  are  used.  This  would  give 
the  ideal  arch,  as  far  as  stiffness  is  concerned,  and,  at  the  same  time, 
eliminate  all  uncertainty  due  to  the  yielding  of  the  abutments  and  to 
temperature.  Above  all  things,  the  stresses  would  be  clearly  defined 
by  statical  methods,  and.  after  the  arch  was  closed  at  the  center,  there 
w^ould  be  no  question  as  to  the  final  dead-load  stresses. 

The  speaker  begs  to  submit  herewith  a  sketch,  Fig.  14,  showing 
an  arch  with  a  hinge  at  the  center,  and  with  the  lower  ribs  composed 
of  straight  lines.  This  form  of  arch  the  speaker  has  had  occasion  to 
compute,  and  finds  it  a  much  more  economical  design  than  the  arch 

*  ^'St.  Louis  Bridge."  by  Prof.  C.  M.  Woodward,  p.  190. 
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with  the  lower  rib  curved.     This  follows  from  inspection.     The  loads  Mr.  Schaub. 
travel  to  their  corresponding  reactions  by  the  shortest  roytes,  and,  by 
the  theory  of  least  work,  this  must  give  the  stiffest  and,  at  the  same 
time,  the  most  economical  structure. 

GusTAV  LiNDENTHAL,  M.  Am.  Soc.  C.  E. — The  author  states  that  Mr.Lindenthal. 
when  the  cables  of  the  old  suspension  bridge  were  taken  down  the 
wires  curled  up,  showing  that  they  had  not  lost  the  original  set 
received  from  the  wire  drum.  The  same  fact  was  observed  by  the 
speaker  when  he  rebuilt  the  old  Roebling  suspension  bridge  over  the 
Monongahela  River,  at  Pittsburg,  Pa. ,  which  fact  he  recorded  at  the 
time.  *  In  the  Monongahela  Bridge  the  wires  had  been  strained 
almost  daily  to  half  their  breaking  strength.  It  would  be  interesting 
to  learn  from  the  author  what  the  greatest  strain  had  been  in  the 
wires  of  the  Niagara  Bridge,  and  how  frequently  it  occurred. 

That  the  natural  rock  abutments  of  the  Niagara  Canon  make  the 
arch  the  proper  type  for  bridging  it  was  long  self-evident. 

The  pains  taken  in  this  case  to  make  the  bridge  very  rigid  deserve 
special  notice,  since  this  most  desirable  quality,  great  rigidity,  is  too 
often  neglected  from  notions  of  false  economy.  In  this  respect  a 
comparison  with  the  widely -known  cantilever  structure  of  about  the 
same  span,  and  only  a  few  hundred  feet  above  the  arch  bridge,  will 
not  be  amiss.  The  test  load  for  the  arch  bridge  is  given  at  about 
6  500  lbs.  per  lineal  foot  of  bridge,  while  that  for  the  cantilever 
bridge  was  about  4  500  lbs.  f  Yet  the  cantilever  bridge  deflected  7f 
ins.,  as  against  yf  in.  in  the  arch  bridge.  On  this  basis  the  arch 
bridge  is  theoretically  thirteen  times  more  rigid  than  the  cantilever 
bridge.  The  meaning  of  this  is  that  the  arch  bridge  will  be  much 
more  durable. 

Several  features  contribute  to  its  great  vertical  and  lateral  rigidity. 
First  of  all  is  the  inclination  of  the  arches  from  the  vertical,  which 
greatly  lessens  the  disagreeable  lateral  swaying,  so  noticeable  in 
bridges  in  which  the  arches  are  not  inclined.  Thus,  nearest  in  length 
of  span,  and  likewise  of  high  rise,  is  the  Washington  Bridge,  in  New 
York,  having  six  solid-webbed  ribs  and  two  spans  of  510  ft.  each.  It 
is,  next  to  the  Niagara  Bridge,  the  heaviest  arch  bridge  in  existence  ; 
proportioned,  namely,  for  8  000  lbs.  live  load  per  lineal  foot  as  against 
10  000  in  the  Niagara  Bridge.  Although  the  Washington  Bridge  is 
much  wider  (80  ft.)  than  the  Niagara  (about  55  ft.),  yet  the  former  is 
subject  to  such  considerable  lateral  vibration  as  to  have  caused  public 
comment  on  its  supposed  weakness,  for  which,  of  course,  there  is  no 
foundation. 

Another  instance  is  the  Margarethen  Bridge  in  Budapest,  which  is 
a  heavy  structure  of  several  spans,  carrying  a  wide  avenue  over  the 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xii,  p.  353. 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  xiv,  pp.  534-542. 
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Mi.Limlenthal.  Diimil)*'.  Like  the  Niaj^ara  Bridpjo,  it  is  of  i\\o  Hpaiidrol-braced  type, 
without  thoMTiitcr  liiufjfo,  and  lias  a  buckle-plate  floor  and  a  Rtone 
I)av(Mnent.  Tlio  vibration  in  very  mark(Ml,  altlioiifj^li  not  ho  percep- 
tible as  in  another  large  arch  bridge  —the  well-known  St.  Louis 
liridge.  All  iron  or  steel  arch  bridges,  having  the  arches  in  vertical 
planes,  show  the  same  peculiarity  of  lateral  vibration. 

On  th(^  other  hand,  arches  with  inclined  planes,  such  as  the  Douro 
Bridge  in  Portugal,  the  fine  bridge  over  the  Adda,  at  Paderno,  in 
Italy  ;  the  Gruenenthal  Bridge  over  the  Baltic  Canal,  and  others  like 
them,  show  most  remarkable  lateral  stiffness.  The  bridges  referred 
to  have  no  middle  hinge. 

That  arches  without  a  middle  hinge  are  stiffer  than  those  having 
one  requires  no  argument.  It  is  true  that  the  calculation  of  the 
strains  in  the  arch  without  the  center  hinge  is  laborious,  particularly 
so  for  the  spandrel-braced  type  ;  but  the  labor  is  well  spent  for  the 
advantage  of  a  more  rigid  structure. 

The  use  of  riveted  connections  in  the  Niagara  Bridge  is  a  remark- 
able deviation  from  American  practice  ;  but  that  it  was  a  proper 
choice  cannot  be  questioned,  and  it  is  the  more  creditable  to  the  engi- 
neer as  the  temptation  to  use  pin  connections,  for  greater  ease  of  erec- 
tion, was  one  not  easily  ignored.  Increasing  experience  shows  that 
pin  connections  should  be  used  in  bridges  only  for  members  subject 
to  single  stresses,  either  in  tension  or  compression.  Since  in  this 
bridge  almost  all  members  are  subject  to  reversal  of  stress,  riveted 
connections  were  the  best. 

The  roller  bearings  under  the  arch  footings  is  the  one  feature 
which  the  speaker  could  not  apj^rove  ;  it  will  hardly  find  imitators. 
The  author  states  that  the  roller  bearings  under  the  cables  of  the  old 
suspension  bridge  were  corroded  and  had  become  inoperative.  The 
same  thing  will  happen  with  the  roller  bearings  of  the  arches  which, 
however,  will  do  no  harm  in  this  case,  as  the  rotation  of  the  arch  foot- 
ings from  any  cause  is  nearly  nil  The  sj^eaker  would  have  preferred 
pin  bearings  as  a  simpler  and  better  construction. 

The  author  w'ould  add  greatly  to  the  value  of  his  description  of 
the  work  if  he  would  give,  in  the  closing  discussion,  a  synopsis  of  the 
calculations  and  the  assumptions  on  which  they  were  based.  Among 
these  are  the  moduli  of  elasticity  ;  the  panel  loads  for  dead  load  ; 
whether  the  top  chord  at  the  middle  temperature  is  assumed  to  be 
without  compression  in  the  middle  panels  ;  and  whether  the  calcu- 
lated deflection  (of  1  to  l-,\-  ins.  for  10  000  lbs.  live  load  per  lineal  foot) 
was  obtained  by  taking  account  also  of  the  changes  of  length  in  the 
web  members.  This  would  be  particularly  instructive,  because  the 
observed  deflection  (H  in.  for  6  500  lbs.  per  lineal  foot),  compared 
with  the  calculated  deflection,  would  then  furnish  a  valuable  index  as 
to  other  results  of  calculation. 
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In  a  case  like  the  present,  widely  different  cross-sections  for  the  Mr.Lindenthal. 
same  design  and  for  the  same  loads,  may  be  obtained  by  different 
computers,  unless  they  are  agreed  on  the  premises  from  which  the 
computations  are  started. 

The  speaker  confesses  to  be  somewhat  puzzled  by  the  statement 
that  in  closing  the  arches  during  erection  there  should  have  been  a 
pressure  of  350  tons  in  each  top  chord.  The  author  does  not  state 
that  the  arches  were  closed  in  the  winter,  or  that  the  temperature  was 
exceptionally  low,  although  the  views  illustrating  the  paper  show 
snow  and  ice  on  the  ground.  Even  then  the  necessity  for  a  pressure 
of  350  tons  in  the  top  chord  is  not  clear,  without  a  fuller  explanation. 

M.  Lewinson,  M.  Am.  Soc.  C.  E. — It  would  seem  from  the  author's  Mr.  Lewinson. 
hinge  design  that  as  the  reaction  cannot  be  assumed  to  pass  through 
one  point,  the  result  will  be  a  rocking  arch  rather  than  a  hinged  arch. 
In  the  calculation  of  an  arch  like  that  at  Niagara  the  first  condition  is 
that  all  reaction  must  pass  through  one  point;  that  is,  through  the 
intersection  of  the  lower  chord  with  the  vertical  (or  sometimes  in- 
clined) member.  The  line  found  by  connecting  the  common  center  of 
gravity  of  theui3per  and  lower  chord  sections,  taken  at  various  laminae 
of  the  arch,  is  the  line  by  which  the  arch  should  be  calculated.  The 
author  does  not  state  how  he  calculated  it;  therefore,  assuming 
that  the  reaction  passes  through  the  pin,  as  designed,  uneven  stresses 
on  the  rockers  result.  It  is  a  question  whether  the  rockers  are 
strong  enough  to  withstand  the  strain.  That  the  author  has  not 
been  confident  of  his  calculation  of  this  problem  is  shown  by  the  fact 
that  he  also  calculated  the  arch  as  a  three-hinged  arch,  and  made 
corrections  accordingly  in  the  upper-chord  stresses,  which  is  not  at  all 
warranted.  In  a  three-hinged  arch,  if  it  is  advisable  to  put  more  com- 
pression in  the  upper  chord,  it  is  necessary  only  to  locate  the  hinge  in 
this  chord.  Assuming  a  priori  all  the  points  as  correct,  there  is  no 
necessity  for  trying  to  fill  up  the  gaps  in  the  theory  of  an  arch  which 
is  entirely  unlike  an  elastic  arch.  A  three-hinged  arch  is  a  static 
arch,  and  that  under  discussion  is  an  elastic  arch.  The  stresses  in  an 
elastic  arch  are  determinable,  and  the  addition  of  material  at  the  in- 
flection points  of  such  an  arch  is  superfluous. 

F.  W.  Skinnee,  M.  Am.  Soc.  C.  E. — This  bridge  is  very  interesting  Mr.  Skinner. 
in  comparison  with  the  other  equally  large  and  important  bridges  of 
the  present  era,  as  embodying  in  itself  a  sort  of  epitome  of  the  ad- 
vance of  long-span  bridge  construction  from  the  first  instances  of  it  up 
to  the  present  design  for  heavy  railroad  work .  It  represents  four 
stages:  First,  there  was  the  simple  suspension  bridge,  without  any 
pretense  of  stiffening.  Next,  the  John  A.  Roebling  bridge  with  its 
stiffening  truss,  imperfectly  designed  and  more  imperfectly  con- 
structed. Third,  the  development  of  that  bridge  into  a  thoroughly 
stiffened   suspension   bridge,  and   last,   its  entire  replacement   by   a 
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Mr.  HkiniuM-.  \vlioll\  (lilVcreut  t.vpe  of  conHtrui'tion.  Tlierc  is  also  to  ]>o  noted  the 
not  lesH  radical  aud  striking  advance  in  materialH  of  conHtruction  and 
methods  of  work.  The  fact  that  owing  to  its  location  it  has  l)een 
visited  l)v  more  engineers  aud  otliers  than  almost  any  other  bridge  on 
this  continent,  and  that  since  the  first  construction  of  the  Roebling 
bridge  the  developments  have  been  entirely  nuder  the  direction  of  one 
man  who  has  undertaken  some  of  the  most  diffi(;ult,  delicate  and  haz- 
ardous tasks,  materially  adds  to  its  interest. 

In  the  design  of  the  present  bridge  the  features  that  seem  most 
striking  are  the  excellent  arrangements  for  the  skewbacks,  the  elim- 
ination of  the  excessively  large  pins,  the  extension  of  the  bearing  sur- 
face at  skewback  joints  aud  the  avoidance  of  friction,  and  the  portal 
bracing  in  the  cross-bents  in  the  upper  floor-beams.  These  are  most 
excellent  features  and  are  not  seen  often  enough  in  similar  work. 

Mr.  Lindenthal  adverted  to  the  riveted  connections,  and  it  may  be 
apposite  in  that  connection  to  refer  to  another  arch  bridge,  lately  built 
in  Shenley  Park,  Pittsburg — the  Panther  Hollow  Bridge.  This  bridge, 
which  is  of  large  span,  was  built  with  both  pin-connected  and  riveted 
joints,  was  assembled  on  falsework  and  the  primary  connections 
made  with  pins.  After  the  bridge  was  in  position,  the  center  panel 
connected  and  the  arches  swung,  so  that  the  pins  were  assumed  to 
carry  all  the  dead-load  strains  of  the  bridge,  riveted  gusset-plate  con- 
nections were  made  at  all  the  panel  points;  the  intention  being  to  so 
proportion  and  drive  them  that  they  should  carry  only  live  loads. 

The  speaker  hopes  that  the  author,  in  closing  the  discussion,  will 
tell  how  many  men  were  required  to  operate  the  toggle  joint  for  lower- 
ing the  bridge,  how  many  were  required  for  raising  it,  and  about  what 
speed  was  obtained;  also  why  it  was  inadmissible,  if  it  was  inadmissi- 
ble, to  use  that  method  of  opening  the  top  chord  for  inserting  the  key 
—  why  it  was  not  used  instead  of  the  compression  toggle. 

It  would  also  be  interesting  if  he  could  add  some  data  regarding 
the  location  of  the  pier  centers;  the  measurement  of  the  gap  in  the 
bridge;  if  there  was  anything  in  particular  regarding  the  making  of 
the  core  for  the  casting  which  he  assumes  may  have  had  something  to 
do  with  its  shrinking;  and  whether  it  was  a  baked  sand  core  or  not. 

As  the  completion  of  this  bridge  concludes  so  interesting  a  series 
of  constructions,  it  seems  proper  to  refer  to  some  of  the  more  im- 
portant features  of  its  predecessors  on  the  site  of  this  structure.  It 
is  true  that  they  have  have  been  explained  briefly  in  two  papers  by  Mr. 
L.  L.  Buck,*  but  an  extremely  brief  reference  to  some  of  the  under- 
takings involved  in  the  reconstruction  will  go  well  with  this  descrip- 
tion of  the  erection  of  the  new  bridge.     In  the  first  place,  in  the  re- 

*  "The  Re-enforcement  of  the  Anchorage  and  Renewal  of  Suspended  Superstructure 
of  Niagara  Railroad  Suspension  Bridge."  Transactions,  Am.  Soc.  C.  E.,  Vol.  x,  p.  195. 
"Replacing  the  Stone  Towers  of  the  Niagara  Railway  Suspension  Bridge  with  Iron 
Towers,"   Transactions,  Am.  Soc.  C*  E.,  Vol.  xvii,  p.  204. 
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newal  of  the  wires  of  the  anchorage,  the  ends  of  the  cables,  where  Mr.  Skinner, 
they  unite  with  the  shoes  and  anchor  chains,  were  exposed  and  a 
large  number  of  the  outside  wires  were  cut  out  under  strain.  Small 
sections  were  removed,  the  ends  were  scarfed  and  slightly  notched, 
spliced  j)ieces  a  little  longer  than  the  gap  were  added,  and  the  wires 
were  put  under  strain.  The  strain  was  measured  by  deflecting  the 
uncut  wires  an  inch  or  an  inch  and  a  half,  and  using  this  as  a  test  for 
deflecting  other  wires  to  get  a  corresponding  strain.  The  wires  were 
so  carefully  spliced  that  they  developed  almost  or  quite  the  maximum 
strength  of  the  original  wires.  The  old  anchorages  were  found  to  be 
somewhat  deficient,  both  in  the  sections  of  the  members  of  the  chains 
and  in  the  sizes  of  the  anchor  plates,  and  they  were  re-enforced  by 
the  building  of  an  additional  new  anchorage  for  each  end  of  each 
pair  of  cables.  The  new  anchorage  was  built  and  sets  of  chains 
were  attached  to  the  shoes  of  the  old  anchorages  at  their  connec- 
tion with  the  cables,  and  the  anchor  chains  were  adjusted.  They  were 
put  on  by  expanding  them  by  heat  until  they  were  of  a  sufficient  length, 
and  the  strains  were  measured  and  adjusted  by  an  ingenious  appli- 
cation of  the  principles  of  the  modulus  of  elasticity,  the  bars  hav- 
ing first  been  jjulled  in  machines  and  the  extensions  for  given 
strains  noted.  Both  of  these  works,  involving  the  exposure  of  the 
most  critical  part  of  the  bridge,  were  carried  on  without  material 
interruption  to  traffic  and  without  in  any  way  impairing  the  integ- 
rity of  the  bridge.  Later  on,  in  1879-80,  Mr.  Buck  proceeded  to  a 
still  more  delicate  feat  in  the  renewal  of  the  suspended  superstruc- 
ture. In  this  case  the  old  suspended  superstructure  amounted  prac- 
tically to  a  stiffened  tube,  a  sort  of  combination  truss  with  wooden 
compression  members  and  iron  rods.  The  new  truss  was  designed 
on  lines  enabling  it  to  practically  fit  inside  of  the  old  one.  First  the 
lower  floor  beams  were  all  renewed.  The  bridge  was  then  stripped 
as  much  as  possible  of  unnecessary  weight.  Then  150  or  200-ft. 
lengths  of  the  new  lower  chord  were  put  in.  Fortunately  the  old 
bridge  members  were  nearly  all  double,  so  that  half  of  them  could  be 
cut  out  without  entirely  destroying  the  efficiency  of  the  bridge,  and 
this  was  done  in  the  floor  beams,  and  later,  after  the  lower  chords  were 
placed,  in  setting  up  the  new  vertical  posts.  Then  the  upper  floor 
beams  were  placed,  the  new  top  chords  were  put  in  position,  and  half 
of  the  diagonal  members.  The  trusses  were  connected  up,  and  spliced 
at  the  ends  to  the  old  trusses.  The  intermediate  part  of  the  old 
trusses  was  removed,  and  the  process  was  repeated,  the  entire  old  sus- 
pended structure  being  thus  removed.  After  the  trusses,  the  new 
track  stringers  were  put  in.  After  that  the  bridge  was  screwed  up 
to  the  required  camber,  which,  if  the  speaker's  memory  serves  him 
right,  was  a  circular  arc  of  a  radius  of  about  5  000  ft.  Then  the 
strains  in  the  six  hundred  and  thirty-six  suspenders  were  all  weighed. 
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ir  skiiiiMi.  t>ju'li  of  tlioin  cari\yiuj<  about  3  200  IbH.  A  hydraulic  dynamometer  was 
I)hu'<»(l  on  oiU'h  one  iiud  ilic  Htrain  carefully  adjustod  to  corrtiHiJOud 
with  the  varyinf^  adjustments  of  the  adjacent  ones,  and  it  was  found 
that  the  suspensiouH  in  the  suspender  rods  coukl  be  estimated  by  the 
touch  within  the  limits  of  the  dynamometer  readings  (25  lbs.). 

The  work  of  the  rei>lacement  of  the  new  truss  was  carried  on  under 
many  tlisadvantages.  It  was  diflicult  to  place  the  top  Hoor-beams,  on 
account  of  the  cramped  position  and  the  interference  with  the  other 
work,  and  particularly  difhcult  to  i)lace  the  lower  lateral  rods.  In 
order  to  do  it  the  workmen  had  to  sit  on  the  top  flanges  of  the  8-in, 
lower  floor-beams,  working  under  the  floors  with  very  small  headroom. 
There  were  only  two  men  on  the  job  who  were  willing  to  do  this  work, 
and  one  of  those  being  discharged,  it  was  a  troublesome  matter  to  get- 
all  the  lower  lateral  rods  in  place. 

The  conditions  of  building  the  bridge  were  far  different  from  those 
of  the  present  day.  The  structure  was  built  in  a  bridge  shop  lately 
converted  from  an  old  brewery,  but  with  some  special  tools,  and,  under 
expert  mechanical  guidance,  and  by  zealous  and  experienced  con- 
tractors, it  was  erected  without  any  steam  power  whatever.  The  work 
was  done  wholly  by  hand.  Notwithstanding  this,  there  was  no  hiatus 
in  the  work,  no  discrepancy,  no  trouble,  no  particular  delay,  and  not 
a  single  serious  accident. 

The  further  reconstruction  of  the  bridge  is  outlined  clearly  in  the 
paper,  but  following  it  from  the  beginning,  through  the  different 
changes  to  the  present  completed  structure,  with  its  extreme  rigidity, 
it  is  a  wonderful  piece  of  work,  and  is  a  tribute  to  the  courage,  watch- 
fulness, persistence  and  genius  of  its  author,  and  a  great  credit  to  the 
able  and  successful  execution  of  this  last  enterprise  by  his  resident 
engineer. 

From  the  first  repairs  of  the  anchorage,  20  years  ago,  no  part  of  the 
complex  and  unprecedented  work  was  undertaken  until  every  possible 
contingency  was  provided  for;  remedies  were  devised  in  advance,  not 
only  for  the  difficulties  that  did  arise,  but  that  might  possibly  have 
arisen  through  mischance  and  did  not,  and  well-placed  confidence  was 
inspired  in  all  who  w^ere  associated  in  the  w  ork. 

The  stiffening  trusses  of  1880  were  the  first,  or  among  the  very  first,, 
large  bridge  trusses  in  which  riveted  structural  steel  was  used,  and 
the  character  of  the  work  throughout  the  whole  period  has  been  at 
once  conservative  and  advanced  practice. 
L.  L.  Buck.  L.  L.  Buck,  M.  Am.  Soc.  C.  E. — The  speaker's  work  at  Niagara 
began  21  years  ago.  Four  years  after  he  went  there,  there  was  talk 
of  another  bridge  just  above  the  railroad  suspension  bridge,  and  it  was 
proposed  to  put  in  a  cantilever.  It  always  seemed  as  though  that  was 
the  place  for  an  arch,  and  a  spandrel-braced  arch  w-as  the  one  that 
seemed  best  adapted  to  the  place,  because  it  was  the  most  convenient 
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to  erect  without  scafifolding  under  the  main  arch;  which  woukl,  of  Mr.  L.  L.  Buck, 
course,  be  impossible  in  a  place  with  a  20-mile  current  underneath  and 
from  75  to  140  or  150  ft.  depth  of  water.  So  the  speaker  designed  an 
arch  very  similar  to  that  which  has  now  taken  the  place  of  the  suspen- 
sion bridge,  but  did  not  get  a  chance  to  compete  on  the  design,  though 
some  parties  had  said  that  no  doubt  there  would  be  an  opportunity  to 
do  so,  but  that  they  would  not  build  the  bridge  for  sometime  to  come. 
The  "  some  time  to  come"  proved  to  be  just  about  a  week,  as  in  that 
time,  they  had  let  the  contract,  and  were  going  right  ahead.  An  arch 
bridge  crossing  the  Genesee  river  at  Rochester,  designed  by  the 
speaker,  was  spandrel-braced  and  had  three  hinges,  but,  very  much  to 
the  speaker's  surprise,  when  the  bridge  was  empty,  with  the  exception 
of  a  double  team  of  large  horses,  which  kept  time  pretty  well  at  a  slow 
jog-trot,  the  bridge  would  teeter  near  the  quarters.  Mr.  Alden,  who 
did  the  work,  said  one  day,  "We  must  get  rid  of  that  teeter."  "  How 
much  do  you  suppose  it  is,  Alden?"  '*  Well,"  said  he,  "three-quarters 
of  an  inch. "  He  was  told  that  if  the  whole  range  of  the  movement 
was  I  in.  it  was  as  much  as  the  sjDeaker  expected.  A  level  and  rod  were 
procured,  and  the  rod  was  laid  on  the  sidewalk  so  that  it  had  an  in- 
clination, and  the  level  set  up  on  the  shore  so  that  a  sight  could  be 
taken  at  the  rod.  As  it  was  raised  up  and  down  it  would,  of  course, 
make  a  considerable  movement  transversely  on  the  horizontal  hair  of 
the  level,  and  in  this  way  would  indicate  pretty  fine  readings  of  the 
amount  of  the  up-and-down  movement  from  the  normal  position.  The 
movement  was  less  than  -r^  in. 

In  Brock's  Monument — a  stone  tower — during  a  high  wind,  there  is 
considerable  motion  which  feels  as  though  it  was  3  or  4  ins.,  though 
probably  it  is  not  nearly  as  great  an  amount  as  that. 

After  building  the  three-hinged  arch  the  speaker  decided  that  the 
center  hinge,  although  theoretically  giving  less  temperature  strain, 
was  in  many  respects  a  mistake,  as  the  reversals  in  the  diagonals  and 
in  the  top  chords  are  greater,  and  the  top  chords  give  no  assistance  in 
supporting  the  load,  their  only  office  being  to  stiffen  each  half  of  the 
rib.  The  speaker's  idea  in  this  design  was  that  if  the  stresses  in  a  two- 
hinged  arch  were  carefully  calculated  through  all  the  members  when 
the  dead  load  alone  was  on,  and  the  shortening  of  members  in  com- 
pression and  the  lengthening  of  members  in  tension  accurately  worked 
out,  and  the  increase  or  decrease  in  the  length  of  each  as  indicated  by 
these  calculations  made;  the  top  chords  being  in  tension  and  the  lower 
chords  in  compression  in  erection,  the  top  chords  would  naturally 
meet  first  when  the  bridge  came  together.  They  would  have  done  so, 
except  for  the  fact  that  the  connections  being  riveted,  and  the  sheets 
held  in  position  by  drift  pins  and  bolts,  each  gave  a  little  at  either 
end;  the  braces  being  in  tension  pulled  slightly  out  of  position,  and 
the  total  movement  amounted  to  considerable  when  the  middle  of  the 
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Ml  L.  L.  Biu-k.  span  wiiH  reached,  while  the  posts  had  just  the  opposite  effect.  This, 
tht>  Hpcjikcr  thought,  waH  tlie  reason  the  to])  chords  did  not  come 
tog«>ther  without  a  shim  ;  but  the  shim  did  no  harm  at  all.  It  re- 
([uircd  a  little  more  work,  but  by  turning  one  nut  the  toggle  was 
compressed  on  both  sides  and  with  a  given  pull  on  the  wrench,  and  a 
careful  estimate  of  friction,  the  recpiirod  i)ressure  could  be  very  closely 
obtained.  The  result  proved  the  work,  because  if  the  jiressure  had 
not  been  right  in  the  top  chord  a  good  many  of  the  very  long  diagonals 
would  have  shown  more  or  less  tendency  to  spring  sideways.  This 
has  never  been  shown,  at  any  temperature,  and  it  is  safe  to  say  that 
the  work  is  practically  correct,  and  that,  there  being  no  pin  connec- 
tion, every  member  of  those  trusses  is  helping  to  sustain  the  load. 
"When  the  full  load  is  on,  the  diagonals  are  in  tension  and  the  top  and 
bottom  chords  in  compression. 

In  making  the  calculations  the  lower  chords  at  the  middle  point 
were  lighter  than  the  speaker  liked  to  have  them,  and  the  middle 
portion  of  the  top  chords  was  very  heavy;  consequently,  he  increased 
the  middle  portion  of  the  bottom  chord  by  one-half  of  the  difference 
between  the  three-hinged  and  the  two-hinged  arch,  for  which  he  is 
not  sorry. 

The  speaker  wishes  to  say  that  in  addition  to  the  valuable  assist- 
ance the  author  rendered  in  the  calculation  of  stresses,  he  has  filled 
the  position  of  resident  engineer  with  great  energy,  excellent  judg- 
ment and  strong  loyalty  to  his  chief,  and  has  contributed  greatly  to 
the  success  of  the  work. 
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CORRESPONDENCE. 


Heney  Goldmark,  M.  Am.  Soc.  C.  E. — There  is  so  much  that  is  in-  Mr.  Goidmark. 
teresting   and  valuable   in  this    paper  that    the  Avriter  cannot    help 
regretting  its  comparative  brevity. 

Among  other  points,  a  more  detailed  statement  as  to  the  method 
used  in  determining  the  stresses  would  be  of  much  interest.  It  is  to 
be  hoped  that  the  author  may  give  some  further  information  on  this 
subject  in  closing  the  discussion. 

While  all  arches  with  less  than  three  hinges  depend  on  the  theory 
of  elasticity,  as  well  as  on  statics  for  their  stress  determinations,  this 
particular  form  reduces  the  difficulty  of  computation  to  a  minimum. 
Furthermore,  a  single  system  of  bracing  is  used,  with  riveted  connec- 
tions at  all  points,  so  that  the  changes  in  the  lengths  of  the  separate 
members  are  purely  elastic,  with  no  play  due  to  pin  fittings. 

The  details  of  the  bearings  at  the  skewbacks  are  also  very  skill- 
fully designed  to  reduce  friction  as  much  as  possible,  so  that  the  usual 
assumption  of  frictionless  hinges  is  very  nearly  justified. 

Under  these  conditions,  the  only  indeterminate  quantity  involved 
is  the  magnitude  of  the  horizontal  thrust  H  at  the  abutments.  When 
this  is  known  the  stresses  in  all  the  members  can  be  very  easily  found 
by  simple  statical  methods. 

In  this  respect  the  design  compares  very  favorably  with  ribs  hav- 
ing solid  web-plates,  and  also  with  all  forms  of  arches  in  which  the 
bracing  is  arranged  in  multiple  systems.  In  all  of  these  the  theory  ot 
stresses  is  more  uncertain  and  the  arithmetical  computations  more 
complicated. 

The  best  method  of  solving  all  indeterminate  frames  is,  beyond 
doubt,  that  known  as  the  Method  of  Least  Work,  or  Virtual  Veloci- 
ties. This  method  is  mathematically  exact,  being  in  fact  merely  an 
extension  to  framework  of  the  well-known  mechanical  theory  of  Vir- 
tual Displacements. 

The  first  application  of  this  theory  to  engineering  structures  was 
made  by  Clerk-Maxwell  in  1865,*  but  it  has  subsequently  been  devel- 
oped almost  entirely  by  Continental  writers,  and  made  a  useful  instru- 
ment for  solving  all  the  more  complex  questions  involving  the  stresses 
and  deformations  of  structures.  Reference,  however,  should  be  made 
to  a  valuable  paper  by  G.  F.  Swain,  M.  Am.  Soc.  C.  E.,  which 
is  almost  the  only  contribution  to  the  Method  of  Least  Work  which 
the  author  has  met  with  in  the  English  language,  f 

In  calculating  a  two-hinged  spandrel  arch,  such  as  that  treated  of 
in  the  paper,  the  only  assumption  involved  in  determining  the  stresses. 

*  Philosophical  Magazine,  1865. 

f  Journal  of  the  Franklin  Institute,  Feb.,  Mar.,  April,  1888. 
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Wr.  (Joidmark.  (lu(>  to  oxteriiJil  loiidiug  Ih  that  of  11  ('oustaut  Modulus  of  ElaHticity. 
For  modoru  structural  nteel  the  error  introduced  by  this  assumptiou 
ou^lit  uot  to  exceed  2  or  3  i)er  cent. 

The  eft'ect  of  temperature  changes,  is,  of  course,  more  uncertain, 
as  their  variation  must  necessarily  be  somewhat  arbitrarily  assumed. 
There  is,  however,  no  difficulty  in  adojjting  an  extreme  range,  which 
will  ])rovide  for  all  possible  cases  that  can  occur  in  jiractice,  and  even 
under  this  assumi)tiou  the  economy  of  omitting  a  third  hinge  is  con- 
siderable. 

The  use  of  a  central  hinge  at  the  crown  of  the  arch  is  commonly  as- 
sumed as  obviating  the  necessity  of  taking  temperature  stresses  into 
account.  From  the  observations  he  has  been  able  to  make  of  a  number 
of  large  arches,  used  either  as  bridges  or  roofs,  the  writer  is  convinced 
that  this  assumption  is,  in  most  cases,  unwarranted.  In  every  arch 
lie  has  yet  examined,  including  several  designed  by  himself,  the  fric- 
tion in  the  pin  bearings  was  clearly  sufficient  to  stop  all  rotation  and 
hence  to  overthrow  the  condition  of  frictionless  hinges,  on  which  the 
entire  theory  of  the  three-hinged  arch  is  based.  In  addition  to  the 
friction  in  the  usual  inn  connections,  the  necessary  floor  fastenings 
in  both  highway  and  railroad  bridges,  and  the  roof  covering  in  build- 
ings, are  usually  sufficient  to  prevent  all  motion. 

As  an  instance  of  this,  the  three-hinged  arches  in  several  of  the 
World's  Fair  Buildings  at  Chicago  may  be  mentioned,  in  which  the 
two  halves  of  the  arch  were  quite  rigidly  connected  by  iron  and 
wooden  purlins  and  lantern  girders.  As  these  were  entirely  contin- 
uous across  the  central  hinge,  all  rotation  was  effectually  prevented. 
Mr.  Moncrieff.  J.  M.  MoNCRiEFF,  M.  Am.  Soc.  C.  E.— It  would  add  still  further  to 
the  usefulness  of  an  already  valuable  paper  if  some  details  could  be 
given  of  the  weights  of  steel  in  the  various  parts  forming  the  main 
span,  such  as: 

The  combined  weight  per  lineal  foot  of  the  arch  frames  (ribs,  top- 
chords  and  web-bracing). 

The  w^eight  per  lineal  foot  of  span  of  the  lateral  and  sway-bracing. 

The  weight  per  lineal  foot  of  the  steel  floor  systems. 

The  weight  per  lineal  foot  of  the  remaining  permanent  load  of  tim- 
ber, permanent  way,  etc.,  etc. 

These  details,  together  with  a  short  statement  of  the  allowed  unit 
stresses,  would  enable  one  to  make  a  comparison  with  other  types,  as 
to  the  economy  of  the  structure  in  carrying  the  usual  running  load  of 
10  000  lbs.  per  lineal  foot. 

The  writer  notes  also  that  no  reference  is  made  to  wind  pressure, 
either  as  to  its  amount,  or  influence  on  the  structure. 

With  regard  to  the  erection,  the  insertion  of  the  shim  in  the  top 
chords,  by  forcing  the  latter  apart  by  means  of  the  compression  toggle 
shown  in  Fig.  11,  appears  to  the  writer  to  give  no  guarantee  that  the 
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required  compression  of  350  tons  was  eitlier  reached  or  not  greatly  Mr.  Moncrieflf. 
exceeded,  and  as  the  jDermanent  stresses  in  the  various  members  de- 
pend, to  some  extent,  on  the  stress  in  the  top  chords,  there  is,  evidently, 
some  uncertainty  as  to  their  actual  value  in  the  finished  structure, 
over  and  above  the  uncertainties  due  to  the  assumptions  usually  made 
in  the  stress  calculations  for  such  structures  as  well  as  to  conditions  of 
erection,  temperature,  etc.  That  this  uncertainty  was  present  in  the 
mind  of  the  designer  of  the  Niagara  Aich  is  evidenced  by  the  sections 
of  the  ribs  having  been  increased  to  be  a  mean  between  those  required 
for  a  two-hinged  arch  and  a  three-hinged  arch. 

It  is  to  be  noted  that  the  required  comj)ression  of  350  tons  forms 
an  ai)preciable  amount  in  relation  to  the  total  stress  on  the  top  chords, 
as  given  on  the  stress  sheet  accompanying  the  paper,  assuming  that 
the  350  tons  and  the  figures  on  the  stress  sheet  both  refer  to  stress  on 
two  arch  frames  together. 

With  regard  to  the  adjusting  toggles  in  the  anchor  chains  used  for 
erection,  the  writer  devised  a  similar  means  of  adjustment  in  1896  for 
the  erection  of  the  new  Eedheugh  Bridge  across  the  Tyne  (England), 
now  in  course  of  construction  from  his  designs. 

This  bridge  is  to  consist  of  two  spans  of  248  ft.,  two  spans  of  168 
ft.,  and  a  number  of  short  plate-girder  api^roach  spans.  The  larger 
spans  are  to  rest  on  three  braced  steel  piers  in  the  river  and  on  two 
masonry  piers,  one  on  either  river  bank,  and  the  erection,  at  a  clear 
height  averaging  87^  ft.  above  high-water  level,  is  to  be  carried  out 
without  staging  or  falsework  other  than  is  aff"orded  by  the  old  bridge 
which  is  being  replaced  by  the  new  structure.  The  old  bridge  is, 
however,  in  such  a  condition  that  no  part  of  the  new  structure  is  to  be 
allowed  to  rest  on  it  during  erection,  and  it  will  simply  serve  as  a  plat- 
form for  conveying  the  material  to  the  point  of  erection. 

The  main  trusses  are  to  be  of  the  Petit  type,  and  the  heads  of  the 
incKned  end  posts  of  adjoining  spans  are  to  be  connected  together  over 
each  river  pier  by  adjustable  toggles.  The  trusses  are  to  be  erected 
as  cantilevers  on  either  side  of  the  j^iers  meeting  at  the  center  of  each 
of  the  248-ft.  spans,  and  in  the  case  of  the  168-ft.  spans  from  the  river 
piers  for  the  full  span  to  the  masonry  shore  piers. 

As  the  erection  of  the  main  girders  and  their  toggle  adjustments 
is  not  yet  commenced,  it  is  a  satisfaction  to  know  that  the  toggles  at 
the  Niagara  Arch  bridge  were  so  effective,  both  in  raising  and  lowering 
the  load. 

The  roller  bearings  at  the  heels  of  the  Niagara  ^\j:ch  are,  in  their 
earlier  life,  no  doubt,  free  from  some  of  the  objections  accompanying 
the  use  of  large  j)ins,  but  unless  means  are  provided  for  periodical 
cleaning,  and  jDroper  attention  is  paid  to  this  duty,  there  may  be  a 
positive  disadvantage  in  having  adojDted  rollers  in  preference  to  the 
m.uch  simpler  pin. 


1G4  COKKESPONDENCE   ON    NIAdAKA    ItAlI.WAV    AKCH. 

Mr.  Mom-rt.-iT.         Tho  writer  uoicH  that  the  luati'riul  of  wliicli  the  rollers  iw  made  in 
uot  stated  iu  the  paper. 

The  eugiueer,  and  all  eoneerued  iu  the  work,  are  to  be  congratulated 
on  tlu'  suceessful  {•<)ui])leti()u  of  so  handsome  a  structure  under  diflfi- 
cult  conditions  of  erection. 
Mr.  Johnson.  J.  B.  JoHNSON,  M.  Am.  Soc.  C.  E. — The  great  amount  of  labor  in- 
volved iu  the  computatiou  of  a  spandrel  arch  of  the  kind  here  given 
creates  a  demand  for  a  simpler  method.  The  writer  therefore  otters 
tho  following  approximate  method,  and  hopes  it  may  have  a  fair  trial 
at  the  hands  of  those  who  may  be  called  upon  in  future  to  design  such 
structures. 

Since  the  great  problem  is  to  find  the  horizontal  components  of  the 
reactions  for  the  several  joint  loads,  and  since  all  full-spandrel  trussed 
arches  would  be  very  much  alike,  as  to  general  relative  dimensions, 
the  writer  has  taken  the  reactions  as  found  for  this  Niagara  arch  (as 
kindly  sent  to  him  by  the  author),  and  has  simply  drawn  lines  through 
the  springing  representing  their  several  directions,  and  extended 
these  to  intersections  with  their  respective  verticals  through  the  sev- 
eral joints  of  the  arch.  The  broken  (dashed)  line  joining  these 
intersections,  h',  c', k',  may  be  called  the  locus  of  the  reaction  in- 
tersections. If  now  a  parabola  be  made  to  fit  this  true  locus  as  nearly 
as  may  be,  and  its  equation  found  in  terms  of  the  constants,  span,  /, 
rise  of  arch,  r,  and  depth  of  crown,  B^,  this  may  be  called  the  "para- 
bolic intersection  locus,"  and  it  could  be  constructed  in  place,  as  soon 
as  the  general  dimensions  of  the  arch  were  known.  The  reaction 
lines  could  then  be  drawn  to  the  intersections  of  the  verticals  with 
this  curve,  and  the  directions,  positions  and  amounts  of  these  reac- 
tions thus  at  once  determined;  that  is  to  say,  all  the  peculiar  diffi- 
culties of  the  analysis  for  such  a  structure  would  disappear  if  this 
intersection  locus  were  known. 

In  the  present  example,  it  can  be  seen  by  inspection  of  Fig.  15 
that  the  error  in  the  horizontal  or  vertical  components  due  to  an 
erroneous  direction  of  the  reactions,  if  these  were  drawn  to  the  para- 
bolic locus  instead  of  to  the  true  one,  would  be  very  small.  Taking 
joint  E  as  the  worst  case,  the  horizontal  component  would  be  in  error 
about  2%,  the  vertical  component  about  2h%  and  the  resultant  reac- 
tion by  less  than  2  per  cent.  The  average  single  error  for  all  the  joints 
would  be  less  than  1%.  and  these  would  be  compensating,  as  they  are 
of  opposite  signs.  The  resulting  effect  upon  the  dimensions  of  the 
members,  for  any  combination  of  loads,  would  therefore  be  practically 
zero.  For  this  one  case,  therefore,  the  parabolic  locus  would  have 
served  as  well  as  the  true  locus,  and  another  curve  could  be  found 
which  would  fit  the  true  locus  still  closer  if  it  were  thought  necessary. 

As  to  using  the  equation  of  this  parabolic  intersection  locus  for 
another  bridge,  as  in  a  new  design,  there  is  only  this  to  be  said:  The 
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intersection  locus  for  a  two-hinged  arch  of  constant  depth  (parallel  Mr.  Johnson, 
ribs)  is  not  very  different  from  the  parabolic  locus  here  found.     The 
equation  of   this  latter,  when  referred  to  an  origin  at  the  center  of 
the  line  joining  the  two  hinges,  or  springing  points,  is 

—    32  /'  r  * 

y  CifL    I'l  On  ^2 (>) 


^here 


25  /^— 2U.r^" 


y  =  ordinate  to  locus  curve, 
/  =  span  of  arch, 
r  —  rise  of  arch, 
X  =  distance  out  to  right  or  left  from  the  center. 

The  curve  marked  a" ,  b" ,  c"   k"  is  this  locus. 

A' 


0.62D 


Fig.  15. 


The  equation  of  the  parabolic  locus  here  used  for  a  full  spandrel 
arch,  referred  to  the  same  origin,  is 


2.5  (r 


+  r  -f  2.2  D,., 


(2) 


The  full-line  curve.  A',  E\  K'  is  this  locus.     It  will  be  seen  that  if 
reaction  lines   were  drawn  through   the    springings  to  the  locus,  a\ 

h"    k" ,  these  would  all  have  greater  horizontal  components  than 

those  drawn  to  either  of  the  others.      That  is  to  say,  the  horizontal 
components  of  the  reactions  for  an  arch  of  constant  depth  (but  whose 

*  See  Modern  Framed  Structures,  p.  210;  Eq.  (19);  also,  the  works  of  Greene  and  Du 
Bois. 


ICG  COURESPONDENCE   ON    NIAGARA    RAILWAY    AROH. 

Mr.  Johiiscii.  niomoiit  of  inertia  increaH(»H  with  tlio  M«H'ftnt  of  tlio  aiifjflc  with  tlio 
horizontal  from  tho  crowu  to  th(^  Hpriuf^auj^H,  this  coudition  having 
bocn  assumed  in  tho  derivation  of  this  locus),  are  all  greater  than  the 
corresponding  horizontal  components  for  a  full-spandrel  arch;  but  the 
ditft^rcncc   Ix^twecn   actual    stresses   in   a  full-si)audrol    arch    and    the 

stresses  which  would  result  from  using  the   locus   a",    h'\    k" 

would  be  less  than  5%"  on  the  average.  That  is  to  say,  if  the  reactions 
were  assumed  to  be  the  same  for  a  full-s])andrel  two- hinged  arch  as 
thev  are  for  such  an  arch  of  constant  depth,  or  having  parallel  ribs, 
the  error  involved  could  not  exceed  h%  on  any  member. 

It  is  evident,  however,  that  all  full-spandrel  arches  are  much  more 
nearly  like  each  other  than  they  are  like  arches  having  parallel  ribs, 
and  hence  it  must  become  evident  that  in  assuming  the  Niagara 
reaction-intersection  locus  it  will  serve  for  the  solution  of  all  full- 
spandrel  arches,  and  the  error  involved  must  be  very  much  less  than 
5  per  cent.  Even  if  the  approximate  parabolic  locus  here  found  be  used, 
the  resulting  error  "would  certainly  never  be  as  much  as  2%,  and 
would  probably  always  fall  inside  of  1  per  cent. 

When  it  is  considered  that  other  functions  of  the  problem  cannot 
be  evahiated  nearer  than  DO^',  and  that  to  cover  these  great  uncer- 
tainties a  factor  of  safety  of  300^  or  400^  is  inserted,  is  it  not  very 
irrational  to  expend  great  labor  in  trying  to  compute  sections  for 
assumed  loads  to  the  nearest  tenth  of  1  per  cent.  ? 

A  somewhat  closer  approximation  to  the  true  locus  may  be  found 
by  using  a  hyperbola  having  the  equation 

where  ^  =  1.35  r  +  1.85  D, 

and  K=^r  -f-  2.2  B, 

This  curve  coincides  at  the  center  with  the  parabola  here  used, 
but  drops  a  little  at  the  ends. 

These  reflections,  and  this  approximate  method  of  computing  these 
structures,  are  submitted  to  the  good  judgment  of  practicing  en- 
gineers, rather  than  to  the  equally  worthy  members  of  the  Society 
whose  principal  business  is  to  apply  exact  theories  to  very  definite 
but  assumed  problems. 
Mr.  Braune.  G.  M.  Bkaune,  Jun.  Am.  Soc.  C.  E. — The  writer  fully  agrees  with 
the  author  in  his  j^raise  of  the  steel  arch.  In  beauty,  the  steel  arch  is 
entitled  to  first  place  among  the  different  types  of  bridges.  Were  it 
not  for  that  statically  indeterminate  force— the  horizontal  thrust — 
it  would,  no  doubt,  appear  more  frequently  in  America. 

The  following  equations  for  determining  the  horizontal  thrust  for 
the  two-hinged  arch  with  web  members  were  taken  by  the  writer  from 
the  lectures  of  the  late  Dr.  Fraenkel,  of  the  Technical  High  School  of 


CORRESPONDENCE   ON   NIAGARA    RAILWAY    ARCH. 


167 


Dresden,    Saxony,    and    from   Mueller-Breslau's    Graphical   StaticH,^  Mr.  Braune. 
which  work  treats  of  the  arch  very  fully,  and  in  such  a  manner  that 
the  theory  is  easily  understood  by  the  reader. 

If  S  represents  a  force  working  in  the  axis  of  a  member  m—vi 

whose  length  is  u;  ■ 1 ^  a  certain  amount  of 

7)1  m 

work  will  be  performed,  which  (assuming  that  the  material  of  which 

the  member  is  composed  possesses 

the  virtue   of    elasticity)    will  be 

equal  to 


A  = 


S~  u 
2~WF 


(1) 


Fig.  16. 


in  which  E  denotes  the  modulus  of 

elasticity,  and  F  the  cross-section  of  the  member. 

The  work   of   a  whole   system,  when   forces   act   in   the   different 
members,  would  be: 

S'  u 

(2) 


A='E 


Let  the  forces  p-^  p. 


2  E  F    

/),„  act  on  the  arch  a-b;  the  reactions  re- 


sulting from  these  forces  may  be  resolved  into  1\,  IT,  and  H.  Let  S 
be  the  stress  in  the  member  m — m,  then  S  =  Q  -\-  s  H  may  be  written, 
in  which  Q  is  the  stress  in  the  member  when  H=  0,  or  when  the  arch 
acts  as  a  simple  beam,  and  s  is  the  stress  when  H  ^  1. 

Assume  that  the  abutments  are  movable,  and  represent  the  amount 
of  movement  by  z/  /, 

d  A 
then  —  /]  I  =  -jjj  (Castigliano) (3) 

in  which  A  equals  the  work  performed  in  the  whole  system,  and  H  is 
equal  to  the  horizontal  thrust. 
It  has  been  shown  that 

2  E  F' 
so  that  by  differentiating,  and  substituting  in  (3),  there  results: 

S  u    cl  S 


Ai=  :e 


(4) 


EF    dH 

d  S 
From  S  ^=  Q  -\-  s  H,  i^  obtained  yy^  =  s;  and  substituting  these 

values  in  (4) : 


and  hence 


H  = 


F 


EF 


-\-  E  J  I 


~F~ 


"  Statik  der  Baukonstruction,"  by  Mueller-Breslau. 


r.s 
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]\ir.  Hniiiii.'.  «»r,  wlicii  tlio  ftbutmmtH  aro  regjudcd  uh  fixed, 


J  / 


\ 


II  ^ 


8*  U 

F 


(•^^) 


0. 


Q  =  stross  iu  ineinbcr  wliou  7/ 

f(  =  length  of  meiii]H'r. 

.s  :=  stress  in  member,  when  7/  =  1. 

F  =  crosa-soctiou  of  eacli  inembor. 

The  horizontal  thrust  resultiu}:^  from  the  change  in  temperature 
may  be  found  in  the  following  manner. 

If  for  each  member  of  the  arch  truss  the  change  in  temperature  is 
the  same  and  is  equal  to  P,  and  were  the  reactions  removed,  the  arch 
would  expand  and  assume  a  slia})e  similar  to  its  original  form,  and  the 
line  of  horizontal  thrust  would  lengthen  itself,  a  I  tP,  I  being  the 
span,  a  the  coefficient  of  expansion,  and  P  the  diff"erence  in  tempera- 
ture. Now,  the  abutments  would  prevent  this  expansion  through  two 
equal  forces  77,  working  in  the  direction  of  the  line  of  horizontal  thrust. 

d  A 

#4, (^) 

Let  S  be  the  stress  working  in  any  member  of  the  truss  caused  by  H^, 

d  S 
then  S  =  H^  s,  and  ^-^  =  s  (and  s  =  stress  for  77,  =  1). 

It  has  been  shown  that  d  A  =  :2  —  ^f;  substituting  these 
values  in  equation  (6)  there  results: 

Su    dS 


Now, 


therefore 


—  /Jl  = 


—  alt-  = 


aip  =  :e 


EF  d  H, 


=  H, 


s  u 
~EF 


and, 


H,  =  ± 


E  a  P  I 


F 


(7) 


in  which 

E  =  the  modulus  of  elasticity, 

a  =  the  coefficient  of  expansion^ 
p  =  diff'erence  in  temperature, 

/  =:  the  length  of  span, 

.s-  =  stress  when  H  =  I, 

V  =  length  of  membei'. 

F  =  cross-section  of  member. 

By  disregarding  the  change  in  Fig.  17. 

form  (Formaenderung)  of  the  web  members,  when  forces  act  upon  the 
truss,*  equations  (5)  and  (7)  may  be  simplified  in  the  following 
manner : 


*  Mueller-Breslau  :  Zeitschrift  der  A.  &  I.  Verein,  1884,  p.  581. 
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Let  //  „  =  length  of  member  in^ — m.^. 
r„,  =  perpendicular  from  m  to  ?<^,_, 
y,,j  =  ordinate  of  panel  point  ?», 
i^^^j  z=  section  of  ?/,„, 
F^  =  the  most  frequently  occurring  section. 


Mr.  Braune. 


H 


n,= 


F 


F. 


2   '^^^F 
F    ^'■ 

Eat^l  F^ 

2^1JL  F 
F    ^' 


(5"] 


{T) 


L3t  3/,j  be  the  moment  of  all  the  external  forces  about  the  jDoint  m 
and  3/\,i  the  moment  about  the  point  m  of  a  simple  beam,  then 

and  the  stress  in  the  member  is : 


S.,,  = 


or, 


S.. 


It  has  been  shown  that  aS',„  —  (§,„  +  s,,^  H),  in  which  ^  =  stress 
when  H  =  0,  S  =^  stress  when  H  =  I. 

By  comparing  these  two  equations,  it  is  found  that 


Q. 


hence, 


Qm  ^,n  U>, 


F. 


F^ 


=  + 


+  ^;    and  s„  = 

'  in 

MJ  s,„  u..,        F. 


and, 


F. 


'■/H       "W     ""'H 


^m  ^in  ^;>? 


F., 


y.. 


i^  y  "^  u     F 


r^, 


F.. 


and,  by  substituting  in  equations  (5")  and  (7"), 


'E  M  ^  w 

Tj  __      -^  ■^'■^1)1     "^m 


and, 


i7. 


E  a  P  I  F^ 


(5") 
(7^) 


TTr        ___       .?/■»      ^^;))        -^  C 

**m  ^2  F^ 


in  which 


Z,n  = 


170 
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Now  let  a  force  ]*  act  at  a  ])oint  x  =  a  of  the  truss  /  —  /,  then  the 
monn^nt  about  a  piincl-point  to  the  \v.ft  of  /*  will  be: 


M'.= 


F  [l—a ) 
I 
and  for  a  ])aiu>l-point  to  the  right  of  P: 


'V.. 


MK.  = 


Pa 

I 


It'  all  the  moments  of  the  panel-points  to  the  right  and  left  of  P 
arc  found  and  substituted  in  equation  (5''),  there  obtains: 


H=P 


to...  X 


^  7. 


(8) 


Now  if  the  values  of  u\^  are  multii3lied  L 
by  the  force  P  =  I,  and  the  moments  of  1- 
these  forces  about  the  point  .r  =  a  are 
found  (allowing  the  forces  i«,„  to  act,  of 
course,  in  the  respective  panel-points 
for  which  they  were  calculated)  there 
results : 


Fig.  18. 


M  ,r  = 


/ 


/ 


u\„  X. 


+  7^' 


U',..  X 


The  right  side  of  this  equation  is  identical  with  the  numerator  of 
equation  (8),  and,  by  substituting,  it  is  found  that, 

F, 
F 


Y,n   ^f,n 


H  = 


M  w 


^m  ^^,« 


2  z„ 


(9) 


Y    u 
at  a  point  x  =  a  of   the  arch  truss,  the  values   TF™  =  — ^  — ^ 


/( 


Therefore,  to  find  the  horizontal  thrust  which  a  force  P  =  I  exerts 

F 
F 
must  be   calculated   and   multiplied  by  i_7'„j 

P  "=  I,  and  the  bending  moment  of  these 
forces  (allowing  them  to  act  at  the  re- 
spective panel  points, for  which  they  were 
figured)  found  about  the  point  x  =  a.  Fig.  19. 

These  equations  may,   at  first,   appear   rather  tedious,   but   after 

using  them  a  few  times  they  are  solved  very  readily. 

F 
By  putting  -~-  =  1,  the  equations  are  much  simplified,  and  the 

■'^  m 

results  thus  obtained  (Mueller-Breslau)  are  very  satisfactory. 

The  value  i^,.  of  the  equation  (7'')  may  be  calculated  as  follows: 
After  having  found  the  stress  acting  in  a  member  T  due  to  the  live 
and  dead  loads,  an  equation. 
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may  be  written,  in  which  S  =  the  stress  allowed  per  square  inch,  Mr.  niaune. 

Qj^  =  the  stress  resulting  from  live  load, 

Qd  =         "  *'  "       dead  " 

Q,  =         "  *'  "       change  of  the 

temperature. 

E  a  P  I 
Having  calculated  the  expression  —  from  (7'),  let  it  be  rep- 

resented  by  B; 

then,  S  F^ 

and. 


QL-h  Qd+^b f,, 


F.= 


Ql-  Qd 


b!l 

r 


For  the   case  where  the  top  chord  is  horizontal,  and  the  panel 
lengths  are  equal,  there  may  be  written: 


W     = 

"  mo 


S    V        F 


F 


U,. 


cos  a 


y, 


F. 


h"-  cos 2  a    jFI. 


Y     U 

-^  mo   ^m 


F. 


cos^   a  h^     F,, 


Fig.  20. 


and 

combining  these  two 


W 


Vr, 


U„,    F^ 


h''       F.. 


TfT-      4-  TT     =  W    — 

' '  mu    i^    '^  mo  '  m 


m    (  F^  K  1        \ 

2   V  '/'""  F,„    ^  ^'-^'"^  F.,.  cos^'  a  J 


For  all  practical  purposes,  since  the  panel-lengths  are  equal,  these 
equations  may  be  written: 

{    K      _     K  I  _;     \ 

\F,,        F„  cos3.,- V 


by  putting 


W 


Y     4-  Y 

-^  mu     t^    -^  mo 


;  z. 


F-      4-  F^ 

-^     »)?/     i^    -*     mo 


E.   S.   Buck,  M.  Am.   Soc.  C.  E. — In  response  to  several  requests,  Mr.  R.  S.  Buck, 
the  author  gives  herein  the  outline  of  the  method  of  calculation  used  in 
this  design,  and,  in  order  to  make  clearer  the  essential  points  involved, 
has    added   some    details    and    explanations   not    given   in    Professor 
Greene's  book. 

The  removal  of  the  center  hinge  eliminates  the  point  that  admits  of 
an  easy  graphical  determination  of  the  proper  force  polygon  for  any 
loading,  and  the  equation  of  condition  for  invariability  of  span  is  not 
applicable.     This  equation, 


becomes 


^EF  .  DE_  ^ 
^         FT~^^' 
1  ^FF .  DE       „ 
E^  1  =^ 
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Mr  U.S.  Buek.  wluMi  /  l)ocomos  11  variiil)l(>,  as  it  (1<hv-i  witli  tlie  Hi)andrel-l)raced  arch 
with  horizontal  toj)  chord. 

lu  this  (Mpiatioii  E  F  is  the  vertical  intercept  between  the  force 
polygon  for  any  loadinji;  and  the  axis  of  Uie  ril»;  and  J)  E  is  the  ordinate 
to  the  same  i)oiut  on  this  axis 
(see  Fig.  21).  7v  is  the  modulus 
of  elasticity  of  the  material  in 
the  arch,  which  is  usually  con- 
stant. /  is  the  moment  of 
inertia  of  the  truss,  whicli  varies 
rapidly,  and  cannot  be  deter- 
mined  at   any  point   until   the  ^/^il i/^ ''Jl}J?_ 

sections  are  known.     It   must,  p,^^  2^ 

therefore,  come  within  the  sign 

of  summation,  which   renders   it   impracticable   to   apply   the   above 

formula 

The  in-iuciple  involved  in  the  Clerk-Maxwell  method  is  the  follow- 
ing: If  one  end  of  an  arch  is  fixed  and  the  other  end  fi*ee  to  move,  and  if 
any  member  of  the  trass  is  lengthened 
or  shortened  under  stress,  the  hori- 
zontal movement  of  the  free  end  of 
the  arch  due  to  this  change  of  length 
will  be  proportional  to  the  horizontal 
thrust  at  this  point,  if  the  movement 
were  prevented.  In  other  words,  in- 
ternal work  of  strain  equals  external 
work  of  resistance. 

To    demonstrate     more     fully    (see 
Fig.  22): 

Let  T  =  stress  in  any  member  G  E,  no  other  member  being  under 
stress. 
"   A  ^=  area  of  cross-section  of  GE, 
"   E  =:  modulus  of  elasticity       " 
"     I  =  length  of  G  E, 
"  Jl  =  elongation  or  compression 
of  G  E  under  stress  T. 


EE=/ll 
FJ  =  y 

EF=p 


Fig.  22. 


,.„  g  ^ 


Then  Jl  =  ^=-5- 
III  A 


X   I 


AR=X 


R 


n  If 


Now,  if  we  consider  the  position  of  ^Tt^' 
the   arch   on  the  right  of    G  E  to  be 
held  rigidly  and  this  member  length- 
ened or  shortened  an  amount  Al,  for  Fig.  23. 
a  slight  distortion  motion  of  the  free  end  of  the  arch,  F  can  be  con- 
sidered as  taking  place  about  i^  as  a  center,  this  being  the  center  of 
moments  of  the  piece  in  question.     We  then  have 
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A  A'  :  EE'  ::  AF:  EF.-.  A  A'  = 
Agaiu         A  A'  :  J  L  : :  A  F  :  F  J .■ .  J  L  = 


EE'XAF       Zll  X  A  F         Mr.  R.S.  Buck. 


EF        ~ 

A  A'  X  FJ 

AF 


P 


D 


In  other  words,  the  horizontal  com- 
ponent of  the  movement  of  the  free  end 
of  the  arch  is  to  the  change  of  length  of 
the  member  stressed  as  the  vertical 
ordinate  of  the  center  of  moments  of 
the  member  is  to  the  perpendicular  to  -^j^ 
the  member  dropped  from  the  center  of  ^  I 
moments.  K 

This  is  more  readily  apparent  in  the 
case  of  the  top  chord  than  of  the  verti- 
cal and  inclined  members.      The  distor-  Fig.  24. 
tion  of  the  truss  for  change  of  length  of  post,  brace  and  rib  is  given 
in  Figs.  23,  24  and  25;  and  the  ojDerations  of  obtaining  the  values  of  AL 
for  tlieso  cases  are  as  follows: 

G  G'  X  AP  . 


g'g=ss=JI 

PS=p 

PR^y 

AR=X 


Post- A  A'  :  G  G'  ::  AP  :  P  G 
AA':JL::AP:PR.-.JL  = 

Brace.— A  A'  :  S  S'  : : 
AA':JL:: 
Rib.— A  A'  :  K'  K" 
AA'-.JL 


P  R  X  AA'       Alx  A  P 


AP 


=  y-  Ai 
p 

AP  .PS.'.  AA'  = 
AP  '.P  R  .'. 

::  A  G  :  GS. 
::  A  G  :  GR 


P 


AlxAA' 


.  ^  y  X  A  A'  y  ., 
^^-=  AP  =J^^ 
^^^,_AlxAA' 


=  y-Ai 

p 

Now  substituting  in  equation  (2)  the 
value  oi  A  I  given  in  equation  (1)  we  get, 


.  r  T     ly 


(3) 


B 


Ail. 


EAp 

If  the  arch  be  acted  upon  by  two  forces 
H  and    V  (Fig.    26),    by  the  method   of 
moments,  the  stress  in  any  member  SiS  G  F  can  be  obtained. 
Hx  P  R+  Vx  AR  _Hy  +  Px 


KK=Al 
AR  =  X 
GR=y 
GS=^V 
Fig.  25. 


T 


PS 


P 


(4) 
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Ml.  K.  s.  Uuck.  Siibstitutiug  this  value  of  7' in  oqutition  (3),  there  rcHults 

,  r  _  ^  .y'  H-  ^  -^  3/    ' 


(5) 


Now,  this  value  of  J  L  cau  be  calculatod  for  the  change  of  length  of 
each  member  in  the  areh,  and  the  error  of  considering  each  member  as 
changing  its  k'ngth  indeijendently  of  the  changes  in  the  other  members 
is  inconsiderable  for  slight  distortions. 

The  total  moment,  therefore,  is 


^     I  f   =^    17  S  '11  _L    />     'V 


/ 


^•■11  


-f  J',  ^ 


X  ?/ 


/ 


(6) 


p-'  E  A 

where  l\  is  the  vertical  end  reaction  at  the  left,  and  P2  ^^^®  same  at  the 
right. 

There  is  no  actual  movement  of  the  point  A,  therefore,  ^  J  L  ^  0, 
and  Ave  have 


H  2 


pi  E  A   ^  ^  1  ^  p-^  E  A 


4.  P  :s'zJL 
^^■'^  p''   EA 


=  0. 


//  = 


^.  X  II        I 


P' 


EA 


^y- 


i 


(7) 


(8) 
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H, 


\ 

\ 

^^ 

/ 

'\ 

\ 

S 

14 

T^X"-**^--^^^ 

■^■p/ 

/ps-P       '"-A/ 

/ 

^  PR^y                "X 

/. 

AR  =  'x                      S\ 

yA 

X \ 

1 

y 


B  R 


p^  EA 
which  is   the   general  value   for   the 
horizontal  thrust  due  to  a  load  at  any 
point  on  the  arch. 

The  first  expression  in  the  nume- 
rator is  for  those  members  to  the  left 
of  the  load  and  the  second  for  those 
to  the  right  of  the  load.  The  denomi- 
nator covers  all  the  members  in  the 
truss. 

In  this  expression  for  the  value  of 
H,  Eis  constant,  and  can  therefore  be  cancelled  out. 

In  order  to  obtain  trial  values  of  H  and  from  these  to  obtain  trial 
sections,  it  is  necessary  first  to  consider  the  sections  of  all  members  as 
being  the  same. 

Thus  A  is  also  constant  and  cancels  out. 

Then,  with  values  of  A  proportionate  to  the  unit  load  stresses,  the 
values  of  H  can  be  properly  corrected  by  giving  due  consideration  to 
the  variabilitv  of  A. 


Fig.  26. 


With  A  constant,  equation  (8)  becomes 


P,2 


H  = 


x_y_ 
p- 


l^P.2^ 


XJ/_ 
p2 


i?2 


(8^) 


As  can  be  readily  seen,  —  is  simply  an  expression  for  the  stress  in  any 
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member  due  to  a  vertical  end  reaction  of  imitv,  and  ^-  the  same  for   a  Mr.  R.  s.  Buck. 

P 
horizontal  thrust  of  unity. 

Therefore,  the  first  steps  in  the  solution  of  the  above  expression 
for  H  is  to  ascertian  these  stresses  in  all  members.  These  can  be 
obtained  by  any  of  the  ordinary  methods,  preferably  perhaps  by  means 
of  moments  for  the  chord  members,  and  graphically  for  jjosts,  braces 
and  ribs. 

A  combination  of  the  two  methods  serves  as  a  very  convenient  check. 

With  values  of  H  for  load  unity  on  each  panel  point,  the  unit 
stresses  of  all  the  members  can  be  obtained. 

The  Values  of  H  for  load  unity  on  each  panel-point  are  as  follows : 

Preliminary.  Final. 

A  Constant.  A  Variable. 

Load  on  1   15554  .16459 

''       *'   2 29824  .31400 

*'       "3 43439  .45411 

"       "   4 56250  .58499 

''       ''5 67596  .70175 

''       "    6 77945  .79974 

"       ''7 85051  .86702 

"       "8 87614  .88540 

(16  Panels  Loaded) 8.39652  8 . 65840 

The  results  show  only  a  variation  of  from  1  to  Q%,  and  therefore  a 
second  approximation  is  unnecessary. 

There  is  marked  similarity  between  this  method  of  Clerk-Maxwell 
and  that  given  by  Mr.  Braune  as  taken  from  the  German  authorities. 
Applied  to  the  truss  given  in  Professor  Greene's  book  on  arches  to  il- 
lustrate the  Clerk-Maxwell  method,  Mr.  Braune's  equation  (5)  gives 
values  of  ^from  1  to  ^%  smaller. 

Professor  Johnson's  views  concerning  the  sufficiency  of  approximate 
methods  in  such  designs  as  require  so  much  work  to  compute  are  un- 
questionably sound.  His  deductions  are  certainly  serviceable.  One 
or  two  applications,  however,  of  the  more  tedious  methods  show  nu- 
merous short  cuts  within  the  limits  of  theoretically  correct  treatment 
that  deprive  them  of  much  of  their  capacity  for  consuming  time  and 
grey  matter. 

Mr.  Schaub's  desire  to  launch  a  stringent  criticism  rather  clouds  his 
observation  of  facts. 

The  full  amount  of  dead  load  was  not  imposed  on  the  Niagara  Rail- 
way Arch  w4ien  the  adjustment  was  made  by  means  of  the  compression 
toggle.  None  of  the  upper  floor  system,  and  only  part  of  the  lower 
floor  system,  was  placed  at  the  time  the  adjustment  was  made.  In 
fact,  when  due  consideration  was  given  to  temperature  conditions,  only 
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ii   H.  s  Hiuk.  ;J5()  tons  luul  to  !)('  imposed  in  hotli  top  clionlK  to  Ht'cnro  i)roper  adjuHt- 
mont,  instead  of  850  tous,  aH  iiuajjfincd  hv  Mr.  Scliauh. 

If  Mr.  Si'haul)  oxaniin(»H  tlio  toj^f^h^  a  litth;  mon^  cloHely  lu;  will  tiud 
that  it  is  capahlo  of  iiiutdi  moro  })UHh  thau  may  at  lirKt  ai)pear.  The 
bolts  arc  2i  ins.  in  diameter,  and  vvitli  ordinary  wrenches  the  nuts  could 
be  drawn  u])  to  produce  a  tension  of  4  tons  in  <>ach  })olt.  This  means 
It)  tons  ai)i)lied  to  both  sides  of  a  doubh^  to^pjle,  or  '^2  tons  eflective 
lateral  i)n'ssure.  The  angle  of  inclination  of  the  toggle  proper  multi- 
plies this  by  8,  and  gives  an  available  pressure  of  256  tons  for  each 
toggle,  or  51  ()  tons  for  both  chords  to  take  care  of  3')0  tons  needed. 

So  far  from  having  practically  nothing  in  the  way  of  dead  load 
stress  in  the  top  chord  of  the  center  panel,  there  is  a  reasonably  close 
api)roximation  to  the  350  tons  due  at  the  time  of  adjustment,  and  the 
balance  due  to  subsequent  loading  is  taken  care  of  in  the  regular  way- 

The  openings  at  the  center  of  the  toj)  chords  were  increased  by 
means  of  the  toggles  from  \  in.  to  1  in.,  and  the  line  of  camber,  accord- 
ing to  close  level  observations,  raised  over  the  entire  span  in  a  manner 
to  indicate  closer  conformity  to  a  correct  distribution  of  stress. 

The  author  takes  exception  to  the  proposition  that  the  two-hinged 
arch  is  incapable  of  proper  adjustment,  and  insists  that  such  adjust- 
ment is  not  only  possible,  but  easily  applicable.  He  would,  however, 
recommend  a  more  sensitive  means  of  measuring  the  stress  ajiplied  at 
the  center,  such  as  was  used  in  the  case  of  the  Niagara  Falls  and  Clifton 
Arch,  viz.,  hydraulic  jacks  with  gauges  attached.  The  device,  how- 
ever, used  in  the  case  of  the  Railway  Arch  was  designed  to  meet  an 
unexpected  contingency,  and  was  not,  as  in  the  latter  case,  carefully 
designed  beforehand. 

Mr.  Lewinson's  proposition  that  the  form  of  end  bearing  here 
adopted  is  improper,  on  account  of  the  theoretical  center  of  the  end 
bearing  being  4  ft.  away  from  the  bearing  face  of  the  joint,  is  readily 
answ^ered . 

Eccentricity  and  consequent  appreciable  unfair  distribution  of  the 
pressure  in  the  rollers  are  not  j)ossible  so  long  as  the  line  of  pressure 
does  not  depart  considerably  from  the  center  of  the  roller  bearing. 
The  extreme  range  of  the  line  of  pressure  is  only  24°  10',  and  the  usual 
range  not  more  than  a  quarter  of  this;  therefore,  the  rollers  are  not,  as 
Mr.  Lewinson  imagines,  very  seriously  abused.  No  bending  can  occur 
at  this  joint  unless  the  line  of  pressure  actually  falls  outside  of  the 
roller  bearing,  which  is  manifestly  imj^ossible. 

The  case  there,  in  effect,  is  simply  that  of  a  pin  8  ft.  in  diameter 
with  roller  bearings. 

The  rollers  are  easily  accessible  and  can  be  cleaned  readily,  there- 
fore danger  of  their  becoming  ineffective  from  rust  is  not  at  all  serious. 
As  far  as  can  be  seen,  there  is  not  the  least  indication  that  there  is  any 
unfair  distribution  of  stress  on  the  rollers. 
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Keplying  to  Mr.  Lindentliars  request  for  further  in  formation  on  Mr.  R.  S.  Buck, 
certain  points,  the  dead  load  concentrations  and  the  allowable  stresses 
for  the  truss  have  been  added  to  the  stress  diagram. 

The  method  adopted  to  secure  the  deflection  under  a  uniform  load 
of  10  000  lbs.  per  lineal  foot  was  to  compute  the  shortening  of  the  rib 
and  the  consequent  reduction  of  versed  sine  under  this  load.  This 
dealt  with  the  rib  members  only,  and  gave  2-1^-  ins.  as  the  deflection. 
By  using  the  "  Pull  over  E  "  formula,  2^  ins.  are  obtained  as  the  deflec- 
tion. 

Theoretically,  therefore,  under  a  load  of  6  500  lbs.  per  lineal  foot, 
the  deflection  should  bel  Te  ins.  instead  of  yf  in.  as  actually  obtained 
under  this  load.  The  diff"erence,  f  in. ,  is  proportionally  considerable, 
but  the  actual  amount  of  deflection  is  too  small,  and  existing  condi- 
tions too  far  removed  from  those  necessarily  assumed  in  theoretical 
treatment,  to  use  the  deflection  as  a  close  check  on  the  stresses.  All 
that  can  be  accomplished  is  to  see  whether  or  not  the  deflection  comes 
within  the  theoretical  limit. 
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MARINE  WOOD-BORERS. 


By  Charles  H.  Snow,  M.  Am.  Soc.  C.  E. 
Presented  at  the  Annual  Convention,  July,  1898. 


WITH  DISCUSSION. 

The  forms  of  marine  life  which  attack  wood  are  much  more 
numerous  than  is  commonly  supposed.  The  wood-borer  is  for  the 
most  part  concealed  from  view  while  at  work.  It  is  in  consequence 
frequently  dissociated  from  the  subsequently  discovered  results  of 
its  labors. 

The  Teredo  Navalis,  being  common  in  Europe,  where  these  forms 
of  life  were  first  studied,  has  become  better  known  than  its  com- 
panions. Nearly  every  kind  of  boring  found  in  wood  which  has  been 
in  sea  water  is  in  consequence  very  generally  attributed  to  this 
animal.  The  Teredo  Navalis  is  worthy  of  all  the  attention  it  receives, 
being  important  of  itself,  and  also  standing  as  a  representative  of  its 
family.  That  there  are  other  species  of  teredo  than  the  navalis,  and 
other  wood-borers  than  the  teredo,  must,  however,  not  be  forgotten. 

The  destruction  accomplished  by  wood-borers  is  very  great.  The 
cost  of  wood  destroyed,  of  replacements  necessitated  by  failures,  and 
of  protecting  wood  so  that  it  will  not  fail,  aggregate  a  very  large 
amount.     The  influence  of  these  animals  has  not  always  been  con- 
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fined  to  direct  cost.  It  is  said  that  their  presence  in  abnormal  quan- 
tities has  affected  the  prosperity  of  cities.  The  weakening  of  the 
})ile  foundations  and  other  woodwork  of  the  dikes  of  Holland  once 
threatened  the  very  safety  of  that  country. 

The  Teredo  Navalis  has  been  observed  in  Europe  for  nearly  two 
centuries.  The  Dutch,  from  necessity,  excelled  in  the  early  study  of 
its  habits,  and  the  reputation  thus  established  has  continued  to  the 
present  time.  Much  attention  has  been  devoted  to  this  and  other 
forms  of  marine  wood-borers  by  American  naturalists,  among  whom 
the  names  of  A.  E.  Verrill,  of  Yale  University^  S.  I.  Smith,  of  the 
National  Fish  Commission;  W.  H.  Dall,  of  the  Smithsonian  Institu- 
tion, and  lately  C.  O.  Siegerfoos,  of  the  Johns  Hopkins  Department 
of  Biology,  should  be  mentioned. 

The  Teeedo. 

The  teredo  is  a  very  ancient  form  of  life,  fossil  remains  having 
been  found  both  in  England  and  America.  It  was  known  to  the 
Ancients,  and  is  mentioned  in  the  writings  of  Pliny  and  of  Ovid.  It 
was  observed  in  modern  times  about  the  year  1730,  when,  as  has  been 
stated,  it  threatened  the  woodwork  of  the  dikes  of  Holland. 

The  Teredo  Navalis  is  often  referred  to  as  the  Ship  Worm,  although 
it  is  a  mollusk.  The  name  is  convenient,  because  the  navalis  and 
other  teredos  resemble  worms  in  appearance,  but  if  it  is  to  be  used  it 
should  include  all  forms  of  the  teredo,  and  not  be  confined  to  the 
species  navalis,  in  which  case  the  names  Teredo  and  Ship  Worm 
rather  than  the  names  Teredo  Navalis  and  Ship  Worm  would  be 
synonymous. 

Seven  species  of  the  teredo  have  been  identified  as  existing  in 
the  United  States.  They  are  the  Teredo  Navalis  (Linn.),  the  Teredo 
Norvegica  (Spengler),  the  Teredo  Dilatata  (Simpson),  the  Teredo 
Megotara  (Hanley),  the  Teredo  Thompsono  (Tryon),  the  Xylophaga 
Dorsalis  (Forbes  and  Hanley),  and  the  Xylotrya  Fimbriata  (Jeffreys). 
These  varieties  are  similar  in  their  principal  characteristics.  A  de- 
scription of  the  teredo  may  profitably  be  preceded  by  a  mention  of 
two  of  the  more  familiar  forms  of  life  which  resemble  it. 

The  long  or  soft  shell  clam  (Myra),  is  familiar  to  all.  The  promi- 
nent characteristic  is  a  long  worm-like  neck,  which  is  out  of  all  pro- 
portion to  the  shell  which  covers  the  softer  parts.     This  long  neck 
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i'ontaius  two  tubes  or  .sypliouH,  through  ouc  of  which  the  animal  re- 
ceives its  8usteuaiic€%  the  other  being  used  to  expel  the  water  from 
whioli  the  microscopic  life  has  been  withdrawn. 

Another  form  of  the  same  worm-like  structure  is  the  razor  clam 
(SolenidH'),  whose  shape  is  more  nearly  conformed  to  by  the  cov- 
ering shell.  It  possesses  a  powerful  club-shaped  foot  or  sucker, 
which  is  used  as  an  auger  to  penetrate  the  sand  in  which  it  re- 
sides. The  special  features  to  which  attention  is  called  are  the  long 
worm-like  syphon  structure  in  both  the  long  and  razor  clam,  and 
the  foot  or  sucker  of*  the  latter.  A  general  idea  of  the  teredo  can 
be  gained  by  imagining  a  soft  clam  with  an  unusually  long  neck 
and  a  very  small  shell,  or  a  razor  clam  with  its  shell  cut  away  so  as 
to  expose  nearly  all  of  its  length.  The  long  clam,  the  razor  clam  and 
the  teredo  are  all  true  mollusks,  and  only  resemble  worms  in  that 
parts  of  their  bodies  are  long  and  round.  The  shell  of  the  adult 
teredo  covers  but  a  small  proportion 
of  its  slender  worm-like  body. 

The  body  of  the  teredo  (Fig.  1), 
^hich  in  substance  resembles  that  of 
the  oyster,  is  long,  slender,  smooth, 
soft  and  gray,  tapering  somewhat 
toward  the  outer  or  posterior  end  s, 
where  it  is  marked  by  a  wrinkled 
collar,  shown  at  C.     This  is  the  end  of  ^^^-  ^' 

the  animal  which  is  nearest  to  the  entrance  of  the  burrow.  Although 
the  collar  attaches  the  animal  to  the  sides  of  the  boring  which  it  has 
formed,  yet  the  teredo  is  free  to  move  to  either  side  of  it.  The  two 
little  horns  shown  at  s  are  the  extremities  of  the  tubes  or  syphons 
which  have  been  described  in  connection  with  the  long  and  razor 
clams.  These  little  tubes  may  be  extended  out  through  the  opening 
in  the  wood.  They  are  the  portions  of  the  animal  which  are  first  no- 
ticed by  the  observer  (Plate  XIII). 

The  two  little  shelly  plates,  p,  at  the  base  of  the  syphon  prolonga- 
tions, are  called  pallets.  They  are  slightly  curved  at  the  top  so  that 
they  can  enfold  the  syphons.  When  the  syphons  are  withdrawn  into 
the  burrow,  the  pallets  are  contracted  over  them  so  as  to  protect  these 
soft  tubes  from  the  enemy.  The  pallet  shells  are  frequently  confused 
with  the  boring  shells,  which  are  at  the  other  end  of  the  body. 
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The  principal  or  boring  shells  B,  Fig.  2,  which  are  open  both  at 
the  top  and  bottom,  are  small,  and  very  beautifully  formed.  The 
opening  at  the  top  permits  the  emergence  of  the  body,  and  the  foot 
or  sucker  /  passes  through  the  opening  at  the  bottom.  A  calcareous 
substance  is  invariably  deposited  by  the  teredo  upon  the  newly  cut 
surface  of  the  wooden  tunnel,  forming  an  enameled  lining  through 
which  the  animal  can  glide  backward  or  forward  as  it  contracts  and 
expands.  This  shell  tube  is  a  separate  shell  structure,  distinct  from, 
the  pallets  and  from  the  boring  shell. 

It  will  be  seen  that  the  di&tinctive  features  of  the  teredo  are  the 
body,  the  collar,  the  syphons,  the  i^allets,  the  boring  shell,  the  foot 
and  the  lining  shell.  These  several  members  and  their  processes  will 
be  considered  separately. 

The  Body. — The  body  of  the  teredo  resembles  that  of  along  worm, 
without  the  articulations.  In  the  young  animal  it  is  so  transparent 
that  some  of  the  interior  organs,  such  as  the  heart  and  the  ovary,  may  be 
observed  through  it.  The  heart  consists  of  two  auricles  and  a  ventricle. 
The  pulsations,  which  may  be  readily  counted,  are  irregular,  the  rate 
being  about  four  or  five  per  minute.  The  blood  is  a  transparent, 
colorless  fluid.  Many  of  the  important  organs,  as  the  mouth,  the 
palpi,  the  liver  and  the  foot,  are  enclosed  in  the  boring  shell  at  the  fur- 
ther extremity  of  the  animal.  The  gills  are  located  for  the  most  part 
at  the  outside  of  the  shell,  and  are  very  interesting.  They  are  long^ 
and  narrow,  usually  reddish  bro^s-n  in  color,  and  perform  the  import- 
ant office  of  sheltering  the  eggs  and  embryo.  The  nervous  system  is 
well  developed,  and  consists  of  filaments  and  ganglions  connecting  the 
mouth,  the  branchiae,  the  foot,  the  collar  and  the  syphons.  The 
stomach  is  not  distinguished  by  any  peculiarity,  but  there  is  a  well- 
developed  intestine.  The  great  length  of  the  body  is  due  to  the 
elongation  of  the  syphons  or  breathing  tubes.* 

Tlie  Collar. — The  collar  C,  Fig.  1,  is  a  muscular,  wrinkled  mem- 
brane which  extends  entirely  around  the  posterior  portion  of  the  ani- 
mal, and  forms  a  connection  between  the  teredo  and  the  shelly  lining- 
of  its  tunnel.  This  is  the  only  place  at  which  the  teredo  is  not  free 
and  separated  from  its  surroundings.  The  collar  fills  the  place  be- 
tween the  teredo  and  the  circumference  of  its  tunnel.  Water  cannot 
pass  through  the  orifice  of  the  tunnel,  save  as  it  is  controlled  by  the 

♦Johns  Hopkins  Circular.  1896. 


IS'Z  SNOW    ON    MARINE    WOOD-HORERS. 

Hvplions.  Tlio  collar  coiitainH  several  well-defined  muscles,  and  these 
ai't  \i|)(Hi  tlic  i)alh>tH  which  are  i)ulled  down  over  the  syphons  in  such 
a  nuiuuer  as  to  close  the  entrance  to  the  tube  when  the  extremities  of 
the  syphons  are  drawn  into  the  burrow. 

The  Sj/phon.'i. — The  syphons  are  the  two  principal  organs,  and  ex- 
tend throughout  the  greater  length  of  the  body.  One  of  these  tubes 
conveys  the  oxygen,  water  and  infusorial  food  to  the  vital  processes 
of  the  animal;  the  other  conveys  the  exhausted  water,  the  excretions, 
the  debris  from  the  excavation  and  the  eggs  to  the  free  water 
without.  The  outer  structures  of  the  syphons  are  united  while  they 
remain  in  the  body,  but  signs  of  divergence  are  seen  as  they  emerge 
from  between  the  pallets.  They  continue  united  for  a  little  and  are 
then  separated  into  two  distinct  tubes,  as  indicated  in  Plate  XHI. 
These  divergent  extremities  pass  backward  and  forward  through 
the  orifice  in  the  wood.  They  constitute  the  only  part  of  the  animal 
which  can  be  seen  from  the  outside  of  the  wood.  The  extremities 
often  stretch  for  some  distance  out  through  the  minute  opening  to  the 
cell,  and  are  sometimes  mistaken  for  the  entire  animal. 

The  extremities,  which  usually  appear  to  be  about  equal  in 
length  as  seen  from  the  exterior  of  the  wood,  are  yellowish  or  white 
in  tint,  but  are  sometimes  speckled  with  reddish  brown.  The  longer 
or  incurrent  extremity  can  be  pushed  out  to  a  distance  of  2  ins.  or 
more,  while  the  outcurrent  throat  remains  at  about  half  that  distance. 

The  teredo  is  able  to  expand  or  contract  these  extremities  at  will, 
and  when  the  conditions  are  favorable,  they  are  extended  through  the 
orifice  to  their  full  length,  and  remain  stationary  or  wave  slowly  back- 
ward and  forward.  The  motion  is  sometimes  confined  to  the  extreme 
ends,  while  the  greater  portion  of  the  extended  extremity  remains 
stationary.  When  the  animal  is  alarmed,  the  syphons  are  withdrawn 
and  pass  down  between  the  pallfets  into  the  tunnel;  the  pallets  close 
over  them  and  protect  them  from  harm.  The  syphons  are  erected 
by  means  of  a  current  of  blood  sent  into  them  from  the  vessels  within. 
When  the  water  is  warm,  the  animal  is  active  and  the  syphons  are  ex- 
tended out  full  length.  They  are  withdrawn  when  the  water  be- 
comes cold,  and  the  teredo  is  entirely  hidden.  Plate  XIII  shows  the 
syphons  fully  extended  as  they  appeared  after  several  consecutive  days 
of  warm  weather.  The  extremities  of  the  syphons  must  always  be 
kept  at  the  orifice  of  the  wood.     As  the  animal  grows,  the  muscular 
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Fig.  1. 
Lining  Shell,  Kuplius  Gigantea.  41  Ins.  from  Entrance. 


Fig.  3.— Barnacle. 


Fig.  5. 
Pallets. 


Fig.  2. 

Entrance,  Kuplits  Gigantea.  showing  divisions 

FOR  Syphons. 

All  Life  Size. 


Fig.  4. 
YorNG  Teredo. 
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collar  and  the  pallets  recede  from  the  entrance,  so  as  to  permit  the 
extremities  of  the  syphons  to  remain  there. 

The  Pallets. — The  two  shelly  plates  near  the  orifice  are  called  pal- 
lets (Fig.  5,  Plate  XIV).  They  are  broad  and  flattened  at  the  top  and 
concentrated  at  the  base.  These  long  slender  basal  columns  are  con- 
nected with  the  muscles  of  the  collar  so  that  the  pallets  may  be  relaxed 
or  contracted  at  will.  They  relax  when  the  syphon  extremities  pass 
out  between  the  crescents  or  horns,  which  will  be  seen  at  the  top  of  the 
shells,  and  contract  when  the  syphons  are  withdrawn.  The  pallets  are 
then  folded  over  so  as  to  serve  as  an  operculum  to  protect  the  soft 
tubes  from  enemies.  The  Xylotrya  Fimbriata  differs  from  the  ordi- 
nary variety  in  that  its  pallets  are  long  and  oar-shaped.  The  stalk  is 
slender,  the  blade  is  flattened 
on  the  inside  and  is  convex 
externally.  It  consists  of  ten 
or  twelve  funnel-shaped  seg- 
ments set  into  one  another, 
and  having  their  margins  pro- 
jecting at  the  sides,  so  that 
the  edges  of  the  blade  appear 
serrated. 

Tlie  Boring  Shell— The  bor- 
ing shell,  which  is  nearly  as 
long  as  it  is  broad,  presents 
an  irregularly  triangular  ap- 
pearance when  observed  from 
the  side.  It  may  be  best  seen  in  Figs.  1  and  2.  The  two  halves  close 
tightly  at  the  hinge  and  at  the  side  opposite  the  hinge;  the  open  space 
at  the  top  being  toward  the  main  bulk  of  the  animal,  and  the  opening 
toward  the  extremity  of  the  tunneJ  permitting  the  emergence  of  the  foot 
or  sucker.  The  shells  of  young  animals  are  larger  in  proportion  than 
those  of  old  animals,  as  shown  in  Fig.  4,  Plate  XIY.  When  the  animal 
is  very  young,  it  is  for  a  short  time  entirely  enclosed  in  the  shell. 

The  Foot. — The  foot,  which  in  form  resembles  a  pestle,  is  a  short, 
stout,  muscular  organ,  broadly  truncated  or  rounded  at  the  end,  and 
so  arranged  that  it  can  exert  a  powerful  suction  upon  anything  to 
which  it  is  attached.  This  cupjDing  action  assists  the  shell  in  excavat- 
ing to  an  extent  which  has  probably  not  been  understood. 


Ffg.  2. 
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The  Lining  S//fll. — This  Rhell,  which  has  been  previously  described, 
follows  {\io  tuimcl  until  it  filially  termiDates  in  a  spherical  cap,  which 
may  be  seen  to  the  left  of  Fig.  1,  Plate  XV.  The  adult  animal 
occasionally  shrinks,  and  a  second  caj)  or  partition  may  be  formed  as. 
he  retreats,   the  space  between  the  caps  remaining  unoccupied. 

The  early  portion  of  the  tunnel,  which  was  cut  by  the  young  animal 
and  is  now  occupied  by  the  syphon  extremities,  is  below  the  normal 
diameter.  The  lining  shell  at  this  point  sometimes  divides  itself  into 
two  tubes,  each  containing  one  of  the  syphons.  This  structure  is  well 
shown  in  Fig.  2,  Plate  XIV.  It  has  been  stated  that  the  extremities 
of  the  syphons  must  be  kept  at  the  orifice  of  the  wood.  The  collar 
and  pallets  recede  as  the  animal  grows  larger,  thus  forming  a  consid- 
erable space  between  the  pallets  and  the  orifice  of  the  tunnel,  which 
is  filled  with  little  rings  of  shell,  whose  sharp  edges  serve  to  protect 
the  entrance.  The  slender  syphons  emerging  from  the  pallets  pass 
readily  through  the  spaces  at  the  centers  of  the  rings. 

The  teredo  can  rarely  advance  for  any  time  in  a  straight  line,, 
being  forced  to  deviate  therefrom  so  as  to  pass  around  obstacles,  such 
as  cracks,  knots  or  the  pre-existing  tunnels  of  its  companions.  The 
tunnels  may  XNind  in  and  out  and  pass  so  close  to  one  another  as  to 
occupy  almost  the  entire  content.  This  fact  is  well  illustrated  in  Fig. 
2,  Plate  XV.  The  thickness  of  the  lining  varies  with  the  species. 
It  is  sometimes  so  thin  and  fragile  that  it  becomes  detached  by  the 
slightest  shock.  Many  of  the  dried  specimens  exhibited  in  museums 
do  not  show  the  lining  shell  for  this  reason.  The  shell  is  sometimes 
very  thick.  The  specimen  shown  in  Fig  1,  Plate  XIV,  exhibits  an 
extreme  thickness  of  half  an  inch.  It  was  41  ins.  long  and  3  ins.  in 
diameter  at  the  larger  end.  This  species  exists  in  the  tropics,  and  does 
not  i^enetrate  wood,  but  forces  its  way  into  the  sand,  thus  resembling 
the  razor  clam.  The  shells  of  this  variety  of  teredo  sometimes  become 
covered  with  oysters  or  other  mollusks.  The  lining  presents  a  sur- 
face against  which  the  soft  body  of  the  mollusk  may  press  without 
injury.  It  seals  the  interior  of  the  cell  so  that  the  water  supply  may 
be  better  controlled  by  the  syphons. 

The  teredo  rarely  crosses  a  seam  or  joint  in  the  wood,  probably 
because  it  fears  for  the  integrity  of  the  lining.  Specimens  exhibiting 
the  attempt  of  the  teredo  to  cross  a  seam  show  that  the  shell  has  been 
much  strengthened  at  the  junction  point.     When  the  teredo  arrives  at 
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maturity,  or  whenever  an  insurmountable  obstacle  is  encountered,  it 
seals  over  the  inner  extremity  of  the  lining.  The  growth  of  the  animal, 
in  length,  is  stopped  in  either  case,  and  it  is  entirely  surrounded  by 
shell.  There  is  a  communication  with  the  outer  sea  at  the  two  syphon 
points  only,  and  as  the  animal  continues  to  live  for  some  time  under 
these  conditions  it  is  evident  that  its  sustenance  is  derived  from  other 
sources  than  the  wood. 

Vital  Processes.  — The  teredo  resembles  other  bivalve  mollusks  in 
that  it  exists  upon  infusorial  life.  This  food,  together  with  the  neces- 
sary amount  of  oxygen,  is  drawn  in  through  the  longer  or  incurrent 
syphon,  and  flows  throughout  the  length  of  the  animal  until  it  reaches 
the  mouth  at  the  other  extremity.  The  mouth,  stomach  and  intestine  are 
well  developed  and  jDcrform  their  usual  offices.  The  oxygen  is  retained 
by  the  gills.  The  return  current,  beginning  at  the  gills,  removes  the 
exhausted  water,  the  excretions  and  the  woody  particles.  These  flow  out 
through  the  animal  and  are  ejected  by  the  shorter  or  outcurrent 
syphon.  The  teredo  does  not  devour  wood;  its  form  is  such  that  dust 
and  other  debris  have  to  pass  through  its  body  to  the  point  of  ejection. 
Where  a  teredo  is  watched  for  some  time,  small  clouds  of  very  fine 
dust  may  at  length  be  observed  pufi'ed  out  from  the  orifice.  The  cir- 
culation through  the  syphons  is  continuous. 

The  teredo  may  live  for  a  short  time  out  of  -water.  This  fact 
explains  its  ability  to  attack  wood  between  high  and  low  water^ 
The  specimens  which  enter  wood  where  it  is  exposed  between  the  tides 
do  not  seem  to  be  gi'eatly  hindered  in  their  work. 

Th.  G.  Hoech,  M.  Am.  Soc.  C.  E.,  states^  that  teredos  have  been 
found  alive  in  wood  which  had  been  removed  from  the  water  for  two 
months.  The  circumstances  are  not  stated,  but  it  is  probable  that  the 
wood  was  in  bulk  and  remained  moist  in  consequence. 

Many  of  the  logs  in  a  cargo  of  Central  American  woods  recently  re- 
ceived in  New  York  City,  after  a  voyage  of  about  two  weeks,  were 
found  to  be  occupied  by  living  teredos,  which  had  gained  entrance  to 
the  wood  while  it  was  waiting  shipment  in  Southern  waters.  They 
were  alive,  strong,  apparently  healthy  and  able  to  resume  their  work 
if  the  wood  should  be  again  submerged.  It  is  probable  that  consider- 
able water  was  contained  in  the  wood  and  hold  of  the  vessel,  yet  the 
logs  were  certainly  not  submerged,  and  the  fact  remains,  that  these 
particular  teredos  survived  the  voyage  and  were  so  numerous  as  to 
•  Report  on  Woods  Exempt  from  Attack  by  the  Teredo. 


180  SNOW    ON    MA  KINK    U  001)- IJOHEIiS. 

<Mnit  a  stroug,  disagreeal»le,  fishy  odor,  wliicli  ntH-eHsitated  the  removal 
of  the  logs  from  the  yard. 

R.  Montfort,  M.  Am.  Soc.  C.  E.,  HtatcH  that  teredos  occupying 
stauding  \n\oH  wore  kiUod  when  tliese  piles  were  encircled  by  loos(! 
iron  jackets.*  The  teredos  were  in  no  wise  injured  by  the  jackets  and 
the  presumption  is  that  the  jackets  were  forced  into  the  mud  and  that 
the  teredos  were  destroyed  by  the  muddy  water.  Where  infected  ves- 
sels are  subjected  to  fresh  water,  the  teredos  usually  live  for  about  two 
weeks,  so  far  as  known. 

When  specimens  of  wood  containing  teredos  are  removed  from  sea 
water,  the  syphons  relax  after  the  vitality  of  the  animal  is  gone.  If 
the  specimen  be  held  upside  down,  the  syphons  then  fall  outward  to  a 
distance  of  1  in.  or  more,  according  to  the  size  of  the  animal  within. 

T/ie  Boring  Appiiratus. — While  the  animal  is  still  very  small,  it 
settles  upon  the  surface  of  the  wood  and  almost  immediately  begins 
to  clear  away  a  place  in  which  to  burrow.  A  small  pit  is  made  by  the 
edges  of  the  valves  of  the  shell,  which  come  together  on  j)ivots  shown 
in  Fig.  2.  The  shells  are  controlled  by  powerful  muscles  acting  so 
as  to  swing  them  backward  and  forward  upon  the  pivots.  Only  a  few  of 
the  teeth  upon  the  shell  are  shown  in  Fig.  2,  and  these  are  exaggerated 
in  size.  When  the  posterior  muscle  contracts,  the  shell,  with  the  teeth, 
is  thrown  outward  and  backward  and  rasps  upon  the  surfaces  of  the 
wood.  The  process  is  assisted  by  the  foot  which  emerges  through  the 
large  blank  space  between  the  shells  and  performs  a  cuiDping  action. 

The  teredo  differs  from  many  of  the  pholos  tribe.  It  probably 
employs  the  inflated  syphons  and  j^allets  to  some  unknown  extent  as  a 
fulcrum.  The  lower  portion  of  the  animal  has  a  large  field  of  rota- 
tion, so  that  the  various  portions  of  the  anterior  end  of  the  burrow  can 
be  grated  away  in  turn.  The  large  end  of  the  burrow  is,  of  course, 
slightly  larger  than  the  diameter  of  the  shell.  The  principal  work  of 
excavation  is  accomplished  by  the  shell.  Many  of  the  stone-borers, 
on  the  other  hand,  brace  themselves  by  means  of  the  shell  which  they 
open  against  the  walls  of  their  burrow  and  hold  there  as  a  fulcrum. 
The  muscular  foot  emerges  from  the  shell,  and,  assisted  by  the  grit  of 
previous  borings,  grinds  at  the  stone.  The  wood-borers,  so  far  as 
known,  excavate  with  the  shell,  assisted  by  the  foot.  Xylophaga  and 
teredina  probably  bore  like  the  teredos. 


*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xxxi,  p.  227. 
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Fig.  1.— Strtace  of  Wood  occupied  by  Teredos.    Life  Size. 


Fig.  2.— Section  parallel  to  face  of  Fig.  1.    Life  Size. 


Fig.  3.— Vertical  Section  through  Figs.  1  and  2.    Life  Size. 
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The  Character  of  the  Excavation. — The  teredo  is  very  small  when  it 
begins  to  attack  the  wood,  and  the  hole  by  which  entrance  is  made, 
which  is  the  only  perforation  that  appears  upon  the  exterior,  is  very 
minute  (see  Fig.  1,  Plate  XVI).     The  animal  develops  very  rapidly. 

The  adult  diameter  is  usually  attained  within  1  or  2  ins.  of  the  sur- 
face, and  the  burrow  increases  in  diameter  regularly  from  the  point  of 
entrance  to  the  maximum  diameter.  The  animal  grows  principally  in 
the  direction  of  length,  and  therefore,  it  attacks  the  wood  so  as  to  ac- 
commodate its  quarters  to  this  increase  in  length.  The  boring  is  first 
carried  on  across  the  grain,  but  ordinarily  turns  within  a  short  distance 
and  passes  in  the  direction  of  the  grain.  This  general  direction  is 
usually  followed,  but  obstacles  are  so  frequently  encountered  that  the 
tunnels  become  exceedingly  tortuous,  and  pass  in  every  conceivable 
direction. 

The  teredo  usually  passes  around  knots,  although  quite  competent 
to  penetrate  knots  of  oak  and  other  hard  woods.  Adjoining  tunnels 
are  not  encroached  upon,  because  these  tunnels  are  completely  occu- 
pied by  live  teredos,  and  more  ingenuity  would  be  required  to  pass 
through  one  of  them  than  to  avoid  it.  When  cracks  exist  in  the  cen- 
ters of  large  timbers,  they  are  approached  from  all  sides,  but  the  film 
is  never  willingly  broken  through.  It  may  be  assumed  that  the  teredo 
does  not  desire  to  cross  any  crack  or  sign  of  cleavage.  It  prefers  wood 
that  is  not  surrounded  by  bark,  because  of  the  line  of  contact  between 
the  wood  and  the  bark.  When  a  piece  of  wood  is  thoroughly  infested, 
the  animals  have  to  pass  very  close  to  one  another,  and  the  thin  film  of 
wood  left  between  the  adjacent  tunnels  is  reinforced  by  the  calcareous 
lining.  E.  L.  Corthell,  M.  Am.  Soc.  C.  E.,  states  that  the  teredos 
pass  through  the  willows  of  the  MississipiDi  improvements  so  as  to 
leave  them  a  mass  of  nearly  parallel  tubes.  The  calcareous  lining- 
appears  to  lend  some  degree  of  strength  and  toughness  to  the  wood 
thus  weakened. 

A  fact  which  is  of  great  importance  is  that  the  teredo  must  always 
command  the  opening  of  its  burrow,  and  have  free  and  permanent 
access  to  the  water.  One  end  of  the  teredo  being  thus  fastened  at  the 
outside  of  the  wood,  the  depth  of  penetration  must  be  limited  to  the 
length  of  the  animal.  It  cannot  exist  in  the  interior  of  woodwork, 
nor  can  it  live  or  breed  without  actual  contact  with  free  water.  A 
report   that  a  teredo  had  been  found   in  the   interior  of  one  of  the 
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caiHHous  of  tlir    Brooklyn   ]iri<lf<e  was  the  cauHc  of  much  i)Oi)ular  and 
unwarrautod  excitement  at  tb(i  time  of  the  erection  of  that  structure. 

It  is  imi)08sihle  to  examine  the  work  of  the  teredo  without  sur- 
])riso  at  tlie  smooth  surface  of  the  hurrow,  which  is  cut  as  perfectly 
as  h\  the  sharpest  chisel.  In  still  weatlior  the  teredo  may  be  plainly 
heard  while  at  work.  More  than  bO%  of  the  weight  of  the  wood  may 
be  removed  by  the  teredo,  without  being  greatly  evidenced  upon  the 
surface.  The  little  holes  by  which  the  animal  gains  entrance  become 
partially  obliterated  when  it  dies.  Wood  may  appear  to  be  quite  sound 
and  yet  be  so  weakened  that  much  of  it  can  be  crushed  by  the  hand  (see 
Plate  XVIT).  Failure,  therefore,  frequently  comes  suddenly.  The 
tops  of  piles  which  appear  to  be  m  good  condition  are  suddenly  seen 
floating  away.  A  large  wharf  at  Provincetown,  Cape  Cod,  unexpectedly 
collapsed  by  reason  of  the  teredo.  A  freight  train  on  the  Louisville 
and  Nashville  Railroad  crushed  through  a  trestle  which  had  been 
standing  but  ten  months,  and  had  been  constantly  inspected  without 
showing  signs  of  weakness.  An  examination  showed  that  the  piles  in 
this  instance  had  been  eaten  off  close  to  the  mud  line. 

Plate  XVII  is  from  a  photograph  of  a  log  of  Panama  mahogany, 
which  was  cut  in  the  uplands  of  the  Isthmus  and  floated  through 
fresh  water  to  the  harbor  of  Colon,  where  it  remained  floating  in  salt 
water  while  awaiting  shipment.  The  log  was  overlooked  for  one 
season,  and  the  work  of  the  teredo  is  thought  to  have  been  accom- 
plished in  about  nine  months.  The  heavy,  wet  specimen  was  shipped 
with  others,  under  the  impression  that  it  was  sound,  but  it  broke  by 
its  own  weight  after  its  arrival  in  New  York. 

The  Size  of  the  Teredo. — The  size  of  the  teredo  depends  upon  the 
species,  locality  and  age,  and  the  absence  of  obstacles  to  excavation. 
Specimens  of  wood  submitted  for  examination  are  frequently  divested 
of  any  signs  by  which  the  excavators  can  be  classified.  The  excava- 
tion can  be  identified  as  the  work  of  the  teredo,  but  the  exact  species, 
accountable  for  the  work  cannot  always  be  told. 

Locality  has  much  to  do  with  development.  Specimens  grow  more 
rapidly  and  attain  larger  size  where  the  climate  is  warm.  The  teredo 
continues  to  grow  until  it  reaches  its  maximum  size,  unless  an  obstacle 
is  encountered.  The  species  Navalis  may  be  assumed  to  average  from 
about  one-fourth  to  three-eighths  of  an  inch  in  diameter  and  from  about 
10  to  15  ins.  in  length,  but  specimens  of  the  teredo  frequently  attain  a 
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Panama  Mahogany,  destroyed  in  one  Season. 
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much  greater  size.  Professor  Siegerfoos  writes  that  he  has  measured 
them  up  to  4  ft.  in  length  and  that  the  specimens  thus  measured  had 
not  arrived  at  their  full  limits,  A  log  about  2^  ft.  square,  recently  ex- 
amined, was  found  to  be  entirely  honeycombed,  the  borings  starting 
from  opposite  sides  and  passing  slantingly  into  the  wood,  so  that 
they  probably  averaged  over  2  ft.  in  length.  The  specimen  was  of 
particular  interest  because  the  destruction  had  been  accomplished  in 
a  single  season. 

The  minimum  diameter  and  length  of  a  boring  may  be  taken  as  \ 
in.  and  5  ins.  respectively.  The  maximum  length  may  be  taken  as  4 
ft.  The  largest  diameter  ever  noticed  by  the  author  measured  1|  ins. ; 
this  is  shown  on  Plate  XYIII.  After  the  teredo  has  i^enetrated  the 
wood  for  a  little  distance,  the  diameter  remains  about  constant.  Dia- 
meters are  measured  in  this  portion  of  the  burrow  and  not  at  the 
entrance. 

The  Range  or  Field  of  Work. — The  teredo  operates  throughout  a 
vertical  jS.eld  of  considerable  depth.  This  field  begins  at  a  point  a 
little  above  low- water  mark,  and  extends  downward  until  the  pressure 
becomes  too  great,  or  the  soil  at  the  bottom  is  encountered.  The 
teredo  seems  to  be  able  to  exist  for  a  little  time  without  submergence, 
and  is  therefore  able  to  live  above  the  low-water  mark,  although  exposed 
daily  between  the  tides.  The  interior  extremity  of  the  tunnel  may 
be  higher  up  than  the  entrance.  The  upper  limit  of  the  excava- 
ted wood  cannot  be  determined  by  an  examination  of  the  orifices  at 
the  surface.  The  lower  limit  is  uncertain  and  is  probably  different 
for  different  species.  It  has  been  assumed  by  many  that  the  lower 
limit  could  be  set  at  about  14  ft.  below  low  water,  but  recent  in- 
formation, thought  to  be  reliable,  indicates  that  piles  have  been 
affected  at  a  depth  of  from  20  to  25  ft.  below  that  level.  The  fact 
that  the  interior  extremity  of  the  burrow  is  often  found  below  the 
mud  line  has  given  the  impression  that  the  field  of  the  animal  may 
extend  below  this  limit,  but  the  outside  opening  or  entrance  made  by 
the  teredo  is  never  below  the  soil,  although  the  boring  may  turn 
downward  for  the  whole  length  of  the  animal.  If  sediment  accumu- 
lates around  the  bottom  of  the  wood  so  as  to  cover  the  syphons,  the 
death  of  the  teredo  results. 

It  is  reported  that  in  some  harbors  the  teredos  attack  at  the  sur- 
face, and  in  others  at  the  mud  line.     These  differences  are  partially 
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due  to  (liflforences  in  tli(»  conHtituoutK  of  llic  ii|)i)er  and  lower  layers  of 
water.  Where  the  fresh  water  of  a  river  meets  the  heavy  water  of  a 
sea,  tlie  teredo  may  be  almost  entirely  eoutined  to  the  lower  stratum. 
The  rau};e  or  Held  of  the  teredo  is  important,  beeause  protective  pro- 
cesses which  could  be  confined  to  this  field  would  be  more  economical 
than  those  in  common  use  which  are  applied  to  the  entire  structure. 

The  Riipiditi/  of  the  Work. — The  rapidity  of  the  work  of  the  teredo 
depends  upon  conditions  similar  to  those  which  govern  its  size.  The 
evidence  upon  this  subject  is  not  always  accompanied  by  a  statement 
of  the  conditions  under  which  the  results  were  accomplished,  such  as 
the  species  of  teredo,  the  character  of  the  wood,  the  season,  the 
climate  and  the  depth  of  submergence,  all  of  which  are  points  as  im- 
portant as  the  geographical  location  of  the  work.  The  period  in 
which  the  teredo  accomplishes  its  work  is  variable.  It  may  be  six 
weeks  or  as  many  years,  but  rapid  Avork  is  usually  accomplished  under 
the  conditions  which  exist  in  warm  climates. 

Impure  water  and  cold  weather  retard  its  activity,  while  pure  or 
warm  water  expedites  the  work.  Maximum  probabilities  being  more 
important  than  minimum  possibilities,  it  is  safe  to  assume  that  a  6-in. 
boring  may  be  driven  in  six  weeks,  and  hence,  as  the  animal  attacks 
all  sides,  a  pile  1  ft.  thick  may  be  destroyed  in  that  period. 

A  young  teredo  has  been  found  in  wood  which  has  been  submerged 
for  eight  days".  Six-inch  piles  have  been  destroyed  at  Aransas  Pass 
in  six  weeks '',  while  other  piles  in  the  same  locality  have  lasted  for 
three  or  four  months''.  "Piles  have  been  rendered  useless  by  a  sub- 
mergence of  one  hundred  days  in  Mobile  Bay."  On  the  Louisville 
and  Nashville  Eailroad  piles  12  x  15  ins.  frequently  have  to  be  re- 
2)laced  after  six  months"  service ''.  Unpainted  spar  buoys  have  a  life  of 
about  one  year  in  the  vicinity  of  Cape  Cod  ^.  Piles  have  been  de- 
stroyed in  the  harbor  of  Galveston  in  three  years -'^.  They  have  lasted 
twelve  years  in  the  Delaware  Breakwater  Harbor^. 

Reproduction  and  Development. — Mollusks  produce  their  young  by 
means   of  eggs.     Those  of  the  teredo   are   spherical  in    shape  and 
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greenish  yellow  in  color.  The  animal  is  exceedingly  prolific ;  the 
eggs  of  a  single  specimen  being  probably  numbered  by  the  million. 
The  eggs  are  first  deposited  in  the  gill  ca\-ity,  and  are  almost  at  once 
fertilized.  They  are  free-swimming  at  the  end  of  three  hours,  have  a 
well-developed  shell  before  the  end  of  the  day,  are  very  hardy,  and 
all  seem  to  be  fertilized  and  to  develop. 

The  embryo  passes  through  several  interesting  stages  before  it  as- 
sumes the  character  and  form  of  the  adult.  It  is  first  covered  by 
fine  hairs  or  cilia,  which  enable  it  to  swim.  These  are  soon  lost, 
and  the  rudiments  of  a  smiUl  bivalve  shell  appear,  which  is  at  first 
heart-shaped  and  very  small,  yet  large  enough  to  enclose  the  entire 
animal.  The  portion  of  the  body  which  protrudes  from  the  shell  is 
fringed  with  cilia.  These,  again,  constitute  swimming  organs,  and  the 
teredo  swims  actively  until  a  piece  of  wood  is  encountered.  The  shell 
has  now  become  rounder,  and  organs  of  sight  and  hearing  have  been 
developed.  The  appearance  of  these  organs  marks  a  climax  in  the 
life  of  the  young  animal,  and  it  begins  to  elongate.  The  locomotive 
cilia  disappear,  the  eyes  are  lost,  and  the  mature  form  is  gradnally 
assumed.  The  life  of  the  larva?  is  about  four  weeks,  during  all  of 
which  time  they  are  free  swimmers.  If  the  animal  has  become  attached 
to  wood,  however,  its  energies  may  be  expended  thereon.  The  life  of 
a  specimen  which  has  not  found  any  wood  to  attack  has  not  been  de- 
termined, but  is  probably  quite  short. 

The  results  of  some  observations  by  Professor  Siegerfoos  upon  the 
Xylotrya  Fimbriata  at  Beaufort  are  thus  summarized :  * 

''  The  free-swimming  stage  is  reached  in  three  hours,  and  a  well- 
developed  shell  is  formed  in  a  day.  We  have  no  direct  observations 
as  to  the  time  the  ship  larva  is  free-swimming.  We  may  assume.  I 
think,  that  it  is  at  least  a  month,  or  it  may  be  two.  Most  of  its 
energies  are  devoted  to  locomotion  during  this  period,  but.  after  it 
has  attached  itself,  all  of  its  energies  are  devoted  to  forming  its 
burrow  and  securing  its  food.  Coming  in  contact  with  the  wood,  the 
larva  throws  out  a  single,  long  byssus  thread  for  attachment  and 
never  again  leaves  its  place.  The  newly  attached  larva  is  somewhat 
less  than  .25  mm.  long.  In  twelve  days,  it  has  attained  a  length  of  3 
mm.  In  sixteen  days,  6  mm.  In  twenty  days,  11  mm.  In  thirty 
days,  63  mm.  In  thirty-six  days,  about  100  mm.,  when  it  bears  ripe 
eggs  or  sperm,. " 

The  extreme  life  limit  of  the  teredo  is  unknown,  but  it  is  thought 
that  under  favorable  conditions  the  animal  may  live  for  several  years. 

*  Johns  Hopkins  Circular.  1896. 
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In  tbo  vicinity  of  Now  York  tho  processeH  of  roprod action  take  place 
for  the  most  part  in  May.  They  ar<'  not  entirely  conliued  to  that 
mouth,  however,  but  may  extend  throughout  a  greater  part  of  the 
suinuier.  Reproduction  lu  tro])ical  countries  is  i)rol)ahly  extended 
througliout  the  entire  year.  The  animal  may  develop  to  a  very  large 
size,  and  may  possibly  attain  maturity  in  a  single  season. 

The  Effect  of  Climdle,  Temperature  or  Water. — The  Teredo  Navalis 
thrives  best  under  the  influence  of  heat,  but,  notwithstanding  this 
fact,  it  can  resist  cold  to  a  considerable  degree.  It  is  not  active 
when  subjected  to  low  temperatures,  yet  it  can  endure  them.  Some 
species  of  the  teredo  have  been  reported  as  far  north  as  Eastport,  Me., 
and  they  exist  abundantly  under  such  conditions  as  obtain  at  Cape 
Cod.  Destruction  is  not  carried  on  as  continuously!  or  as  rapidly  in 
cold  climates  as  in  warmer  ones,  and  for  this  reason  maximum  results 
are  seen  along  the  South  Atlantic  and  Gulf  States  and  on  the  Pacific 
Coast,  where  the  conditions  are  more  favorable,  and  where  reproduc- 
tion is  continued  during  a  longer  period. 

The  syphons  of  the  specimens  observed  by  the  author  contracted 
-when  the  water  became  cold.  Only  the  extremities  could  be  seen  when 
the  temperature  was  about  45  degrees.  The  syphons  expanded  as  the 
-water  became  Avarmer,  and  were  fully  extended  after  several  days  of 
continued  warm  weather.  The  incurrent  tube  was  stretched  out  in 
one  instance  to  a  distance  of  nearly  2  ins.  The  photograph  (Plate 
Xni)  was  taken  at  this  period.  It  is  supposed  that  the  work  of 
excavation  is  not  as  active  when  the  syphons  are  withdrawn. 

The  purity  of  the  w^ater  should  be  considered  in  connection  with 
the  work  of  the  teredo.  Some  species  inhabit  pure  sea  water;  some 
prefer  brackish  w^ater;  others  abound  in  waters  that  are  muddy,  while 
others  again  live  only  in  waters  that  are  clear  and  pure.  *  The  teredo 
is  often  present  in  certain  waters,  yet  absent  in  others  nearly  adjacent. 
This  is  usually  due  to  some  difference  in  the  water.  The  Xylotrya 
Fimbriata  seems  to  be  able  to  survive  the  brackish,  impure  water  of 
the  inner  New  York  Harbor,  while  other  species  could  not  live  there, 
though  they  are  present  in  the  nearby  outer  ocean.  The  teredo  is  very 
active  on  the  North  Pacific  Coast,  yet  is  absent  near  the  mouth  of  the 
Columbia,   where   the   ocean  is   influenced  by  the  outflow  from  the 

river. 

*  Percival  Wright  describes  a  liind  of  "  ship  worm  "  called  Nausitora  Dunlopei  found 
in  India,  70  miles  from  the  sea,  in  perfectly  fresh  water. 
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An  interesting  incident  is  reported  by  a  reputable  firm  in  New  York 
City.  A  vessel  carrying  hard-wood  logs  was  wrecked  in  the  vicinity 
of  the  Gulf  of  Mexico  on  a  sandy  beach  separating  the  ocean  from  a 
river.  The  logs  were  thrown  into  the  ocean,  and  were  afterward 
beached  and  conveyed  over  the  sand  to  the  sheltered  water  of  the 
river,  where  they  remained  about  six  weeks.  The  wood  was  rapidly 
affected  as  soon  as  it  reached  the  brackish  water  of  the  river,  the  re. 
suits  being  so  noticeable  that  some  of  the  borings  were  measured,  and 
are  said  to  have  averaged  6  ins.  in  length.  The  wood  which  remained 
in  the  outer  water  was  not  injured. 

It  is  stated  that  the  Russians  once  built  a  large  dock  in  the  harbor 
of  Sebastopol,  and  surrounded  it  with  fresh  water  in  the  hope  that  it 
would  be  thus  protected  from  the  mollusks  which  infected  the  harbor; 
but  it  was  found  that  the  teredo  destroyed  the  wood  as  rapidly  as 
when  it  was  submerged  in  salt  water.  The  discrepancy  indicated  by 
these  incidents  may  be  accounted  for  by  the  difference  in  the  species. 
The  teredo  which  avoids  the  brackish  water  at  the  mouth  of  the  Colum- 
bia differs  from  that  which  prefers  it  in  the  harbor  of  Sebastopol  or  in 
the  river  near  the  Gulf  of  Mexico. 

The  effect  of  the  condition  of  the  water  upon  the  teredo  is  inter- 
esting. The  opinion  that  the  periods  of  unusual  prevalence  in  Hol- 
land were  in  some  way  connected  with  a  change  in  the  quality  of 
the  water  was  expressed  as  early  as  1733,  and  since  that  time  has  fre- 
quently been  endorsed  by  Dutch  engineers.  Dr.  von  Baumhauer, 
Holland  Commissioner  to  the  Centennial  Exposition  has  called  atten- 
tion to  the  fact  that  but  little  rain  fell  in  the  years  when  the  teredo 
was  so  unusually  prevalent,  hence  the  smaller  volumes  of  river  water 
were  thought  to  have  permitted  larger  proportions  of  salt  to  reach  the 
coast.  This  theory  is  strengthened  by  the  fact  that  analyses  showed 
a  variation  in  the  proportion  of  salt  during  dry  and  rainy  seasons. 

Th^  Distribution  of  ike  Jb-ec/o.  —  The  Teredo  Navalis  has  been  identi- 
fied as  existing  in  the  United  States  between  Florida  and  Cape  Cod, 
and  in  Europe,  from  Sweden  to  Sicily.  The  Tei^edo  Norvegica  has  been 
found  from  Cape  Cod  northward  to  the  coast  of  Maine.  The  Teredo 
Megotara  has  been  found  in  floating  pine  wood  at  Newport,  R.  I.,  and 
in  cedar  buoys,  etc.,  at  New  Bedford,  Mass.  It  has  been  found  south 
as  far  as  the  coast  of  South  Carolina.  The  Teredo  Dilatata  occurs  from 
Massachusetts  Bav   to   South  Carolina.      The   Tei-edo  Thompsoni  has 
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been  found  at  Cape  (!od,  Maws.  The  Xylophngd  Doi'snlia  inhabits  the 
waters  of  the  Nortli  Atlantic.  The  Xi/lobya  Fimhriata  is  found  along 
the  Atlantic  C-oast  from  Lou^  Island  Sound  to  Florida.  It  also 
abounds  in  the  waters  of  the  North  Pacific,  and  is  one  of  the  European 
forms. 

Different  species  of  the  teredo  are  notably  present  in  such  locali- 
ties as  the  Bermudas,  Jamaica,  New  Zealand  and  Australia.  The 
teredo,  as  a  rule,  may  be  generally  found  in  the  Tropics,  and  is  hardly 
less  numerous  in  many  of  the  northern  waters. 

Wooda  Affected  bi/  the  Teredo. — All  varieties  of  wood  commonly  used 
in  construction  are  subject  to  attack  when  exposed  to  the  teredo.  Im- 
munity is  occasionally  claimed  for  some  particular  wood,  but  it  will 
generally  be  found  that  the  claims  have  been  based  upon  local  condi- 
tions and  are  not  fully  substantiated. 

The  only  woods  about  which  any  doubt  may  be  felt  are  those 
which  contain  some  gum  or  bitter  essence  and  those  which  have  a 
porous  structure  ;  and  of  these  the  majority  are  not  well  known  to 
American  constructors.  Some  of  them  undoubtedly  possess  merit  as 
far  as  they  have  been  tested,  but  others  may  be  regarded  as  open  to 
doubt,  and  it  is  an  error  on  the  safe  side  to  assume  that  none  are  ex- 
empt under  all  conditions.  A  wood  about  which  less  doubt  may  be 
felt  than  any  others  is  the  Australian  Jarrah.  This  is  a  variety  of 
Eucalyptus  which  is  much  relied  upon  in  Australia,  but  it  is  under- 
stood that  it  has  failed  in  Ceylon,  New  Zealand  and  elsewhere.  It  is 
very  possible,  however,  that  the  wood  used  at  the  works  in  question 
was  not  the  Jarrah. 

Karri  wood  is  another  form  of  Eucalyi)tus,  the  history  of  which  is 
much  less  certain  than  that  of  the  Jarrah,  with  which  it  is  often  con- 
fused. Both  varieties  are  now  being  extensively  introduced  into 
Europe  for  street-paving  purposes.  It  has  often  been  held  that  Teak 
wood  is  exempt,  but  the  evidence  is  against  it,  as  Teak  wood  logs 
affected  by  the  teredo  have  been  received  in  New  York  City  within  a 
comparatively  recent  time. 

The  following  list  of  partially  exempt  woods  has  been  compiled  by 
Mr.  T.  A.  Britton  from  authorities  which  are  said  to  be  reliable:* 
(Western  Australia)  Jarrah,  Beefwood  and  Tooart;  (Bahama)  Stopper- 
wood;  (Brazil)  Sicupira,  Greenheart;  (India)  Malabar  Teak.,  Sisso, 
*■  Treatise,  "  Dry  Rot  in  Timber,'^  p.  223 
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May-Tobek;  (South  America)  Santa  Maria  Wood;  (Tasmania)  Blue 
Gum;  and  (West  Indies)  Lignum  Vitae. 

It  is  not  urged  that  these  are  entirely  exempt,  but  that  they  have 
been  exempt  for  long  periods.  Very  few  of  them  are  widely  known  in 
construction.  It  is  understood  that  at  Southampton  some  greenheart 
piles  have  failed  recently. 

A  commission,  appointed  in  Holland  to  investigate  this  question, 
decided  that — 

"  Although  we  do  not  know  with  any  certainty  if  among  the  exotic 
woods  there  may  not  be  found  those  which  resist  the  teredo,  we  can 
affirm  that  hardness  is  not  an  obstacle  that  prevents  that  mollusk  from 
perforating  his  galleries." 

This  conclusion  is  well  borne  out  by  the  experience  with  the  Iron 
Bark  tree,  the  Eucalyptus  Lencoxylon,  of  Australia.  This  wood  has  a 
very  great  tensile  strength,  and  the  crushing  strength  is  said  to  be 
"  nearly  one-fourth  that  of  iron."  The  wood  is  certainly  very  hard, 
and  yet  the  teredo  is  by  no  means  repelled  by  it. 

The  Eucalyptus  Globulus,  or  Blue  Gum,  has  been  successfully  in- 
troduced into  the  United  States,  and  is  grown  in  California  and 
Florida.  Some  hopes  have  been  expressed  that  this  wood  might  be 
useful  for  marine  purposes,  but  they  have  not  been  realized.  Cedar 
has  repelled  the  teredo  for  some  little  time  in  the  harbor  of  San 
Francisco,  and  it  is  stated  that  some  species  of  the  Black  Mangrove 
in  Jamaica  are  exempt. 

The  Osage  Orange,  or  Bodark,  has  been  used  to  some  extent  in  the 
Gulf  States.  It  is  understood  that  this  wood  is  relied  upon  principally 
because  it  is  hard. 

A  much  greater  reliance  may  be  placed  upon  structure  than  upon 
the  presence  of  foreign  substances.  The  teredo  desires  a  compact 
wood  for  its  abode,  and  does  not  like  cracks  or  loose  structure. 
Endogenous  trees,  palms,  for  instance,  are  probably  exempt  to  a  greater 
or  less  extent.  The  wood  of  the  latter  consists  of  amass  of  thick  fibers 
so  independent  of  one  another  that  brushes  can  be  made  by  rubbing  one 
end  of  a  stick  until  the  fibers  become  detached  and  appear  like  bristles. 
Considerable  reliance  may  be  placed  upon  the  Cocoa  Palm  of  Mexico, 
the  King  Palm  of  Cuba,  and  the  Cabbage  Palm  or  Palmetto  of  Florida. 

It  may  be  assumed  that  the  conditions  of  impregnation  or  structure 
necessary  to  repel  the  teredo  do  not  exist  naturally  in  such  woods  as 
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aro  commonly  used  in  engineering  works.  It  may  alflo  be  assumed,  so 
far  as  known  at  present,  that  partial  orcomi)lete  immunity,  as  applied 
to  such  woods  as  aro  in  common  use,  is  a  question  of  locality  rather 
than  of  variety  of  wood. 

The  Limnoria  Lionorum,  White. 

This  small  crustacean  has  several  names,  as  the  Limnoria  Tere- 
brans, the  Gribble  and  the  Boring  Gribble.  The  limnoria  has  not 
been  studied  for  so  long  a  period  as  the  teredo.  It  was  first  noticed 
by  Robert  Stevenson  in  1810,  and  was  examined  by  Dr.  Leach,  who  one 
year  later  pronounced  it  a  new  species.  It  has  been  investigated 
since  that  time  by  numerous  European  writers,  and,  in  the  United 
States,  it  has  been  studied  by  Dr.  Verrill,  of  Yale  University,  and  Dr. 
Sidney  I.  Smith,  of  the  United  States  Fish  Commission. 

The  limnoria  is  gregarious  and  is  found,  if  at  all,  in  large  quanti- 
ties. It  is  much  smaller  than  the  teredo,  but  it  exists  in  greater  num- 
bers. It  has  been  traced  from 
New  York  northward  to  the  Bay  of 
Fundy,  and  large  numbers  exist  in 
the  North  Pacific  Ocean.  It  is  a 
very  familiar  and  destructive  form 
of  life  in  Europe.  If  the  destruc- 
tion accomplished  by  the  limnoria 
could  be   estimated   it    would    be  •— ' 

found  to  be  surprisingly  great. 

Descriptive. — The  limnoria  (Fig.  3)  is  about  as  large  as  a  grain  of  rice. 
The  body  is  flat,  round  at  each  end,  and  consists  of  fourteen  segments. 
The  sides  are  nearly  straight  and  are  parallel  to  one  another.  To 
each  of  the  seven  segments  which  follow  the  head  is  attached  a  pair 
of  short,  stout  legs  terminating  in  claws,  the  shape  of  which  sug- 
gests the  small  claws  of  the  lobster.  The  upper  surface  of  the  body 
is  covered  with  small  hairs  to  which  more  or  less  dirt  usually  adheres. 
The  body  is  grayish  in  color,  and  sometimes  resembles  the  color  of  the 
wet  wood  so  much  that  it  is  difficult  to  distinguish  it.  The  limnoria 
can  swim,  creep  backward  and  forward,  as  well  as  jump  backward  by 
means  of  its  tail.  When  touched,  it  rolls  itself  into  a  ball,  and  in 
this  particular,  as  well  as  in  general  appearance,  it  resembles  the  com- 
mon sow  bug. 
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Vital  Processes. — The  limnoria  differs  from  the  teredo  in  that  it  is  a 
vegetarian.  The  teredo  is  sustained  by  infusorial  life,  but  the 
limnoria  devours  wood.     Its  tunnel  affords  both  food  and  shelter. 

Boring  Apparatus. — The  limnoria  attacks  the  wood  by  means  of 
its  mandibles  or  claws.  It  prefers  wet  wood  and  succeeds  in  making 
a  very  clean-cut  excavation. 

CJiaracter  of  the  Excavation. — The  work  of  the  limnoria  differs  from 
that  of  the  teredo  in  that  it  works  upon  the  surface  of  the  wood  in 
such  a  manner  as  to  be  clearly  seen,  while  the  work  of  the  teredo  is 
usually  concealed  until  the  failure  of  the  wood.  The  limnoria  is  simi- 
lar to  the  teredo  in  that  its  tunnel  must  communicate  directly  with 
the  salt  water;  hence  neither  of  these  animals  can  live  in  the  interior 
of  thick  woodwork,  such  as  that  of  a  caisson.  The  limnoria  makes  a 
small,  round,  parallel-sided  tunnel  through  which  it  can  pass  freely 
back  and  forth  from  the  sea.  The  diameter  of  the  entrance  of  the 
tunnel  is  similar  to  the  average  diameter.  The  tunnels  are  quite 
short,  and  are  placed  very  close  together  (see  Plate  XIX).  They  are 
so  numerous  that  the  wood  is  rapidly  reduced  to  a  series  of  very  thin 
partitions,  which  soon  decay  or  are  washed  away  by  the  waves,  thus 
exposing  a  fresh  surface  which  is  at  once  attacked.  Layer  after  layer 
is  thus  rapidly  removed,  so  that  the  timber  is  destroyed  in  a  very  few 
years.  The  limnoria  frequently  works  in  conjunction  with  the  teredo, 
attacking  the  exterior  while  the  teredo  destroys  the  interior  of  the 
wood,  and  this  combination  effects  a  rapid  destruction. 

The  limnoria  attacks  both  the  hard  and  soft  parts  of  the  wood. 
The  hard  annual  layers  have  not  been  avoided  in  the  specimens  ex- 
amined. The  limnoria  can  penetrate  knots,  but  frequently  avoids 
them,  so  that  these  hard  portions  stand  out  in  relief  as  the  timbers 
waste  away.     Iron  rust  is  said  to  cause  a  somewhat  similar  effect. 

The  Size  of  the  Limnoi^ia. — The  limnoria  is  very  small,  but  notwith- 
standing this  fact,  it  is  very  destructive.  The  multitude  of  these 
animals  compensates  for  their  size.  It  may  be  assumed  to  be  from  ^ 
to  \  in.  in  length,  and  about  xe  iii-  in  diameter.  The  tunnels  are  about 
I  in.  in  depth. 

77^6  Range  or  Field  of  Work.  — The  wide  range  observed  between 
the  several  species  of  the  teredo  does  not  apply  to  the  limnoria.  Its 
work,  as  observed  in  the  United  States,  is  generally  confined  to  a 
limited  distance  above  and  below  the  low-water  mark.   Where  the  varia- 
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tious  of  the  tides  are  extensive,  as  lu  tlic  vicinity  of  tlie  Hay  of 
Fuudy,  the  rau}?e  of  the  limnoria  is  correspondingly  great.  The 
United  States  Fish  Commission  states  tliat  it  has  ])een  found,  al- 
tliough  rarely,  as  deej)  as  40  to  60  ft. 

The  Ritpidlti/ of  tlif  Work. — The  limnoria  does  not  work  as  rapidly 
as  the  teredo.  The  number  of  individual  workers  may  be  taken  as  a 
measure  of  the  work  they  accomj)lish.  The  number  of  tunnels  is 
more  important  than  their  depth.  Limnoria  are  almost  invariably 
found  in  large  numbers  and  destroy  a  layer  from  \  in.  to  1  in.  in 
thickness  in  a  year,  the  average  yearly  destruction  being  probably  \  in. 

Almost  all  wood  used  in  marine  locations  is  in  the  form  of  piles, 
which  are  necessarily  exposed  upon  all  sides.  Their  effective  diameter 
may  be  reduced  at  the  rate  of  1  in.  for  each  season,  which  result,  while 
not  equal  to  that  accomplished  by  the  teredo,  is  sufficient  to  cause  a 
great  loss. 

The  Effed  of  Cl'nnaU^  Temperature  and  Water. — The  limnoria  is  found 
where  the  coldness  of  the  climate  prohibits  the  existence  of  the 
teredo.  It  requires  pure  sea  water,  and  cannot  exist  in  fresh  or  in 
im])ure  water,  consequently  it  is  not  found  at  the  mouths  of  rivers. 

The  Distribution  of  the  Limnoria. — The  animals  are  distributed  along 
the  American  coast  from  Florida  to  Nova  Scotia.  They  exist  spar- 
ingly in  Long  Island  Sound,  but  are  quite  numerous  upon  the  coast 
of  Massachusetts,  and  are  very  destructive  in  the  Bay  of  Fundy. 
They  are  very  active  along  the  North  Pacific  coast,  and  are  much 
feared  in  the  vicinity  of  Puget  Sound  and  the  Straits  of  Fuca.  They 
exist  also  in  abundance  upon  the  coast  of  Great  Britain  and  in  other 
parts  of  Europe. 

Woods  Affected  by  the  Limnoria. — The  limnoria  seems  wdlling  to  attack 

all  varieties  of  wood  commonly  used  by  American  constructors,  but  is 

said  to  x^i'efer  soft  woods.     It  has  been  known  to  attack  the  gutta 

percha  of  submarine  telegraph  cables.     It  is  said  that  teak  wood  is 

tree  from  attack.     Plate  XX  is  a  life-size  photograph  of  part  of  a 

piece  of  wood  from  Port  Towusend,  Wash.,  showing  the  work  of  the 

limnoria. 

Sph^eroma  Destructoe  (Richardson). 

Attention  has  recently  been  called  to  this  hitherto  undescribed  form 
of  life.  This  animal  is  interesting  in  that  it  is  active  in  comparatively 
fresh  water.     It  resembles  the  limnoria  in  that  it  attacks  the  wood 
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Fig.  1. — Work  of  Destructor. 


Fig.  3.— Surface  View  of  Fig.  1.    Life  Size. 
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from  without,  the  interior  of  the  wood  being  iinaflfected  while  the  ex- 
terior is  being  destroyed. 

The  work  of  these  animals  was  first  noticed  upon  some  of  the 
trestles  of  the  Florida  East  Coast  Railway,  in  the  vicinity  of  St.  Johns 
River,  in  Putnam  County,  Florida.  Specimens  of  the  wood  were  sub- 
mitted to  the  Carbolineum  Wood  Preserving  Company,  of  New  York 
City,  and  were  referred  by  them  to  the  Smithsonian  Institution  at 
Washington,  where  they  were  studied  by  Miss  Harriet  Richardson,* 

The  animal  somewhat  resembles  the  limnoria  in  appearance,  and 
is  dark  brown  in  color.  It  works  between  high  and  low-water  marks. 
These  are  not  tidal  levels,  but  changes  due  to  the  wind  assisted  by 
the  tides.  The  water  appears  to  be  quite  fresh  and  the  water  hyacinth, 
which  is  not  commonly  found  in  salt  water,  flourishes  in  the  vicinity. 
The  distance  to  the  ocean  is  about  100  miles. 

The  diameter  of  the  long-leafed  yellow  pine  pile,  from  a  photo- 
graph of  which  Plate  XXI  was  prepared,  is  said  to  have  been  reduced 
from  16  ins.  to  7^  ins.  in  eight  years. 

Several  forms  of  fresh-water  shipworms  (some  very  large)  have 
been  found  in  Australian  rivers. f 

The  Cheluka  Teeebeans. 

This  animal  was  first  noticed  at  Trieste  in  1839,  and  was  next  found 
in  some  piles  in  the  harbor  of  Kingston.  The  Irish  specimens  were 
described  by  Professor  Allman  in  1847.  :j:  The  chelura  was  not  identi- 
:fi.ed  in  America  until  1875,  when  two  small  specimens  were  discovered 
by  Professor  Sidney  I.  Smith  at  Wood's  Holl,  Mass.  No  others  were 
observed  until  August,  1879,  when  Prof essor  Verrill  discovered  a  num- 
ber of  them  in  some  piles  at  Provincetown,  Mass.  The  chelura  un- 
questionably belongs  to  the  amphijjods,  and  there  is  apparently  but 
one  species  of  the  genus.  The  C.  Pontiac  described  by  Czerniavski  in 
1868  is  identical  with  the  Chelura  Terebrans. 

Desicriptive. — The  general  appearance  of  the  chelura  (Fig.  4)  re- 
sembles that  of  the  ordinary  shrimp,  and  for  this  reason  is  sometimes 
referred  to  as  the  wood  shrimp.  Its  shape  differs  from  that  of  the 
limnoria  in  a  very  striking  degree.  The  two  animals  resemble  one  an- 
other only  in  size.     The  chelura  is  a  very  active  little  animal,  and 

*  Paper  before  the  Biological  Society  of  Washington.  D.  C.  May  13th,  1897. 
t  Charles  Hedley,  F.  L.  S.,  Sidney,  Australia, 
t  Ann.  and  Mag.  Nat.  Hist.,  xix,  1847,  p.  361. 
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awimH  upon  its  back.  It  is  a  jumper,  and  can  project  itself  to  a  con- 
siderable height  whou  i)laced  upon  dry  land,  and  in  this  respect 
resembles  the  sand  hopper.  The  body  is  semi-translucent,  and  is 
thickly  spotted  or  mottled  with  pink.  The  animal  is  distinguished 
by  three  pairs  of  caudal  stylets,  the  last  of  which  are  nearly  as  long 
as  the  body.    Those  of  the  females  or  the  young  animals  are  not  so  long. 

Vifal  Procesfies. — The  chelura  resembles  the  limnoria  in  that  it  is  a 
vegetarian,  and  its  burrow  affords  both  residence  and  food.  The  fact 
that  the  chelura  devours  wood  for  sustenance  is  proved  by  the 
minutely  divided  ligneous  matter  found  in  the  alimentary  organs  of 
dissected  animals. 

Boring  Apparatus. — Professor  Allman's  original  study  of  the 
chelura  is  in  part  yet  regarded  as  authoritative.  He  states  that  the 
chelura  attacks  the  wood  and  reduces  it  to  minute  fragments  by 
means  of  a  kind  of  file. 

The  Character  of  the  Excavation. — Great  difficulty  has  been  ex- 
perienced in  obtaining  specimens  of  the  work  of  the  chelura,  and 
those  obtained  are  not  sufficient 
to  warrant  many  generalizations. 
In  many  particulars  the  work  of 
the  limnoria  and  of  the  chelura 
bear  such  a  close   resemblance 

Fig  4 

as  to  lead  to  the  suspicion  that 

these  animals  are  sometimes  confused  with  one  another.  The  excava- 
tions of  the  chelura  are  slightly  larger  than  those  of  the  limnoria,  but 
are  conducted  in  much  the  same  manner,  as  the  wood  is  attacked  en- 
tirely from  without.  Numerous  punctures  are  made,  and  then  the 
weakened  layer  succumbs  to  the  action  of  the  waves,  the  surface  thus 
exposed  being  in  turn  attacked  and  the  wood  destroyed  in  the  same 
manner.  It  is  stated  that  the  excavations  of  the  chelura  are  more 
oblique  in  their  direction  than  those  of  the  limnoria,  and  this  is  cer- 
tainly true  of  the  specimens  observed. 

The  chelura  appears  to  prefer  soft  wood,  and  their  attacks  are 
made  as  much  as  possible  in  the  softer  annual  rings.  The  tendency 
toward  an  arrangement  of  perforations  in  lines  is  shown  in  Plate  XXH. 
The  work  of  the  chelura  differs  from  that  of  the  limnoria,  in  that  the 
latter  attacks  the  wood  at  any  available  point,  while  the  chelura,  on 
the  contrary,  prefers  the  softer  portions,  and  avoids  the  hard  wood 
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around  knots.     Perforations  found  in  such  localities  may  be  assumed 
to  be  the  work  of  the  limnoria. 

The  chelura  and  limnoria  are  associated  with  one  another  in  the 
American  localities  which  have  afforded  specimens  of  the  former. 
The  perforated  wood  from  these  localities  shows  that  the  limnoria 
were  in  the  timber  in  advance  of  the  chelura.  It  also  shows  larger 
individual  chelura  confined  to  the  soft  rings.  These  facts  indicate 
that  young  chelura  may  at  first  follow  limnoria  through  the  hard 
rings,  but  that  as  they  increase  in  size,  they  turn  toward  the  soft 
wood.  They  obviously  attain  full  size  in  the  larger  tunnels.  The 
individual  chelura  appears  to  be  even  more  formidable  than  the 
individual  limnoria. 

Tlie  Size  of  the  Chelura.  — The  chelura  is  somewhat  larger  than  the 
limnoria.  It  is  said  that  specimens  one-third  of  an  inch  in  length 
have  been  measured. 

The  Range  or  Field  of  Work. — The  frequent  confusion  between 
these  two  animals,  together  with  the  lack  of  American  data,  leaves 
the  question  of  range  unsettled.  The  specimens  found  at  Province- 
town  were  all  taken  from  wood  submerged  from  8  to  12  ft.  below 
low- water  level. 

The  DisMbuHon  of  the  Chelura. — The  chelura  was  sought  many 
times  along  the  American  coast  between  New  Jersey  and  Nova 
Scotia,  but  was  not  discovered  until  1875.  It  is  yet  confined,  so 
far  as  known,  to  the  two  original  localities.  Wood's  Holl  and  Prov- 
incetown,  both  in  Massachusetts,  but  it  is  more  than  possible  that  the 
animal  has  escaped  observation,  and  that  it  is  common  on  the  North 
Atlantic  coast.  The  unskilful  eye  would  readily  confound  the  chelura 
with  the  limnoria,  although  the  two  animals  belong  to  distinct 
divisions  of  the  crustaceans.  It  is  quite  possible  that  some  of  the 
damage  hitherto  ascribed  to  other  animals  has  been  accomplished  by 
the  chelura. 

The  chelura  has  been  reported  at  many  places  on  the  coast  of 
Europe,  and  is  mentioned  as  existing  from  South  Norway  to  the 
Adriatic.  Attention  has  been  called  to  the  extent  of  its  range.  It  is 
said  to  be  an  inhabitant  of  Australia.  *  In  Europe  a  very  great  amount 
of   destruction  is  attributed   to  this   species,    and   efforts  have  been 

*  Since  the  above  was  written  Mr.  Charles  Hedley  has  ascertained  'that  not  only  are 
Chelura  and  Limnoria  not  included  as  Austrahan  pests,  but  that  neither  are  known  to 
exist  in  Australian  waters.  We  have,  however,  kindred  forms  which  take  their  place 
and  do  their  work."' 
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made  to  substantiate  these  i)oiuts,  but  have  thiis  far  been  unsuccess- 
ful. It  may  be  that  some  European  results,  attributed  to  this  animal, 
are  deserved  by  the  limnoria,  as  it  is  probable  that  some  of  the  work 
of  the  limnoria  in  America  should  be  attributed  to  the  chelura,  and  it 
is  more  than  j^robable  that  the  animals  are  frequently  associated. 
Efforts  to  discover  particular  works  affected  exclusively  by  this  form 
of  life  in  Europe  have  not  thus  far  met  with  success.  The  chelura 
has  earned  a  most  unenviable  reputation  in  Europe,  but  it  is  not 
known  in  which  places  it  exists  as  a  specimen  and  in  which  as  a  pest. 

Sph^roma  Vastator.* 

This  species  was  found  in  the  woodwork  of  a  railway  bridge  on  the 
west  coast  of  the  Indian  Peninsula.  It  is  said  that  it  honeycombs  the 
wood  with  cylindrical  holes. 

The  Pholos. 

A  description  of  the  pholos  may  suitably  accompany  any  mention 
of  marine  wood-borers.  This  animal  does  not  attack  wood,  but  pene- 
trates the  hardest  stone,  and  is  therefore  interesting  because  it  illus- 
trates the  power  of  boring  animals. 

The  pholos  and  the  teredo  are  nearly  related.  The  former 
differs  from  the  latter  in  that  its  shell  is  much  larger  and  in  form 
more  closely  resembles  the  long  clam.  Some  species  of  this 
a,nimal  are  much  prized  by  the  French  as  table  luxuries.  Others  are 
used  as  food  on  the  North  Pacific  Coast.  The  pholos  is  an  inhabitant 
of  many  seas;  it  is  plentiful  in  the  English  Channel,  and  is  found  in 
many  places  on  the  American  coast.  The  borings  of  the  pholos  are 
instructive,  from  a  geological  j)oint  of  view.  The  so-called  Temple 
of  Seraphis,  near  Naples,  affords  a  prominent  illustration  of  the 
movement  of  the  earth's  crust.  This  temple  has  sunk  in  the  water  and 
has  then  arisen  again,  the  fact  of  submergence  being  made  clear  by 
the  jDerforations  of  the  pholos.  The  three  principal  columns  are 
honeycombed  up  to  a  height  of  about  10  ft.,  which  shows  that  the 
ocean  once  covered  the  columns  to  that  height. 

The  method  of  excavation  has  already  been  described  in  comparison 
with  that  of  the  teredo.     The  pholos  opens  its  shell  so  as  to  brace  itself 

*  Described  by  Mr.  Spence  Bates  in  the  Ann.  of  Nat.  His.,  Vol.  xvii,  1886,  pp.  28-31. 
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Fig. .1.— Pholos.  excavating  Sandstone.     Life  Size. 


Fig.  2.— Dactylus,  excavating  Granite.    Life  Size. 


Fig.  3.— Martesia  Xylophaga,  in  Panama  Mahogany.— Life  Size. 
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against  the  sides  of  its  tunnel.  The  long  foot  or  pestle,  which  is  simi- 
lar to  that  of  the  teredo,  emerges  and  rnbs  at  the  surface  of  the  stone. 
It  is  assisted  by  the  particles  of  sand  or  rock.  The  cavity  is  thus 
enlarged  to  accommodate  the  growing  animal.  Fig.  1,  Plate  XXEEI, 
shows  one  of  the  numerous  species  of  this  animal  at  work  upon  a  piece 
of  sand-stone.  Fig.  2,  Plate  XXIII,  shows  a  similar  animal  perforating 
solid  granite  ;  while  Fig.  3,  Plate  XXHI,  exhibits  another  form, 
found  in  hard  wood. 

The  series  of  marine  stone-borers  is  very  great,  and  includes  the 
numerous  sjjecies  of  the  j^holos  family,  together  with  other  animals 
not  related  to  them.  One  of  the  animals  of  this  class  is  a  powerful 
enemy  of  the  oyster  industry.  Another  of  them  destroyed  in  one 
year  a  cargo  of  marble  which  had  been  wrecked  in  the  North  Atlantic. 

Barnacles. 

The  barnacle  does  not  perforate  wood,  but  usually  attaches  itself 
singly  or  in  clusters  to  floating  or  submerged  wood,  and  does  not  in- 
jure it.  It  is  removed  from  the  bottoms  of  ships  because  it  impedes 
their  progress.  Barnacles  protect  the  surfaces  they  cover.  The  white 
blotches  on  Fig.  1,  Plate  XVI,  show  the  places  where  barnacles  were 
at  one  time  attached.  Fig.  3,  Plate  XIV,  shows  the  form  of  the 
barnacle. 

Methods  of  Protection. 

A  history  of  the  attemj)ts  to  preserve  wood  from  the  attacks  of 
wood-borers  would  be  voluminous.  It  is  only  necessary  to  call  atten- 
tion to  those  methods  which  have  been  attended  with  more  or  less 
success.  Most  of  the  attempts  in  this  direction  have  been  made  -v^-ith 
the  idea  of  protecting  wood  from  the  attacks  of  the  teredo.  It  hai)- 
pens,  fortunately,  that  any  method  insuring  immunity  from  the  teredo 
secures  wood  from  other  wood-borers  as  well.  The  methods  which 
have  been  used  may  be  classified  as  follows : 

Removal  During  the  Breeding  Season. — This  method  may  be  used  to 
protect  such  objects  as  buoys,  bathing-houses  and  row  boats.  It  is 
only  applicable  where  the  breeding  season  is  short  as  it  is  in  the  Xoi*th. 

A  Change  of  Water.  — Wooden  vessels  which  have  been  attacked  by 
the  teredo  are  sometimes  hauled  into  fresh  or  muddy  water.  The 
animals  which  have  gained  entrance  to  the  wood  are  killed  by  this 
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lueanH.  The  HuggeHtion  Iuih  Iwon  made  that  expen«ive  wood-work 
subjected  to  the  teredo  be  Hurronuded  by  freHh  water. 

The  Use  (}/ Selected  Woods. — The  few  varieties  of  wood  for  which 
claima  in  this  i)articuhir  have  been  made  are  not  widely  known  or  em- 
ployed, and  it  is  seldom  urged  that  any  are  permanently  exempt. 
Repeated  attempts  have  been  made  to  discover  some  wood  upon  which 
reliance  could  be  placed,  but  with  meager  results.  The  evidence,, 
thus  far,  is  in  favor  of  the  palm  and  the  Australian  jarrah  wood. 

External  Coatinga. — Many  of  the  protective  methods  may  be  grouped 
under  the  head  of  external  coatings,  one  advantage  of  which  is  that 
the  treatment  may  be  limited  to  that  portion  of  the  wood  which  is  ex- 
posed to  attack,  while  those  j^arts  which  are  below  the  mud  line  or 
above  high  water  need  not  be  considered.  This  is  not  the  case  where 
internal  treatment  is  used. 

{a)  The  bark  is  sometimes  left  upon  the  wood,  and,  as  long  as  it 
remains  intact,  protects  it  from  the  teredo.  This  is  explained  by  the 
reluctance  of  the  teredo  to  cross  seams.  The  bark  is  soon  loosened 
and  removed  by  the  waves,  however,  and  the  wood  is  then  exposed. 
It  is  doubtful  whether  bark  serves  as  a  protection  against  the  limnoria 
and  chelura. 

{h)  Thin  plank,  joined  closely  upon  the  surface  of  the  wood,  will 
l^reserve  it  from  the  teredo  during  the  existence  of  the  plank,  but 
affords  no  protection  from  limnoria  or  chelura,  for  the  plank  is  soon 
honeycombed  or  loosened  and  the  interior  woodwork  is  then  exposed 
to  attack. 

(c)  Metallic  sheathings,  such  as  copper  and  zinc,  have  been  success- 
fully used  in  many  places,  and  the  former  has  proved  to  be  one  of  the 
most  valuable  methods  of  protection  when  placed  upon  piles  so  that 
when  they  are  driven  home  the  metal  extends  below  the  mud  line 
and  up  to  or  above  high- water  mark.  It  is  used  upon  the  bottoms  of 
wooden  vessels  and  is  much  superior  to  zinc,  which  is  quickly  acted 
upon  by  the  salt  water.  Metallic  coatings  are  expensive,  but  are  very 
effective,  however,  in  protecting  against  all  forms  of  marine  borers. 
Surfaces  sometimes  become  coated  with  barnacles  and  similar  animals 
which  afford  further  protection  to  the  wood. 

[d)  Teredo  or  "  worm  "  nails  have  been  extensively  used,*  and  are 
said  to  have  originated  with  the  Romans.     They  have  short  spikes 

*The  Dutch  use  them  to  a  height  of  one-half  tide. 
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and  large,  flat  and  sometimes  square  heads.  They  resemble  ordinary 
carpet  or  upholsterers'  tacks,  and  are  driven  close  together.  Accord- 
ing to  the  specifications  adopted  by  the  Dutch  Waterstaat,  the  nails 
must  be  well  forged  and  not  brittle.  The  diameter  of  the  head  must 
be  3  cm.  and  the  length  of  the  tack  4  cm.  One  kgr.  is  to  contain 
from  thirty  to  thirty-four  nails.  An  interesting  series  of  experiments 
with  teredo  nails  has  been  conducted  by  the  New  York  Department 
of  Docks.  ^  Teredo  nails  are  apt  to  rust  and  thus  cause  failure.  It 
was  once  held  that  the  iron  rust  impregnation  assisted  in  repelling 
the  teredo,  but  this  appears  to  have  more  foundation  of  truth  as  re- 
gards the  limnoria. 

(e)  Paints,  verdigris,  paraffine,  tar,  asphalt  and  other  mixtures 
have  been  used  as  protectives,  but  it  is  usually  difficult  to  retain  such 
coatings  in  position.  Mixtures  which  withstand  the  softening  effect 
of  sea  water  are  likely  to  be  removed  by  erosion,  and  surfaces  should 
be  inspected  at  least  once  a  year. 

{/)  Attempts  have  been  made  to  combine  paint  mixtures  with  some 
fabric  such  as  burlap  or  wire  netting.  Asphalt  and  net  have  not 
proved  successful  on  the  Pacific  coast,!  l^iit  a  combination  of  paraffine 
paint  and  burlap  used  there  has  attracted  attention.  After  removing 
the  bark  the  surface  of  the  pile  is  covered  with  a  prepared  compound, 
some  of  the  ingredients  of  which  are  paraffine,  powdered  limestone 
and  kaolin.  The  pile  is  then  wrapped  in  jute  burlap,  and  another 
application  of  the  compound  is  made.  Wooden  battens  are  then 
nailed  along  the  surface,  which  receives  a  final  coat  of  the  paint. 
Piles  thus  protected  have  been  in  use  for  ten  years  on  the  Pacific 
Coast  by  the  California  State  Board  of  Harbor  Commissioners,  by  the 
Northern  Pacific,  Great  Northern  and  other  railways,  and  are  said  to 
have  been  successful.  The  coating  protects  the  piles  from  the  teredo, 
limnoria  and  similar  animals,  but  its  duration  is  not  known,  f 

(g)  Piles  are  sometimes  covered  with  Portland  cement  mortar. 
The  bark  is  first  removed  and  the  wood  cleared  of  knots  and  similar 
projections.  The  pile  is  then  driven  to  its  final  position.  The  mortar 
is  applied  in  several  ways.  A  jacket  of  ordinary  sewer  pipes  extending 
from  the  mud  line  to  high-water  mark  is  sometimes  placed  around  the 
pile,  and  the  space  thus  enclosed  filled  with  hydraulic  cement.     Piles 

*  Trarusactions^  Am.  Soc.  C.  E.,  Vol.  xxxi.  p.  235. 
t  Engineering  News.  February  8th,  1894. 
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thus  ])rotectetl  have  been  i)iit  iu  positiou  and  obHerved  bv  the  Cali- 
fornia State  Harbor  Boar<l.  The  c-oatiuf^R  were  soon  found  to  have 
crat'ked,  })robably  because  thev  were  too  stiff'.  An  iron  shell  or  mould 
made  in  two  pieces,  })olted  together  tightly  around  the  pile  has  some- 
times been  used.  The  intervening  si)ace  is  tilled  with  cement,  and  the 
mould  removed  as  soon  as  the  cement  has  become  hard.  The  Louis- 
ville and  Nashville  Railroad  treated  four  thousand  piles  in  this  way, 
at  an  average  cost  of  .1?1. 25  per  foot  of  length.^'  The  cost  of  repairs 
for  the  first  seven  years  was  comparatively  small.  The  concrete  became 
coated  with  oysters  and  barnacles  and  was  thus  further  strengthened. 
The  advantage  of  such  a  treatment  is  that  it  can  be  applied  after  the 
piles  have  been  driven.  Teredos  or  limnoria  may  unexpectedly  attack 
the  wood,  and  any  specimens  which  have  gained  entrance  can  be  killed 
and  others  repelled  by  this  method.  The  cost  is  not  as  great  as  might 
appear,  since  the  entire  length  of  the  pile  is  not  covered. 

{h)  The  use  of  sand  has  been  found  to  be  both  eff'ective  and  low 
priced.  Cylinders  of  earthenware  pipes  joined  together  by  a  sjoecial 
cement,  are  lowered  over  the  pile  and  pushed  into  the  bottom.  The 
space  between  the  cylinder  and  the  pile  is  filled  with  sand.  Any 
fracture  or  leakage  is  made  evident  at  the  top  and  can  at  once  be  made 
good.  This  method  was  suggested  by  the  Louisville  and  Nashville 
Railroad,  and  is  considered  to  be  an  improvement  on  their  former 
method  of  protection  by  means  of  cement,  while  the  cost,  about  70 
cents  per  foot,  is  much  lower.  The  method  is  said  to  insure  greater 
elasticity  and  better  protection  at  the  bottom.  Piles  treated  in  this 
Avay  on  the  New  Orleans  and  Mobile  Division  are  apparently  as 
sound  as  when  driven,  twenty  years  ago.  In  some  cases  their  tops 
were  not  covered  with  pitch  when  they  were  sawed  off,  and  the  heai*t 
Avood  of  a  few  of  these  specimens  has  decayed.  The  outer  sapwood 
still  remains  sound. f 

{()  External  protection  is  sometimes  afforded  naturally.  The  sur- 
face of  the  wood  may  become  covered  with  barnacles,  mussels,  oysters 
or  similar  animals,  and  is  thereby  protected  from  attack.  Sea  thorns 
sometimes  multij^ly  to  such  an  extent  that  the  entire  surface  is  covered 
by  their  disks,  which  afford  a  very  effective  protection. 

A  Dutch  commission,  after  six  consecutive  years  of  investigation, 
reported  that  coatings  applied  to  the  surface  of  wood  seemed  insufii- 

*  Transactions,  Am.  Soc.  C.  E..  Vol.  xxxi,  p.  225. 
t  Transactions,  Am.  Soc.  C.  E.,  Vol.  xxxi,  p.  221. 
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cient;  that  such  coatings  are  likely  to  be  injured  by  mechanical  means; 
that  chemical  changes  are  to  be  looked  for;  and  that  it  is  difficult 
to  obtain  a  covering  which  will  continue  in  close  contact  with  the 
wood. 

The  subject  of  external  coatings  may  be  thus  summarized  :  Protec- 
tion may  be  afforded  as  long  as  the  coating  remains  intact,  but  this  is 
difficult  to  accomplish. 

Intei^aal  Treatment. — Many  substances,  such  as  water-glass,  the  salts 
of  mercury  and  of  iron,  have  been  suggested  as  substitutes  for  coal- 
tar  creosote,  but  none  of  these  can  compare  with  it,  and  therefore  de- 
serve no  further  notice. 

Creosote  supplies  the  best  means  for  repelling  the  attacks  of  the 
teredo,  limnoria  and  other  sea  animals,  and  also  the  termite  and  other 
land  wood-borers.  The  subject  of  creosoting  divides  itself  into  three 
parts:  the  creosote,  the  method  and  the  wood. 

Creosote  is  a  substance  which  is  contained  in  the  second  distillation 
of  coal  tar.  The  first  distillation  consists  of  light  oils,  the  second, 
creosote,  and  the  third,  pitch.  Tars  differ  greatly  in  their  chemical 
constituents,  and  in  their  products  of  distillation.  The  word  cresote, 
therefore,  has  not  an  absolutely  exact  definition.  The  substance  has 
no  chemical  symbol,  as  it  applies  to  a  fluid,  the  constituents  of  which 
constantly  differ.  It  is  essential  that  creosote  should  be  heavier  than 
water,  as  light  creosotes  have  never  been  satisfactory,  and  most  of 
the  failures  attributed  to  creosote  have  really  been  due  to  the  use  of 
such  oils. 

Creosote  is  expected  to  act  in  two  ways.  It  introduces  antiseptics 
into  the  wood;  it  also  fills  the  pores  with  thick,  gummy  insoluble  oils 
and  naphthaline.  Therefore,  a  second  distillate  of  coal  tar,  which  con- 
tains antiseptics  and  gummy  substances  in  sufficient  quantity  and  of 
satisfactory  quality,  should  be  selected.  It  should  contain  over  40% 
of  naphthaline,  and  as  little  pitch  as  possible.  It  may  contain  as 
much  carbolic  acid  as  is  likely  to  be  present  in  this  distillate,  which 
will  not  be  over  4  or  5  per  cent.  No  substances  likely  to  accompany 
the  minimum  of  40%  of  naphthaline  will  be  injurious,  because  many  of 
them  may  be  regarded  simply  as  vehicles.  Heavy  oil  of  creosote  is 
heavier  than  water,  and  is  sufficiently  insoluble  to  remain  in  the  wood 
for  a  long  time.  Creosote  weighs  from  8  to  9  lbs.  to  the  gallon.  The 
United  States  cannot  meet  the  demand  for  dead  oil  of  coal  tar,  and, 
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therefore,  a  large  quautity  is  derived  from  England.  The  Ro-ealled 
"London  Oil  "  in  very  thick  and  heavy.  It  is  thought  to  be  one  of  the 
best  grades  of  creosote  for  marine  work. 

The  method  by  which  creosote  is  introduced  into  the  wood  is  most 
important,  but  any  metliod  which  will  insure  a  thorough  impregna- 
tion will  be  satisfactory.  The  wood  is  first  heated  in  a  vacuum  to  re- 
move the  moisture.  The  heat  is  so  manipulated  as  to  vaporize  the 
sap  and  coagulate  the  albumens  of  the  wood.  Heated  creosote  is 
then  introduced,  and  the  condensation  of  the  vapor  in  the  wood  causes 
a  vacuum  which,  assisted  by  pressure,  draws  in  the  creosote.  A  gauge 
outside  of  the  tank  indicates  the  subsidence  of  the  creosote  as  it 
passes  into  the  wood.  The  process  is  stopped  as  soon  as  the  specified 
quantity  of  creosote,  usually  from  10  to  16  lbs.  per  cubic  foot  of 
wood,  has  been  forced  in. 

The  selection  of  the  wood  which  is  to  receive  the  creosote  is  im- 
portant. Some  woods  are  more  porous  than  others,  and  one  which 
will  permit  the  free  entrance  of  creosote  is  better  than  one  which  is 
hard  or  otherwise  durable.  It  should  be  of  such  a  nature  that  it  will 
protect  the  creosote  after  impregnation.  Creosote  has  occasionally 
failed  because  it  has  not  been  used  in  connection  with  wood  of  the 
proper  quality.  The  Georgia  pine  and  the  Loblolly  pine  are  the  best 
for  this  purpose.  Green  woods  are  sometimes  preferred  to  those  which 
have  been  seasoned,  because  the  condensation  of  the  vaporized  sap 
assists  in  more  thoroughly  impregnating  the  wood. 

Many  cases  of  failure  are  recorded  against  creosoted  wood. 
Other  cases  are  on  record  of  woods  which  have  resisted  at  first,  but 
have  succumbed  after  several  years  of  exposure.  Li  all  these  cases  it 
may  be  assumed  that  the  creosote  was  at  fault;  that  the  work  was  not 
thoroughly  done,  or  that  the  wood  was  of  a  kind  which  resisted  the 
ordinary  treatment.  A  well-selected  wood,  thoroughly  impregnated 
with  good  coal  tar  creosote,  will  resist  the  teredo,  the  limnoria,  and 
probably  all  other  forms  of  life  for  many  years. 

Substitution. — Substitution  can  hardly  be  classified  as  a  method  of 
preservation,  but  should  be  mentioned  in  connection  with  this  sub- 
ject, because  the  use  of  iron  in  ship-building  is  constantly  increasing. 
Were  this  not  so,  marine  wood-borers  would  require  much  more  atten- 
tion than  they  receive  at  present.  IJron  piles  are  used  to  some 
extent,  and  the  use  of  iron  work  in  marine  construction  may  be  safely 
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said  to  be  on  the  increase.     There  are  many  marine  works,  however,  in 
which  iron  can  hardly  be  used  as  a  substitute  for  wood. 

The  author  has  received  notable  assistance  from  Professor  Verrill, 
of  Yale  University;  Professor  Packard,  of  Brown  University;  Professor 
O.  O.  Siegerfoos,  of  Johns  Hopkins  University;  the  National  Museum 
at  Washington,  and  General  John  M.  Wilson,  M.  Am.  Soc.  C.  E. ,  Chief 
of  Engineers,  U.  S.  A.  The  New  York  Museum  of  Natural  History  has 
permitted  the  author  to  photograph  some  of  its  specimens.  The 
United  States  Fish  Commissioner  has  contributed  much  data,  and 
prepared  drawings  of  the  teredo,  the  limnoria,  and  the  chelura.  The 
New  York  Aquarium,  Colonel  William  Ludlow,  M.  Am.  Soc.  C.  E., 
Francis  CoUingwood,  M.  Am.  Soc.  C.  E.,  T.  G.  Hoech,  M.  Am.  Soc. 
C.  E.,  and  many  others  have  been  of  assistance. 
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DISCUSSION. 


Mr  M.Mr  Wai/ikk  G.   15Ei{(i,  M.  Am.  Soc.  C.  E.  — Attentiou  kIiouUI  be   calltHl 

to  the  beucticial  ottect  of  omptying  sewers  and  factory  refuse  near 
timber  structures.  It  is  a  well-known  fact  that,  in  New  York  City 
piers  or  harbor  timber  structures  located  where  the  water  is  heavily 
inipr(»«;uate(l  with  sewaj^e  or  factory  refuse  are  not  seriously  damaged 
by  the  teredo.  This  fact  is  almost  conclusive  proof  that  these  ani- 
mals require  for  their  existence  clear,  good,  salt  water. 

:\ii  Han.ni.  B.  M.  Hakrod,  Past-President,  Am.  Soc.  C.  E. — The  engineers  of 
the  Louisville  and  Nashville  Railroad  have  had  a  very  large  experi- 
ence, i)erhaps  the  largest  in  the  country,  in  fighting  this  mollusk  on 
the  Gulf  Coast.  They  have  used  creosoting  extensively,  and  for  this 
l)urpose  have  erected  their  own  works.  They  have  tanks  6  ft.  in 
diameter  and  100  ft.  long.  The  sap  is  extracted  by  the  condensation 
of  the  steam,  and  then  the  creosote  is  put  in  under  pressure.  Their 
bridge  piles  are  now  standing  in  good  condition,  after  some  12  years. 
They  have  alsu  used  cement  around  th(?  piles,  and  another  method 
which  they  have  tried  seems  to  the  speaker  to  be  very  attractive,  but 
he  does  not  know  that  it  has  yet  been  fairly  tested.  After  driving  a 
pile,  drain  tiles  are  slipped  over  it,  thus  forming  a  very  loosely  fitting 
pipe.  The  tiles  are  placed  in  position  by  a  diver,  and  then  simply 
filled  in  with  sand.  The  speaker  thinks  this  is  the  last  exi^eriment 
they  have  made  and  that  it  is  giving  good  results.  It  is  certainly  the 
cheapest  plan  yet  tried.  In  connection  with  this  subject,  it  will  be 
interesting  to  refer  to  the  paper  by  E,  Montfort,  M.  Am.  Soc.  C.  E.* 

Mr.  Maniey.  Heney  Manley,  M.  Am.  Soc.  C.  E. — In  Boston  harbor  the  teredo, 
as  a  rule,  is  not  found.  The  Cape  Cod  peninsula  seems  to  be  the 
dividing  line;  but  territory  upon  the  border  line  may  be  subject  to 
invasion,  and  two  or  three  years  ago  there  was  a  considerable  inroad 
which  was  wholly  unexpected  and  unj^repared  for.  In  this  case  a 
dredging  company  was  operating  at  the  mouth  of  the  harbor.  In  the 
early  spring  the  company  brought  some  new  hard-pine  lumber  from  the 
South,  which  had  been  floated  down  one  of  the  rivers  of  Georgia  and 
shipped  to  Bath,  Me.  Two  large  scows,  each  holding  perhaps  500  or 
800  cu.  yds. ,  were  built  of  this  lumber  and  brought  to  Boston  early 
in  the  spring.  They  were  pulled  out  of  the  water  to  be  measured  by 
the  Government  engineers,  and  then  used  in  the  work  at  the  mouth 
of  the  harbor.  Late  in  the  summer  they  began  to  leak  unaccountably. 
On  examination  they  were  found  to  have  been  thoroughly  riddled 
and  bored  by  the  teredos,  which  were  good-sized  sjDecimens  and  of 
full  growth.  It  was  rather  a  shock  to  the  people  having  the  care 
of  wooden  structures  in  Boston  harbor,  and  they  were  a  little  appre- 

*  Transactions.  Am.  Soc.  C.  E.,  Vol.  xxxl,  p.  221. 
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hensive;  but  the  following  winter  destroyed  all  the  teredos,  and  siiu-c  Mr.  Manloy. 
that  time  they  have  not  reappeared.  In  Boston  it  has  not  been 
thought  necessary  to  use  any  protection  against  the  teredo,  and  in  an 
experience  of  25  or  30  years  the  speaker  has  known  of  only  six  or 
seven  isolated  cases  where  the  animal  has  appeared,  and  then,  except 
as  above  stated,  only  as  specimens. 

The  limnoria  has  been  found  in  Boston  harbor  from  time  out  of 
mind,  and  the  local  engineers  find  no  particular  difficulty  in  guarding 
against  its  attacks. 

It  has  long  been  the  practice  to  specify  that  in  exposed  situations 
the  bark  upon  piles  shall  be  intact,  and  that  the  trees  used  for  this 
purpose  shall  have  been  cut  at  such  seasons  that  the  bark  will  retain 
its  place.  So  long  as  the  bark  remains,  the  experience  has  l)een  that 
it  is  a  perfect  protection  from  the  limnoria. 

B.  L.  Crosby,  M.  Am.  Soc.  C.  E. — Some  years  ago,  on  a  visit  to  Mr.  Crosby, 
the  East,  the  speaker  took  a  trip  in  Boston  harbor  to  what  was  then 
called  Downer's  Landing,  and,  at  low  tide,  the  Avater  being  very  clear, 
he  noticed  that  a  large  number  of  piles  were  nearly  eaten  off ;  the 
type  of  destruction  being  that  of  limnoria.  That  is,  the  wood  was  gone, 
so  that  the  points  of  many  of  the  piles  near  the  ground  line  looked  as 
though  they  had  been  sharpened  like  a  lead  pencil.  A  new  wharf  was 
then  being  built  and  was  only  finished  in  time. 

Robert  Moore,  M.  Am.  Soc.  C.  E.  —  A  new  process  for  preserving  Mr.  Moore, 
piles  consists  of  the  apjjlication  of  a  cement  of  a  somewhat  new  type 
called  lithocite.  It  is  said  to  harden  rapidly  into  a  very  hard  mineral 
substance.  The  method  of  application  is  to  wrap  the  pile  in  gunny- 
sack,  or  similar  material,  and  then  saturate  it  thoroughly  with  this 
cement  in  liquid  form.  This,  of  course,  can  be  done  by  wrapping  with 
one  or  more  thicknesses  of  the  gunnycloth,  and  when  it  is  applied  in 
this  way  it  is  said  to  form  a  hard  and  perfect  protection  against  the 
entrance  of  the  teredo  or  any  other  marine  pest.  The  method  of  appli- 
cation is  simple,  and  is  said  to  cost  about  half  as  much  as  creosoting. 
The  experience  of  two  or  three  years,  perhaps  more,  is  said  to  show 
that  it  affords  a  perfect  protection.  If  what  is  claimed  for  it  is  verified 
by  experience,  it  will  certainly  be  an  important  addition  to  the 
resources  of  the  engineer  in  fighting  marine  pests.  The  speaker  be- 
lieves that  it  has  been  used  along  the  Gulf  Coast  at  several  points,  and 
that  it  has  been  used  by  the  Louisville  and  Nashville  Railroad,  and 
upon  some  of  the  government  works  on  the  Florida  Coast. 
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COllRESPONUKNCE. 


(vir.  Coiiinn  Fkancis  CoLLiNowooD,  M.  Am.  Soc.  C.  E. — The  paper  is,  altogether, 
tlio  beat  exposition  of  the  subject  that  the  writer  has  seen,  and  is  so 
complete  that  littk»  room  is  left  for  discussion. 

As  to  the  depths  at  which  these  animals  work,  the  writer  wishes  to 
mention  the  following  instance.  The  site  of  the  New  York  tower  of 
the  East  River  Bridge  (at  Pier  29,  East  River)  was  dredged  to  31  ft. 
below  high  water.  It  was  found  that  the  dredge  missed  the  ends  of 
some  piles  that  had  been  eaten  off  at  about  the  mud  line,  say  30  ft.  to 
32  ft.,  and  these  were  pulled  up  by  chain  attached  by  divers.  Whether 
the  worm  was  the  teredo  or  not  the  writer  cannot  now  remember. 

The  alarm  about  the  caissons,  mentioned  by  the  author  as  existing 
At  that  time,  arose  from  the  fear  that  these  animals  might  continue 
their  work  after  the  caissons  were  sunk  in  the  bottom,  even  below  the 
earth.  After  consulting  many  authorities,  the  writer  reached  the 
same  conclusions  as  the  author. 

The  paper  is  complete,  and  leaves  nothing  to  be  desired.  Of 
course,  the  subject  of  remedies  or  prevention  of  the  ravages  of  the 
worms  is  an  extensive  one,  but  it  has  been  pretty  thoroughly  threaded 
over. 

The  writer's  advice  on  this  subject  would  be  that  patent  nostrums 
should  be  avoided. 
31 1:.  U'Conte.  L.  J.  Le  Conte,  M.  Am.  Soc.  C.  E. — The  Pacific  Coast  teredo  is  a 
very  active  mollusk,  and  when  fully  developed  is  |  of  an  inch  in  diam- 
eter and  36  ins.  long.  It  is  especially  vigorous  at  and  near  the 
entrances  to  harbors  where  the  flood  tide  waters  come  in  fresh  from 
the  sea,  and  more  particularly  at  those  sites  where  the  tidal  currents 
are  strongest  and  the  food  supply  naturally  plentiful.  In  such  places 
the  teredo  will  destroy  a  14:-in.  pile  completely  in  three  months. 

The  teredo,  as  found  on  the  Pacific  Coast,  is  quite  sensitive  to  the 
influence  of  fresh  water  encroachments,  and  as  a  result  at  different 
portions  of  the  bay  of  San  Francisco  the  difference  in  the  activity  of 
the  teredo  is  very  great — the  life  of  a  pile  varying  from  three  months 
to  seven  years.  The  worst  experience  with  the  teredo  on  the  Pacific 
Coast  has  been  the  increase  in  its  range  of  activity  during  the  past  ten 
years — the  teredo  now  attacking  greedily  many  kinds  of  materials 
which  formerly  were  avoided.  This  apparent  change  in  its  habits  is 
probably  due  to  a  variety  imported  by  vessels  plying  to  and  from 
Mexican  ports. 

Some  ten  years  ago  the  sj^ecifications  of  the  Harbor  Commission 
Engineer  demanded  that  all  piles  furnished  should  have  a  perfect 
coating  of  natural  bark;  the  trees  to  be  felled  in  the  winter  months 
when  the  bark  is  more  adherent.     Now  the  teredo  pays  little  or  no 
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Jitteutiou  to  the  bark.     The  writer  has  seen  several  samples  which  were  Mr.  Le  Ccnte. 
completely  riddled  with  teredo  holes. 

The  comparative  freedom  of  the  endogenous  woods — palms  and  ])ai- 
mettos — from  the  ravages  of  the  teredo  seems  to  be  due  more  to  the 
very  spongy  character  of  the  wood  than  to  any  other  quality.  This 
porosity  readily  admits  the  approach  of  the  enemies  of  the  young 
teredo  before  he  is  fully  able  to  make  a  tube  to  protect  himself.  The 
natural  enemies  of  the  teredo  should  be  studied  and  cultivated. 

The  limuoria  Ugnorum  mentioned  by  the  author  is  a  terrible  pest  on 
the  Pacific  Coast,  and  from  a  broad  point  of  view  is  more  destructive 
because  of  its  much  wider  range  of  activity.  The  chelura  has  not 
been  definitely  recognized  on  the  Pacific  Coast  by  competent  authority, 
although  it  may  exist. 

As  to  methods  of  protection,  the  outside  coating,  such  as  copper, 
zinc  or  the  Paraffin  Paint  Company's  coating  are  good  preventives  as 
far  as  they  go;  but  by  these  processes  the  life  of  the  pile  is  transferred 
to  the  natural  life  of  its  unprotected  head,  above  the  coatings,  which 
generally  decays  so  as  to  be  unfit  for  service  in  about  seven  to  eight 
years,  sometimes  longer.  Dutch  flat-headed  nails  have  been  used  in 
San  Francisco  Bay  by  the  United  States  Engineers,  with  marked  suc- 
cess, against  the  teredo,  but  are  of  indifferent  value  as  against  the 
limn.oria. 

Creosoting  properly  done,  with  an  ample  amount  of  dead  oil  of  good 
quality,  is  the  best  process  yet  devised  as  a  protection  against  sea  ani- 
mals of  all  kinds,  since  it  insures  also  against  ordinary  decay.  The 
history  of  protective  coatings  for  the  past  fifty  years  is,  unfortun- 
ately, full  of  many  inexplicable  failures.  Hence  the  slow  advances 
made  in  practice.  A  study  of  these  failures  is  quite  interesting.  A 
large  percentage  of  them  is  charged  to  poor  oil,  whereas  examina- 
tion shows  that  such  a  charge  is  unfounded. 

A  large  majority  of  these  failures  can  be  traced  to  the  fact  that  it 
is  very  frequently  impossible  to  impregnate  a  wooden  pile  with  much 
uniformity  in  depth  of  penetration,  some  portions  of  the  wood  being 
close  grained  and  hard,  while  other  portions  are  much  softer  and  more 
l)orous.  Hence,  during  the  time  that  the  dead  oil  is  being  forced  in 
under  pressure  it  naturally  penetrates  through  those  channels  which 
offer  the  least  resistance  to  progress,  and,  consequently,  most  of  the 
oil  goes  into  the  softer  portions  of  the  wood  and  avoids  the  denser  por- 
tions. • 

It  is  evident  that  the  quantity  gauge,  which  keeps  a  record  of  the 
number  of  gallons  of  oil  introduced  per  cubic  foot,  for  the  entire  pile, 
can  furnish  no  guarantee  whatever  as  to  whether  the  work  done  is  first 
class  or  very  inferior. 

The  writer  has  seen  a  creosoted  pile,  passed  by  inspectors  as  a  good 
job,  taken  to  a  saw  mill  and  cut  up  into  short  lengths,  and  the  cuts 
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Ml.  I,.' ('out. .  examined.  The  inequality  iu  depth  of  penetration  was  remarkabh' 
hoin^  in  some  ]da(!es  as  mueh  as  li  to  4  ins.,  and  in  tlie  denser  ])ortious 
not  over  2'..  of  an  inch. 

Alonfj;  the  west  coast  of  Mexico  the  sea  animals  are  unusually  active, 
and  piers  are  generally  built  on  a  foundation  composed  of  wrought- 
iron  piles  (I  to  \)  ins.  in  diameter.  Iron  and  steel  are  being  produced 
so  cheaply  that  it  begins  to  look  as  if  this  is  the  most  practical 
solution  of  the  i)roblem. 
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WITH    DISCUSSION. 

The  Mississippi  River  is  utilized  for  purposes  of  navigation  from 
the  Gulf  of  Mexico  to  the  Falls  of  St.  Anthony,  a  distance  of  about 
2  000  miles. 

In  this  great  length,  the  character  of  the  stream  goes  through 
various  changes,  through  the  influx  of  tributaries  and  other  causes. 
In  order  to  get  a  clear  comprehension  of  the  controlling  physical  con- 
ditions in  different  parts  of  the  stream,  it  is  best  to  divide  it  into  four 
distinct  reaches  or  sections. 

First — That  portion  extending  from  the  Falls  of  St.  Anthony  to  the 
mouth  of  the  Missouri,  a  distance  of  712  miles.  In  this  reach  the 
banks  are  low,  and  the  oscillation  between  high  and  low  water  rarely 
exceeds  25  ft.  In  the  upper  half  of  this  reach  the  river  is  divided  into 
a  great  many  sloughs,  which  serve  as  high-water  channels,  but  are 
often  nearly  or  quite  dry  at  low  water.  The  water  carries  but  little 
sediment ;  bank  erosion  is  comparatively  slight ;  for  21  miles  it  flows 
through  a  lake  of  slack  water  30  ft.  deep;  the  flow  in  two  places  is  in- 
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terruptetl  hy  rai)itlH  where  tlie  IxmI  of  the  str(Miiii  \h  solid  rock;  in  tlie 
upper  portiou,  the  navij^able  tlei)th  at  low  water  HometimeH  gets  down 
to  2^  ft.,  and  navij^ation  is  usually  suspended  during  the  winter  season 
for  a  period  of  four  months  or  more  in  (•ouseqiieuce  of  the  river  being 
frozen.  The  low- water  slope  averages  about  0.5  ft.  per  mile.  The  low- 
water  discharge  is  about  25  000  cu.  ft.  per  second,  and  the  high-water 
discharge  about  850  000  cu.  ft.  i)er  second.  High  water  generally 
comes  in  May  and  June,  and  the  low-water  season  usually  begins  about 
the  first  of  September  and  lasts  until  navigation  is  closed  by  ice. 

One  of  the  rapids  spoken  of,  near  Rock  Island,  111.,  1  575  miles 
above  the  mouth,  has  been  improved  by  the  removal  of  rock  and  the 
concentration  of  the  volume  by  dikes  and  dams.  The  other,  above 
Keokuk,  la.,  1  445  miles  above  the  mouth,  is  surmounted  by  means 
of  a  canal,  with  8  miles  of  slack-water  navigation  and  three  locks,  with 
a  total  lift  of  18  ft. 

Second. — The  second  reach  extends  from  the  mouth  of  the  Missouri 
to  the  head  of  the  alluvial  basin  of  the  lower  river,  or  practically  to 
the  mouth  of  the  Ohio,  a  distance  of  210  miles.  This  reach  is  the  first 
to  take  up  the  enormous  load  of  sediment  put  upon  it  by  the  Missouri 
River.  Here  permeable  dikes  are  at  their  best,  and  immense  deposits 
are  easily  induced  where  channel  contraction  is  desirable  to  increase 
the  depth.  The  banks  are  somewhat  higher  than  those  of  the  first 
reach,  and  the  effects  of  bank  erosion  are  more  noticeable.  The  ex- 
treme oscillation  betw^een  high  and  low  water  near  the  upper  portion  of 
this  reach  is  some  36  ft. ;  the  low-water  slope  averages  0.6  ft.  per  mile; 
the  low-water  discharge  is  about  45  000  cu.  ft.  per  second,  and  the  high- 
water  discharge  about  850  000  cu.  ft.  per  second.  At  low  water  the 
navigable  depths  on  the  bars  often  reach  as  low  as  4  ft.  Overflows 
are  not  very  frequent,  as  a  conjunction  of  the  floods  of  the  upper 
Mississippi  and  Missouri  Rivers  is  necessary  to  produce  an  overflow 
stage.  The  high-water  stages  usually  occur  in  May  and  June,  and  the 
low-water  season  begins  early  in  September  and  continues  into  the 
winter  months. 

Sand  bars  are  numerous,  and  the  crossings  are  consequently 
frequent,  and  their  locations  are  constantly  shifting.  The  river 
washes  the  rocky  blufl['s  on  one  side  or  the  other  a  greater  j^art  of  the 
distance,  and  at  Gray's  Point,  1  100  miles  above  the  mouth,  it  flows 
through  a  rocky  gorge  for  a  distance  of  7  miles.     At  the  lower  end  the 
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normal  conditions  are  often  complicated  by  back-water  from  floods  iu 
the  Ohio,  which  causes  the  sediment  to  deposit,  and  this  is  a  prolific- 
source  of  annoyance  to  navigation. 

This  reach  is  sometimes  frozen  over  for  a  month  or  so  during  the 
winter,  but  is  more  often  free  from  ice  throughout  the  year.  The 
whole  reach  partakes  much  of  the  character  of  the  Missouri  River. 

Third. — This  reach  extends  from  the  mouth  of  the  Ohio  to  the 
mouth  of  the  Red  River,  a  distance  of  750  miles.  Here  the  Ohio,  re- 
inforced by  the  Tennessee  and  Cumberland  Rivers,  comes  in  and  con- 
trols the  flood  conditions  of  the  lower  river.  The  Missouri  River  no 
longer  dominates,  except  in  its  mud;  the  bed  of  the  stream  is  now 
through  the  deposits  which  it  has  built  up  and  torn  down  repeatedly;^ 
at  a  few  points  the  river  is  held  in  check  where  it  strikes  the  blufits, 
but  for  the  most  part  the  banks  yield  readily  to  the  eroding  power  of 
the  current.  At  one  place  a  straight  reach  becomes  excessively  wide, 
as  near  New  Madrid,  by  the  river  encroaching  first  on  one  bank  and 
then  on  the  other;  at  another  i^lace  it  becomes  exceedingly  crooked, 
as  near  Greenville  and  above,  by  the  continued  erosion  of  the  con- 
cave bank  and  the  building  out  of  the  point  opposite  the  bend.  The 
caving  reaches  enormous  proportions,  the  maximum  lying  in  about  the 
middle  tliird  of  the  reach;  the  oscillation  between  high  and  low  stages 
reaches  over  53  ft.  The  banks  are  high;  overflows  are  frequent;  the 
sand  bars  are  very  large  in  extent;  islands  and  towheads  are  numerous,, 
and  the  width  of  the  river  here  reaches  the  maximum;  the  bars  which 
obstruct  low- water  navigation  are  not  very  numerous,  and  the  depth 
rarely  gets  below  5  ft.  on  these  bars,  while  by  far  the  greater  part  of 
the  reach  has  water  of  ample  depth  to  satisfy  all  demands  of  naviga- 
tion; the  river  is  rarely  obstructed  even  by  floating  ice;  low-water 
conditions  w^hich  interfere  with  navigation  rarely  exceed  four  months 
in  duration,  and  now  and  then  entire  years  pass  without  any  serious 
interruption  to  navigation;  the  low-water  slope  averages  about  0.35 
ft.  per  mile;  the  floods  usually  come  in  February  or  March,  and  the 
low-water  conditions  from  September  to  December;  many  of  the  bends 
have  depths  of  over  100  ft.,  and  the  discharge  varies  from  65  000  cu. 
ft.  per  second  at  extreme  low  water  to  2  000  000  cu.  ft.  per  second  at 
extreme  high  water. 

The  work  of  maintaining  navigable  channels  through  the  crests  of  the 
bars  by  means  of  dredging  has,  so  far,  been  largely  confined  to  this  reach. 
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Fonrtlt. —  The  fourth  icacli  rxti'iids  Iroiu  tlir  month  of  the  Red 
Kivor  to  the  (hilf  of  Mexico,  a  di.stauce  of  810  miles.  In  this  portion 
of  the  river  the  channel  is  narrow  and  deep,  the  baukH  tolerably  Htable, 
and  sand  liars  as  obstructions  to  navigation  are  almost  unknown.  So 
far  as  navigation  is  concerned,  this  reach  requires  neither  contraction 
works  nor  dredj^iuj;'.  Nature  has  built  a  channel  which  man  vainly 
tries  to  imitate  in  the  reaches  lying  above.  Only  two  islands  exist  in 
this  reach,  and  the  last  gravel  bar  is  near  the  upper  end  of  the  reach. 
The  upper  limit  at  low  water  is  only  3  ft.  above  mean  Gulf  level,  and 
the  tidal  effect  is  often  observed  over  the  whole  length  of  the  reach. 
The  first  practicable  outlet,  for  the  waters  coming  down,  is  through 
the  Atchafalaya  at  the  head  of  this  reach.  The  extreme  oscillation 
between  high  and  low  water  at  the  upper  end  of  the  reach  is  50.4  ft., 
and  this,  of  course,  tapers  down  to  zero  at  the  Gulf.  The  river  in  this 
reach  carries  the  burdens  of  all  the  tributaries  coming  from  a 
drainage  area  of  1  250  000  square  miles.  The  destructive  floods  in- 
variably come  from  the  Ohio  Basin,  augmented  at  times  by  the 
tributaries  below  the  mouth  of  the  Ohio  River. 

The  characteristics  of  the  reaches  described  are  pronounced,  and 
they  differ  so  widely  as  to  make  the  improvement  of  each  a  problem 
by  itself.  The  last-named  reach  should  perhaps  have  terminated  at 
the  Head  of  the  Passes  instead  of  at  the  Gulf,  12  miles  farther  down. 
Where  the  current  of  the  river  meets  the  slack  water  of  the  Gulf  of 
Mexico,  bars  are  formed  which,  require  special  treatment. 

A  general  view  of  the  conditions  has  been  presented  in  order  to 
make  it  plain  that  the  problem  involves  different  treatment  in  different 
reaches  of  the  river. 

S((nd  Bars  (is  Obstr actions  to  Navigation. — It  is  not  easy  to  find  a 
satisfactory  explanation  as  to  why  sediment  piles  up  in  ridges  instead 
of  being  distributed  evenly  over  the  bottom.  These  ridges  of  sand 
iire  usually  found  on  what  steamboatmen  call  crossings  ;  that  is,  on 
the  path  followed  by  boats  when  crossing  from  a  pool  lying  in  a  bend 
along  one  bank  to  the  pool  in  the  bend  of  the  opposite  bank.  These 
bars  may  be  piled  up  to  such  an  extent  that  during  a  high  or  even 
medium  stage,  their  crests  may  be  actually  several  feet  higher  than 
the  surface  of  the  water  at  low  stage.  The  thread  of  the  channel  at 
high  stages  does  not  follow  the  low^-stage  channel,  but  crosses  and  re- 
crosses  it. 
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The  fii-Ht  I'ftect  of  ii  Hood,  with  its  iiic.reaHing  velocity,  is  to  erode 
tlie  bed  and  bankH  aud  add  the  material  to  the  load  already  carried  in 
suspenHion.  This  continnos  until  the  crest  of  the  flood  is  reached  and 
the  decline  sets  in.  The  load  is  now  too  heavy  for  the  diminishing 
velocity  and  the  burden  is  ra])idly  de})Osited  and  obstructions  are 
formed  which,  later,  prove  serious  hindrances  to  navigation.  When  the 
river  reaches  a  low  stage  these  act  as  dams  to  hold  the  water  in  the 
pools.  The  slope  on  the  crossing  or  dam  is  thereby  increased,  and 
likewise  the  velocity.  The  crest  of  the  bar  consequently  cuts  out,  and 
if  this  cutting  is  confined  to  one  channel  a  good  navigable  depth  may 
be  the  result.  If  the  bar  is  wide  and  flat  there  will  probably  be 
several  insignificant  channels,  none  of  which  answer  the  purposes  of 
navigation.  These  must  be  concentrated  by  contraction  or  dredging, 
or  both. 

Fig.  1  shows  rather  a  complicated  case.  This  is  near  Point 
Pleasant,  Mo.,  about  80  miles  below  the  mouth  of  the  Ohio.  The 
general  course  of  the  river  in  this  section  is  straight  for  several  miles. 
The  width  is  unusually  great,  due  to  erosion  of  both  banks.  The 
channel  consequently  is  shallow  and  shifting.  In  Fig.  1  the  j^ools  are 
shown  by  parallel  shading,  and  the  figures  indicate  the  dej^ths.  The 
upper  i^ool  comes  down  the  right  bank  and  terminates  at  A.  The 
problem  then  is  to  reach  the  pool  B  over  the  reef  which  separates  the 
two  pools.  When  that  point  is  reached,  navigation  to  the  lower  end  of 
the  pool  at  G  is  easy.  Then  comes  another  crossing  to  D,  followed  by 
a  narrow  broken  pool  to  L  Another  crossing,  and  the  fourth  pool  is 
reached  at  J.  Here  there  is  an  abundance  of  water  to  M,  then  jump- 
ing a  short  reef  into  the  deep  pool  atiV,  and  this  bad  stretch  of  naviga- 
tion is  passed.  Another  route  of  more  or  less  merit  might  have  been 
found  from  the  pool  B-C  at  L  to  the  shore  pool  at  K,  then  following 
this  long  pool  to  G  and  over  the  reef  to  H. 

Fig.  2  shows  a  simpler  case  and  one  most  frequently  met.  The 
l^roblem  is  simply  to  cross  one  reef  lying  between  the  upper  and  lower 
pools.  Having  crossed  this,  the  depth  is  ample  for  several  miles  both 
above  and  below. 

The  problem  then  resolves  itself  into  opening  channels  through 
the  reefs  between  the  successive  pools.  As  a  rule,  the  pools  lie  in  the 
bends  and  the  channel  line  crosses  from  one  bank  to  the  other.  Dur- 
ing the  greater  part  of  the  year — say  about  nine  months — the  depth  in 
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the  river  Ix^low  the  Ohio  is  iiinplc  tor  tlic  rcijiiirementH  of  uavij^ation. 
Dnriug  the  other  three  mouths  navij^atiou  is  sometimes  jjractically 
siisj)eiule{l  iu  tlie  third  reach  on  aeeonut  of  shallow  water.  Whatevei- 
is  (loue  iu  the  wav  of  opeuiug  the  reefs  at  such  times  auswers  for  oue 
low-water  seasou  oulv.  The  next  flood  })robal)ly  changes  the  thread 
of  flow  to  sucli  au  extent  as  to  cross  the  opened  channel  and  obliterate 
it  comi)letely.     This  is  repeated  with  each  high  and  low  stage. 

So  far,  the  jjrohleiii  seems  simple  enough.  The  only  thing  neces- 
sary is  to  open  a  cut  through  the  reef,  comj^osed  principally  of  loose 
sand;  but  there  are  other  difficulties  familiar  only  to  the  engineer  who 
has  been  taught  by  long  observation  and  expenence.  AVhile  this 
artificial  cutting  is  going  on,  Nature  is  doing  some  cutting  on  her 
own  account,  but  on  such  a  gigantic  scale  that  the  work  of  the  largest 
centrifugal  pumps  seems  insignificant.  By  the  time  the  engineer  gets 
what  he  considers  a  dredge  of  enormous  cai)acity  into  position  to  open 
a  cut  from  A  to  B,  Nature  perhaps  changes  her  mind  and  opens  a 
channel  of  her  own  down  along  the  shore  to  K  (Fig.  1);  or,  what 
would  be  worse,  throws  such  a  volume  of  deposit  over  the  bar  A-JJ 
that  the  dredged  cut  is  filled  as  fast  as  the  material  can  be  removed. 
It  is  this  tremendous  volume  of  material  that  is  moved  along  the 
bottom  by  the  current,  complicated  by  unforeseen,  subtle  changes  iu 
direction  and  force  of  flow,  that  often  mocks  the  best  efforts  of  the 
engineer. 

That  the  difficulties  of  the  problem  are  not  generally  understood 
or  appreciated  is  manifest  from  the  many  simple  solutions  offered  by 
inventors.  Men  who  have  never  seen  the  river  are  prolific  in  devices 
for  remedying  all  defects  at  trifling  cost  of  time  or  money.  They  are 
by  no  means  alone  in  the  matter,  for  the  men  who  have  spent  a  life- 
time on  the  river  steamers  also  have  ideas,  sometimes  very  good  ones, 
which  they  have  developed  and  confided  to  the  Patent  Office.  One 
inventor  appeals  to  the  Secretary  of  War  for  some  "secret  position," 
where  he  can  study  the  currents  of  the  river  unobserved.  He  says  he 
has  a  "  nack  of  inventing,"  and  also  "  has  the  uack  of  getting  infor- 
mation."  Furthermore,  he  believes  there  is  some  "  sculluglery  " 
going  on  which  he  might  expose.  He  hesitates  about  giving  his  tal- 
ents to  the  world,  but  says  he  is  "willing  to  confide  in  the  Gov- 
ernment." He  further  says:  "Necessity  has  been  the  mother  of 
invention  with  me.     Hydraulic  engineers  may  oppose  and  discourage 
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my  project  and  design,  as  it  is  calculated  to  do  awuy  with  their  work." 
With  his  device,  "St.  Louis  would  be  a  port  for  loading  vessels  direct 
from  forring  ports." 

The  necessity  for  some  suitable  device  for  the  removal  of  sand 
bars  has  long  been  felt.  Some  thirty  years  ago  a  board  of  engineers 
recommended  that  a  prize  of  $100  000  be  offered  for  the  best  device 
for  removing  obstructing  sand  bars  from  navigable  streams.  Al- 
though Congress  did  not  carry  out  their  recommendation  by  making 
the  necessary  appropriation,  a  great  many  inventions  have  appeared 
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from  time  to  time  and  have  been  tendered  to  the  Uovernment  for  use. 
A  description  of  some  of  these  may  be  of  interest. 

These  devices  can  be  divided  into   four  general  classes,  viz. ,  stir- 
ring and  scraping,  current  deflectors,  jets  and  the  suction  dredge. 


Stiebing  and  Scraping  Devices. 
(1)  About  the  earliest  application  of  this  principle  on  the  Missis- 
sippi was  in  1867,  when  it   was  decided  to  improve  Pass  a  Loutre  by 
means  of  excavating  and  stirring  or  harrowing  up  the  minute  alluvial 
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material  deposited  from  the  heavily  laden  waters  of  the  river.  lu 
this  work  u  double-ended  dredf^e  boat,  having  an  excavating  screw 
with  four  bhules  14  ft.  in  diameter,  was  used.  This  screw  was  similar 
to  an  ordinary  |)ro})ellor  wheel  and  was  similarly  mounted.  It  was 
turned  by  means  of  a  double  engine  at  the  rate  of  60  revolutions  per 
minute.  It  reached  a  depth  2  ft.  below  the  keel.  The  work  of  the 
screw  was  made  more  eflfective  by  means  of  an  auxiliary  scraper  at- 
tached to  the  up-stream  end  of  the  boat  on  either  side  of  the  keel  (Fig. 
3).  The  boat  was  moved  down  stream  over  the  bar  with  the  screw 
operating  and  the  scrapers  in  position.  In  this  way  some  of  the  bar 
material  was  again  brought  into  suspension  and  carried  off  into  deep 
water  by  the  current. 

During  the  first  month's  work  with  this  dredge  the  depth  was  not 
materially  improved.  Later,  better  success  was  realized.  In  a  little 
less  than  two  months  the  depth  was  increased  from  11  to  17  ft.  The 
chief  difficulty  seemed  to  be  in  weak  propeller  blades,  which  were  fre- 
quently broken  and  could  only  be  renewed  by  docking  the  vessel. 

This  device  was  intended  to  cut  out  and  maintain  a  20-ft.  channel 
through  the  bar  at  the  mouth  of  the  river. 

(2)  At  Southwest  Pass  the  same  result  was  expected  from  the  use 
of  conical  screws  attached  to  the  bow  of  a  suitable  boat.  These  cones 
were  20  ft.  long  and  5  ft.  in  diameter  at  their  bases.  They  were  set 
so  that  their  points  came  together  at  the  boat's  stem  and  their  bases 
were  separated  so  as  to  cover  a  width  of  20  ft.  from  out  to  out.  Their 
axes  were  horizontal,  the  salient  angle  they  formed  being  foremost. 
The  flanges  of  the  screws  were  12  ins.  wide  at  the  base  of  the  cones 
and  diminished  to  6  ins.  at  the  points. 

When  these  enormous  screws  were  put  in  motion  it  was  very  diffi- 
cult to  guide  the  boat.  The  material  was  readily  plowed  up,  but  it 
was  not  broken  sufficiently  fine  to  be  carried  away  by  the  current. 

(3)  In  1867  there  was  appropriated  the  sum  of.  $96  000  for  the  con- 
struction and  operation  of  two  scrapers  or  dredges  on  the  upper  Mis- 
sissippi, between  St.  Paul  and  the  mouth  of  the  Illinois  Kiver. 

The  first  efforts  made  to  remove  sand  bars  by  means  of  the  scrapers 
invented  by  Col.  Long  was  in  the  fall  of  1867.  These  scrapers  consisted 
of  a  frame  attached  to  the  bow  of  a  boat  and  carrying  a  heavy  cross- 
bar, to  which  were  attached  6  steel  buckets  or  cutters.  This  frame 
could  be  raised  or  lowered  at  will.     In  operating,  the  boat  went  to  the 
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upper  side  of  a  reef,  the  scraper  was  lowered  and  the  boat  was  then 
backed  slowly  down  stream,  scraping  the  sand  with  it  down  to  deep 
water  beJow  the  reef.  This  operation  was  repeated  until  the  desired 
depth  was  obtained. 

Two  side-wheel  steamers,  the  Montana  and  the  Caffrey^  were 
equipped  with  these  scrapers  by  the  Government,  and,  for  a  time,  the 
steamboat  owners  operated  a  scrajjer  boat  between  Keokuk  and  St. 
Louis  at  their  own  expense. 

The  Montana  was  210  ft.  long,  35  ft.  beam  and  5.^  ft.  depth  of  hold. 
She  was  equipped  with  two  engines  having  20-in.  cylinders  and  7-ft. 
stroke.  The  Caffrey  was  150  ft.  long,  30  ft.  wide,  4^  ft.  hold,  with  a 
draught  of  32  ins.     She  had  15-in.  cylinders  with  5-ft.  stroke. 

This  last  boat  was  equipped  and  ready  for  work  in  October,  1867. 
Her  first  work  was  on  a  bar  near  Gray  Cloud,  17  miles  below  St.  Paul. 
Only  3|  ft.  could  be  carried  over  this  bar,  and  the  regular  packets 
could  not  cross  it.  After  about  four  hours'  work  with  the  scraper  the 
depth  was  increased  to  3i  ft.  entirely  across  the  bar.  The  scraping 
was  continued  for  two  days  and  a  depth  of  4  ft.  was  secured.  By 
November  15th  all  the  bars  between  St.  Paul  and  Prescott  had 
been  scraped  and  the  depths  increased  to  3J  or  4  ft.  At  that  date 
the  packet  companies  notified  the  engineer  in  charge  that  the  scrap- 
ing had  removed  all  obstructing  bars  and  that  no  more  work  was 
required. 

In  1868,  when  navigation  became  difficult,  the  scrapers  were  i3ut 
into  commission  and  worked  throughout  the  season.  They  succeeded 
in  deepening  the  bars  from  8  to  18  ins. ,  and  this  was  generally  accom- 
plished with  a  few  hours'  work.  Beef  Slough  was  deepened  from  3^ 
ft.  to  4J  ft.  in  35  minutes. 

On  the  whole,  the  results  were  so  satisfactory  that  steamboat 
owners  announced  that  their  boats  had  been  making  regular  trips 
without  interruption,  "  a  condition  of  affairs  never  before  known  at 
this  stage  of  river  in  the  experience  of  pilots  of  35  years'  standing.'' 
The  largest  steamers  had  been  able  to  reach  St.  Paul  in  the  low-water 
season  during  two  successive  years,  when  without  the  aid  of  the  scrapers, 
they  would  have  been  obliged  to  tie  up.     Steamboat  men  said: 

*'  These  scrapers  can  be  relied  on  to  increase  the  depth  over  the 
crests  of  the  bars  at  low  water  from  8  to  12  ins.  This  nearly  doubles 
the  carrying  capacity  of  the  boats  now  in  use." 
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This  Hcraping  was  continued  for  Hoveral  years  at  a  cost  of  about 
^20  ()()()  per  annum  for  each  steamer,  but  as  the  relief  was  only  tem- 
porary and  had  to  be  repeated  from  year  to  year,  it  finally  {?ave  place 
to  the  so-called  permanent  improvement,  consisting  mainly  of  channel 
contraction. 

It  should  be  borne  in  mind  that  in  the  portion  of  the  river  where  the 
above-described  scrapers  were  used,  the  obstructing  sand  reefs  are 
quite  short. 

(4)  An  •*  excavator  for  water  courses  having  current  "  consists  of  a 
horizontal  shaft  attached  to  the  stern  of  a  suitable  boat,  and  fitted  with 
a  series  of  serrated  metallic  disks  40  ins.  in  diameter.  Each  disk  has 
29  cutters  or  teeth,  which  are  turned  alternately  in  opposite  direc- 
tions. These  disks  are  revolved  by  the  necessary  machinery,  at  the 
rate  of  100  revolutions  per  minute.  The  bar  to  be  removed  is  cut  out 
by  running  back  and  forth  until  the  required  depth  is  obtained.  It  is 
claimed  that  this  device  "  is  found  highly  efficient  in  raising  deposits 
in  channels  and  separating  the  earth  into  small  particles  so  that  it  may 
be  carried  off  by  the  current,"  and  that  the  amount  of  work  it  can  ac- 
complish in  a  given  time  is  "equal  to  that  of  249  common  bucket- 
dredging  machines." 

It  is  well  to  note  that  these  claims  are  not  based  on  actual  trial  in 
practical  work. 

(5)  A  "submarine  plow,"  attached  by  means  of  timbers  to  the  sides 
of  a  boat,  aims  to  plow  out  a  furrow  in  the  bar.  Spiral  springs  are  at- 
tached to  the  timbers  holding  the  plow  so  as  to  force  it  down  to  its 
work,  and  so  that  it  will  adapt  itself  to  any  irregularities  of  the  bottom. 
The  efficiency  of  the  plow  is  increased  by  water-jets  forced  into  the 
furrow  for  the  purpose  of  breaking  up  and  scattering  the  deposit 
moved  by  the  plow.  Beyond  this,  the  current  is  relied  on  to  carry  the 
deposit  to  deep  water. 

(6)  A  "  channeler,"  consisting  of  a  horizontal  revolving  drum  made 
of  boiler  iron,  with  a  series  of  plows  and  scrapers  attached  to  its  con- 
vex surface,  is  conspicuous  among  the  earlier  inventions.  The 
revolving  drum  is  40  ft.  long,  and  is  suspended  by  journals  near  its  ex- 
tremities. It  is  revolved  by  means  of  two  35-H.-P.  engines,  which 
operate  the  drum  through  gear  wheels  acting  on  a  large  cog  wheel  en- 
circling the  drum  half  way  between  the  ends. 

The  scrapers  are  set  spirally  on  the  drum  for  the  purpose  of  carry- 
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ing  the  material  outwardly  each  way  from  the  middle.  When  the 
material  reaches  the  end  of  the  drum  it  is  supposed  that  the  current 
will  take  it  up  and  carry  it  away,  leaving  a  clear  cut  equal  to  the  length 
of  the  drum.  The  drum  and  its  shaft  are  attached  to  the  stern  of  a 
boat.  In  this  case  the  attachment  is  rigid,  and  the  depth  is  adjusted 
by  means  of  water-tight  compartments  in  the  boat  which  can  be  filled 
and  pumped  out  at  will. 

In  operating  this  device  the  boat  is  dropped  down  on  a  bar  with 
bow  end  upstream.  The  drum  is  then  made  to  revolve  as  the  boat 
moves  down  on  the  reef.  By  means  of  anchors  and  lines  attached  to 
windlasses,  the  boat  is  drawn  stern  foremost  down  across  the  bar 
as  rapidly  as  the  scrapers  on  the  drum  loosen  up  and  remove  the 
deposit.  It  was  supposed  that  the  excavated  material  would  be 
thrown  from  the  ends  of  the  drum  with  suflQcient  force  to  carry  it 
entirely  free  from  the  cut,  and  it  was  estimated  that  in  sand  this 
device  could  make  a  cut  40  ft.  wide  and  3  ft.  deep  at  the  rate  of  150  ft. 
per  hour. 

In  moving  from  one  bar  to  another  the  drum  is  used  to  propel  the 
boat,  which  in  this  way,  it  was  claimed,  could  travel  at  the  rate  of  8 
miles  per  hour.  The  estimated  cost  of  a  craft  of  this  kind  was  S25  000. 
A  crew  of  12  men  was  required  to  operate  it. 

Like  many  others,  the  merits  of  this  device  were  never  tested  by 
actual  work  on  sand  bars. 

(7)  Another  "scraper"  consists  of  two  arms,  each  80  ft.  long, 
placed  parallel  to  each  other  and  hinged  at  their  middle  points  on  the 
stern  overhang  of  a  side-wheel  steamer.  At  the  outer  extremities  of 
these  arms  is  fastened  a  cross-beam,  to  which  is  hinged  the  scraper 
backing,  which  is  rectangular  in  shape  and  made  of  boiler  iron  prop- 
erly stiffened.  Several  scoop-shaped  scrapers  and  plows,  placed 
alternately,  are  attached  to  the  lower  edge  of  the  backing.  From  each 
end  of  this  cutter  a  chain  leads  to  the  steamer,  for  the  purpose  of  tak- 
ing up  the  strain  and  regulating  the  inclination  of  the  scrapers.  The 
scraper  is  raised  or  lowered  by  tackle  leading  from  the  inboard  end  of 
the  arms  to  a  drum  on  the  deck  of  the  steamer. 

With  this  scraper  the  boat  moves  over  the  bar  from  its  up-stream 
side  and  with  head  down  stream.  The  sand  is  thus  scraped  down  to 
the  deep  water.  The  operation  is  repeated  until  sufficient  depth  is 
obtained. 
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(8)  "A  steam  circular  sand  l)ar  dredger  "  waH  brought  to  public 
notice  in  1878.  This  machine  commended  itnelf  on  "account  of  it» 
practicability."     With  it,  the  inventor  says: 

"  There  is  no  need  of  costly  engineering  and  surveys,  no  examina- 
tions to  be  made  and  no  commissioners  to  report  on  what  is  necessary 
to  be  done.  As  a  sand  bar  dredger  it  is  invaluable;  commencing  at  the 
lower  edge  of  a  sand  bar  by  lowering  the  wheel  to  the  required  depth, 
a  channel  may  be  cut  through  in  a  remarkably  short  space  of  time,  the 
current  of  the  river  carrying  away  the  sand  displaced  by  the  revolving 
toothed  wheel." 

This  machine  was  also  intended  for  opening  channels  through  ice. 
It  was  claimed  that  it  could  cut  its  way  through  solid  ice  2  to  3  ft. 
thick  at  the  rate  of  4  to  6  miles  an  hour,  and  thus  open  a  channel  wide 
enough  for  steamboats. 

"The  harbors  of  the  world  heretofore  closed  by  ice  from  3  to  5 
months  in  the  year  can  be  kept  open  so  that  ships  can  go  to  sea  every 
day  in  the  year."  "  One  of  these  boats  on  each  canal  level  would  keep 
them  open  to  commerce  during  the  winter. " 

Offers  were  made  to  "  guarantee  "  10  ft.  of  water  in  the  channel  of 

the  Mississi^Dpi  River  from  St.  Louis  to  Cairo  in  the  driest  season,  with 

one  "  dredger  "  costing  $40  000. 

*'  The  advantages  of  this  invention  to  the  commerce  of  the  world  is 
beyond  computation." 

(9)  Another  scraping  device  consists  of  a  steel  hull  with  a  wedge- 
shaped  prow,  with  auxiliary  wings  attached.  This  was  intended  to 
act  something  like  a  huge  snow-plow,  the  wings  or  deflectors  being 
designed  to  carry  the  loosened  material  far  out  each  way  from  the  cut. 
Jets  were  also  provided  to  loosen  up  the  material. 

In  actual  operation  the  hull  is  sunk  to  the  bottom  by  admitting 
water,  and  is  then  jjulled  up  stream  by  powerful  towboats.  The  wedge- 
shaped  prow  buries  itself  in  the  sand,  which  is  pushed  along  as  the  boat- 
is  moved,  and  finally  finds  its  way  out  to  the  ends  of  the  deflectors. 
In  moving  from  one  bar  to  another,  the  boat  is  first  floated  by  pump- 
ing the  water  out.     This  is  a  comparatively  new  device. 

(10)  Another  comparatively  recent  device  consists  of  a  gigantic 
harrow  having  a  water-jet  at  the  extremity  of  each  tooth.  The  press- 
ure chamber  forms  the  frame  of  the  harrow.  This  harrow  was  to  be 
attached  to  the  bow  of  a  boat  and  be  provided  with  suitable  rigging 
and  winches  by  means  of  which  it  could  be  raised  or  lowered  at  will. 
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(11)  A  diflferent  design,  or,  as  the  inventor  calls  it,  "Means  for  deep- 
ening the  channels  of  rivers,"  consists  of  four  "circular  plows,"  or 
agitators,  revolving  on  vertical  shafts  passing  through  the  hull  and 
operated  by  the  necessary  driving  engines  and  gearing.  Each  screw 
can  be  raised  or  lowered  independently,  as  required.  These  screws  are 
intended  to  loosen  up  the  material,  and  the  natural  current  is  supposed 
to  do  the  rest.  The  forward  pair  of  screws  are  smaller  than  the 
others,  for  the  purpose  of  first  opening  a  small  channel,  which  is 
widened  by  the  two  which  follow.  The  boat  is  moved  back  and  forth 
until  the  required  depth  is  reached. 

It  was  claimed  that  four  boats  equipped  in  this  way  could  make  and 
keep  open  a  channel  10  or  12  ft.  deep  between  St.  Louis  and  Vicksburg. 

(12)  An  "  excavator,"  similar  to  that  described  in  Section  10,  is  at- 
tached to  the  bow  of  a  boat,  and  has  vertical  shafts  with  scrapers  at 
the  lower  end  which  are  revolved  by  means  of  belts.  The  depth  of 
the  shafts  is  regulated  by  a  screw  at  the  upper  end  of  each.  This 
device  also  relies  on  the  current  to  carry  off  the  loosened  material. 
The  inventor  says  that  "The  revolving  cutters  cut  up  the  material 
and  churn  and  stir  it  to  a  considerable  extent,  so  that  it  will  be  carried 
away  by  the  current. " 

(13)  Another  * '  channel  plow  "  inventor  has  a  device  which  he 
claims  will  produce: 

"A  mean  smooth  bottom,  circular  in  form  and  non-resisting,  which 
will  be  of  suflScient  width  and  depth  to  contain  and  carry  off  within 
banks  the  greatest  floods,  resulting  in  the  disappearance  of  all  snags, 
sawyers  and  bars." 

It  will  "Provide  a  steady  flow  of  tranquil  waters  at  all  seasons  and 
stages."  It  will  cause  a  "  Total  cessation  of  overflows  and  the  conse- 
quent reclamation  of  many  river-bottom  lands,  and  that,  too,  without 
the  aid  of  levees." 

This,  certainly,  covers  the  whole  ground.  The  earnest  efforts  of 
all  hydraulic  engineers  interested  in  river  improvement  are  directed 
toward  the  accomplishment  of  the  results  set  forth,  but  none  of  them 
are  as  confident  of  success  as  the  inventor  seems  to  be. 

(14)  One  of  the  latest  devices  offered,  to  solve  the  problem  of  re- 
moving sand  bars,  is  made  in  the  form  of  a  conveyor  such  as  used  in 
mills  and  elevators,  but,  of  course,  much  larger  in  size.  This  spiral 
or  screw  has  blades  several  feet  wide,  attached  to  a  hollow  shaft,  and 
is  made  up  in  sections  10  ft.  in  length.     These  sections  are  strung  on 
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a  steel  s})iu(lle  until  the  whole  screw  is  of  Hiifficient  length  to  reach 
across  the  bar.  To  utilize  this  device,  it  is  dropped  down  over  the  bar, 
and,  when  in  proper  position,  it  is  held  in  place  by  means  of  anchors 
or  piles  connected  with  wire  cable  to  the  upper  end  of  the  spindle. 
It,  of  course,  trails  down  stream  parallel  to  the  current,  and  the 
pressure  of  the  current  against  the  blades  causes  the  screws  to  rotate. 
In  this  way  the  saud  is  loosened  up  and  conveyed  to  the  jjool  below 
the  bar. 

All  the  power  required  in  this  case  is  derived  from  the  current,  and 
as  the  screws  themselves  are  comparatively  inexpensive,  this  would  be 
a  very  economical  method  of  cutting  down  bars  if  the  inventor's  ideas 
of  efficiency  were  realized. 

(15)  A  simple  arrangement,  intended  to  make  each  boat  independ- 
ent of  outside  aid  when  shoal  water  is  encountered,  is  that  in  which 
the  hull  of  the  boat  is  provided  with  wings,  which,  when  not  in  use, 
fold  closely  against  the  sides.  On  approaching  a  shoal  the  wings  are 
opened  and  a  portable  dam  is  thus  formed  which  raises  the  water; 
and  this,  in  addition  to  the  pressure  on  the  wings,  enables  the  boat  to 
ride  safely  over  what  would  otherwise  be  an  impassable  barrier. 

(16)  The  "automatic  sand  dredger"  consists  of  a  stern-wheel  boat 
to  which  is  attached  a  horizontal  shaft  bearing  a  number  of  cutting 
disks,  constituting  a  dredging  wheel.  The  extremities  of  this  wheel 
shaft  are  connected  by  bars  to  a  shaft  extending  across  decks  near  the 
bow  of  the  boat.  A  convenient  hoisting  drum  serves  to  raise  and  lower 
the  cutter.  The  cutter  has  considerable  weight,  and  the  hooked  cut- 
ters penetrate  the  sand,  which  is  loosened  and  lifted  up  where  the 
current  catches  it.  As  the  boat  is  moved  over  the  bar  with  the  cutter 
lowered,  the  cutter  wheels  roll  along  the  bottom. 

(17)  Another  scraping  device  consists  of  a  suitable  boat  provided 
with  two  long  parallel  booms  or  spars  across  decks  about  amidships. 
These  booms  project  about  50  ft.  out  from  the  sides  of  the  boat.  The 
ends  of  the  booms  are  braced  and  are  supported  by  guy  lines  leading 
to  a  central  mast,  and  also  a  second  pair  of  guys  leading  to  the  bow 
and  stern  of  the  boat.  The  wings  are  hinged  on  each  side  of  the  boat 
to  the  forward  boom.  They  extend  from  the  side  of  the  boat  out  to 
the  end  of  the  boom,  and  are  wide  enough  to  reach  the  bottom  when 
let  down  on  a  bar  which  it  is  desired  to  deepen.  The  lower  edge  of 
these  wings  is  weighted  and  provided  with  teeth  or  plows  which  pene- 


OCRERSON    ON    DREDGES   AND    DREDGING.  231 

trate  and  stir  up  the  material.  Guy  lines,  leading  from  the  lower  edge 
of  the  wing  to  winches  on  deck,  serve  to  hold  the  teeth  in  contact  with 
the  bottom.  When  not  in  operation  the  wings  are  lifted  up  flush  with 
the  deck  by  means  of  tackle  attached  to  the  rear  boom. 

In  operating  this  device,  the  boat  moves  down  stream  over  the  bar, 
carrying  the  sand  with  it  over  the  reef.  The  current  acting  on  the 
wings  helps  the  boat  along.  This  operation  is  repeated  until  the  de- 
sired depth  is  secured. 

(18)  Another  device  is  a  "dredging  machine  "  for  use  in  "working 
out  the  channels  of  rivers  and  in  removing  sedimentary  formations 
from  the  beds  of  running  streams."  The  agitators  are  called 
"wipers."  These  agitators  are  attached  to  the  stern  of  a  side-wheel 
boat  and  are  operated  by  means  of  bevel  gears  so  arranged  as  to  re- 
volve the  wipers  in  opposite  directions.  They  are  hung  on  a  cross- 
shaft  which  admits  of  their  being  raised  or  lowered.  The  wipers  are 
made  with  spiral  flukes,  so  that  the  lower  points  will  enter  the  deposit 
first  and  then  draw  it  upward,  thus  lifting  it  from  the  bottom,  and  dis- 
integrating it  so  that  the  current  can  carry  it  away.  The  number  of 
agitators  will  depend  on  the  magnitude  of  the  work.  The  boat  is  to 
be  moved  back  and  forth  over  the  bar,  with  the  agitators  at  work,  until 
the  required  depth  has  been  obtained. 

(19)  A  ship's  drag  for  dredging  rivers  is  a  device  to  be  attached  to  a 
steamboat  or  barge  and  dragged  over  the  bar  to  be  deepened.  The 
teeth  rake  and  stir  up  the  bottom  to  such  an  extent  that  the  current 
carries  the  material  away.  The  teeth  of  the  drag  are  rounded  in  front 
and  have  a  groove  in  the  back.  The  object  of  this  groove  is  to  form 
an  eddy  and  thus  aid  in  keeping  the  matter  in  suspension  until  the  cur- 
rent takes  it  up.  The  frame  holding  the  teeth  can  be  separated  into 
several  jointed  parts  by  means  of  hinges,  and  in  this  way  the  scraper 
will  conform  to  the  shape  of  the  ground  over  which  it  moves. 

Current  Deflectors. 

(1)  The  most  pretentious  of  current  deflectors  is  a  "Machine  for 
Deepening  River  Channels,"  invented  in  1879.  The  object  of  this  ma- 
chine is  to  "  deflect  the  current  of  a  river  downward,  and  thus  cause 
the  said  current  to  deepen  the  channel. "  This  consists  of  a  boat  to 
which  is  attached  a  triangular  box  which  can  be  lowered  to  a  point 
near  the  bed  of  the  stream,  the  axis  of  the  box  being  at  right  angles  to 
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the  boat  and  to  tli«>  cnircut.  Tlu^  up-Htroam  edge  of  the  box  has  flanges 
for  n»gnlatiug  the  flow, 

111  operating  this  madiine  it  is  moved  across  the  bar,  either  iii>  or 
dow  n  stream.  The  current  strikes  against  the  inclined  side  of  the  box 
and  is  thereby  deflei^ted  downward,  which  causes  it  to  impinge  against 
the  bed  of  the  river  and  wash  away  the  sand  to  a  considerabk^  depth. 
In  case  the  bed  is  comjDosed  of  clay  not  easily  abraded,  it  is  first 
loosened  by  means  of  a  revolving  toothed  cylinder,  and  then  carried 
away  by  the  deflected  current.  The  boat  is  held  in  position  against 
the  current  by  means  of  arms  pivoted  to  the  sides,  the  lower  ends 
resting  on  the  bottom.  A  wheel  in  front  of  the  device  is  of  suffi- 
cient diameter  to  show  above  water  when  resting  on  the  bottom.  The 
object  of  the  wheel  is  to  bring  up  samples  of  the  bottom  of  the  river 
so  that  the  "  engineer  may  know  the  exact  kind  of  bottom  there  is  at 
each  point,"  and  conduct  his  operations  accordingly. 

The  device  is  further  provided  with  a  graduated  disk  attached 
rigidly  to  the  arms  supporting  the  triangular  box.  To  the  center  of 
the  disk  is  pivoted  a  weighted  pointer  which  will  always  hang  vertical 
and  hence  show  the  inclination  of  the  box  supports  and  conse- 
quently the  dejDth  of  water.  The  inventor  also  provided  an  automatic 
recording  device  which  would  plat  the  j^rofile  of  the  bottom  as  the 
boat  passed  over  it. 

In  moving  from  one  bar  to  another  the  deflecting  box  is  to  be  raised 
above  the  surface  of  the  water  by  means  of  lines  attached  to  the  rear 
arms.     Just  how  this  is  to  be  accomplished  is  not  clear. 

(2)  Another  device  for  deflecting  the  current  downward  on  the  bed 
of  the  stream  is  styled  a  "dredger,"  and  is  described  as  a  "simple, 
inexpensive  and  efficient  device  for  deepening  the  channels  of  rivers, 
removing  sand  or  mud  therefrom  and  for  j^reventing  the  formation  of 
sand  bars."  These  desirable  results  are  accomplished  by  means  of 
several  parallel  plates  of  different  lengths  which  are  set  at  an  angle 
with  the  vertical,  but  having  the  lower  edge  of  the  plates  in  the  same 
plane.  These  plates  are  securely  held  in  a  suitable  frame,  and  the 
whole  is  supported  on  short  legs. 

This  frame,  with  the  attached  plates,  is  set  on  the  bottom  of  the 
stream  with  the  i3lates  inclined  up  stream.  The  current,  in  striking 
the  plates,  is  deflected  downward,  and  thus  produces  a  scouring  efi'ect 
on  the  bottom.      When  sufficient  depth  has  been  secured  it  is  moved 
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to  a  new  position.  The  size  and  number  of  these  devices  to  be  used 
is,  of  course,  governed  by  the  magnitude  of  the  channel  desired.  The 
device  is  to  be  handled  from  suitable  boats  or  barges.  A  device  simi- 
lar to  this  was  used  in  the  improvement  of  the  South  Pass  with  some 
success. 

If  it  is  desired  to  erode  a  bank  the  device  is  turned  on  edge  so  as  to 
throw  the  current  against  the  bank.  To  prevent  the  formation  of  sand 
bars,  this  inventor  says  that  all  that  is  needed  is  to  suspend  near  the 
bottom  V-shaped  plates  with  perforations  at  the  angle.  The  current 
caught  by  the  open  arms  of  the  plate  will  escape  through  the  perfora- 
tions with  force  enough  to  keep  the  sand  on  the  move. 

(3)  Another  "  de%'ice  for  regulating  the  flow  of  streams,"  deepening 
the  channels  and  removing  obstructions  is  also  intended  to  deflect  the 
current  downward  against  the  bottom.  It  consists  of  a  frame  having 
a  suitable  number  of  cross-bars  to  divide  the  interior  space  into  cells 
of  proper  size,  depending  on  the  magnitude  of  the  stream.  The  upper 
surface  of  the  frame  and  cross-bars  are  filled  with  teeth,  which,  to- 
gether with  the  cells,  obstruct  the  even  flow  of  the  water  and  produce 
a,  "violent  suction  or  eddy  in  the  current."  This  increases  the  mo- 
mentum or  gravity  of  the  water  and  causes  it  to  "force  itself  vio- 
lently" through  the  orifices  between  the  cross-bars  and  thus  chum  up 
and  wash  away  the  bed  of  the  river.  In  this  way  the  sediment  com- 
posing the  bottom  is  agitated  to  such  an  extent  that  the  stream  is  com- 
pelled to  take  it  up  and  carry  it  away  in  suspension. 

The  device  can  be  made  in  any  number  of  sections  joined  together 
by  chains  and  anchored  to  the  bottom  of  the  river.  In  this  way,  it  is 
said,  bars  can  be  pre\  ented  from  forming  and  the  bed  of  the  river  can 
be  depressed  to  any  desii-ed  extent. 

It  is  perhaps  well  to  note  here  that  the  principle  involved  in  the 
foregoing  devices,  and  which  is  relied  upon  to  erode  the  bottom,  is  to  be 
found  in  several  other  devices  where  it  is  expected  to  induce  deposit. 
If  the  current  can  be  deflected  downward  and  erosion  produced,  then 
a  barge  anchored  over  a  reef  should  produce  similar  results,  as  the 
current  striking  the  end  rake  would  be  deflected  downward.  In 
practice,  it  is  a  well-known  fact  that  a  barge  anchored  in  shallow 
water  will  very  soon  cause  the  sediment  to  deposit.  In  dredging,  the 
plant  is  never  left  in  the  cut  for  any  great  length  of  time  when  the 
pumps  are  not  in  operation.     If  a  break-down  occurs  which  necessi- 
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tates  extensive  repairs,  the  plant  in  Hwun^  out  of  the  cut  ho  that  the 
current  may  have  free  accesH  to  it. 

Nearly  all  the  current  deflectorH  ])ropo8ed  are  intended  to  deflect 
the  current  laterally,  and  for  this  purj)OHe  inventors  have  brought  out 
jetties  of  various  kinds. 

(4)  A  simple  and  efUcUmt  jetty  d('fiector  is  made  by  driving  piling 
along  the  desired  line  at  intervals  of  about  20  ft.  On  the  up-stream 
side  of  the  piling  small  flat  boats  16  by  40  ft.  in  size  are  lashed  in  a 
continuous  row.  Corrugated  steel  aprons  10  x  10  ft.  in  size  are  hung 
over  the  upper  side  of  the  flats  at  a  considera))le  angle  with  the  river 
bed,  to  allow  for  straightening  up  as  the  bottom  scours  out.  The 
con-ugated  sheets  of  steel  are  stiffened  by  three  angle-bars  of  3  x  3-in. 
section  firmly  riveted  to  each  sheet.  The  jetty  is  also  constructed 
without  the  boats  by  attaching  to  the  piling  a  stringer  on  which  the 
plates  are  hung. 

This  jetty  has  been  used  with  success  between  the  Missouri  and 
Ohio  Rivers.  Twelve  hundred  feet  of  jetty  was  built  in  one  locality  in 
four  days  with  a  force  of  twenty-two  men.  It  cost  about  $2  per 
running  foot.  The  effect  was  almost  immediate.  The  water  was 
deepened  from  4  ft.  to  7  ft.  with  a  fall  of  1  ft.  in  the  stage  of  the 
river.  * 

A  similar  jetty  has  been  proposed  with  the  substitution  of  canvas 
for  the  steel  i>lates  and  omitting  the  use  of  the  flats.  In  this  device  it 
is  proposed  to  make  a  curtain  of  canvas,  say  15  ft.  wide  and  100  ft.  long; 
one  edge  and  the  seams  to  be  reinforced  by  sewing  in  hemp  rope  of 
suitable  size  with  good  lashings  at  the  edge.  At  the  other  edge  a  chain 
is  to  be  lashed  to  the  canvas  as  a  sinker.  The  whole  is  rolled  up  like  a 
reefed  sail.  In  order  to  use  it,  the  piling  is  driven  as  before.  The  roll 
of  canvas  is  stretched  across  the  up-stream  side  of  the  piling  above 
water  and  lashed  at  each  pile.  When  everything  is  ready  the  reef  lash- 
ings are  to  be  cut  and  the  weighted  edge  causes  the  canvas  to  unroll 
and  sink  to  the  bottom.  The  flexibility  of  the  chain  insures  a  close 
contact  with  the  bottom.  As  many  lengths  of  curtain  can  be  used  as 
may  be  found  necessary. 

(5)  Similar  deflectors  are  made  portable  by  means  of  double-hull 
boats  which  admit  of  dropping  sheet-piling  down  between  the  hulls. 
Wlien  it  is  desired  to  deflect  the  current,  or  cut  off  a  side  chute,  a  num- 

*  Report  of  Chief  of  Engineers,  U.  S.  A.,  for  1896. 
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ber  of  these  boats  are  placed  in  position,  end  to  end,  until  sufficient 
length  is  obtained.     These  are  known  as  the  King  jetties. 

(6)  Another  way  of  accomplishing  the  same  result  is  by  means  of 
steel  barges  of  suitable  length,  known  as  the  Marsh  jetties,  which  are 
designed  to  sink  by  filling  with  water.  The  ends  are  wedge-shaped 
and  the  sides  are  straight,  so  that  one  boat  may  be  lapped  and  fastened 
to  the  next,  and  so  on  until  sufficient  length  has  been  obtained.  In 
this  way  the  current  will  be  effectually  deflected  to  the  channel  which 
requires  deepening. 

When  the  desired  results  have  been  obtained  the  water  is  pumped 
out  of  the  hulls,  which  are  thus  floated  and  are  then  ready  for  another 
bar  (see  Fig.  4). 

(7)  Another  inventor,  somewhat  earlier  than  the  last  named,  hit  upon 
a  wooden  sinkable  deflector  and  plow,  by  means  of  which  the  "  Sand, 


Fig.  4. 


sediment,  etc. ,  at  the  bottom  of  the  river  will  be  sufficiently  irritated 
to  enable  the  current  to  carry  it  off."  The  jetties  consist  of  strong 
wooden  boats  triangular  in  cross-section,  the  apex  of  the  triangle  form- 
ing the  keel.  These  boats  are  designed  to  be  from  500  to  600  ft.  long. 
The  plan  would  also  be  triangular,  the  greatest  width  being  in  the 
middle  and  then  tapering  off  toward  each  end,  which  terminates  in  a 
strong  timber  head.  The  upper  portion  is  open,  with  occasional  cross- 
bracing.  In  order  to  use  this  jetty  it  is  towed  to  the  point  desired  and 
then  sunk  by  filling  it  with  water. 

In  order  to  secure  the  required  length  several  may  be  sunk  with  a 
slight  overlap.  In  this  way  the  current  is  supposed  to  be  deflected  so 
as  to  cut  out  bars,  or  even  make  a  cut-off  if  required.  When  the  work 
is  done  the  jetties  are  floated  by  pumping  out  the  water.  It  is  claimed 
that  they  can  be  "raised  and  removed  in  two  hours." 
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An  attiicliinciit  tormod  a  plow  in  ai)i)lio(l  to  tlic  towlmat  which 
liaudh's  the  jottios.  Its  function  iH  to  loosen  up  the  hard  material  ho 
that  the  current  from  the  jetties  can  get  hold  of  it  and  carry  it  away. 
This  plow  can  be  raised  or  lowered  at  will,  by  suitable  winches  which 
are  provided  for  that  work.  It  is  claimed  that  by  the  use  of  these 
devices  rivers  can  be  plowed  to  a  dejjth  of  30  ft. 

(8)  Some  inventors  have  directed  their  energies  toward  the  use 
of  material  at  hand.  One  of  the  earliest  of  this  kind  of  deflector 
was  made  of  huge  trees  with  branches  intact,  and  sunk  in  the 
desired  place  by  means  of  heavy  weights  attached  to  the  butts,  while 
the  tops  were  free  to  take  the  direction  of  the  current.  A  row  of  such 
trees  are  sunk  side  by  side,  and,  if  need  be,  others  are  added  on  top. 
This  is  not  intended  to  stop  the  flow  to  such  an  extent  as  to  form 
eddies,  but  suflBcient  to  silt  up  the  stream  at  or  below  the  dam  and 
deflect  the  water  to  the  desired  channel,  and  cut  out  the  bar  against 
which  the  current  is  directed. 

(9)  Another  inventor  uses  similar  trees  in  a  different  manner, 
which  he  claims  "  Is  founded  on  natural  and  therefore  correct  prin- 
ciples, to  correct,  widen,  deepen  and  confine  the  channels  of  the 
rivers." 

In  this  system  the  trees  are  sunk  as  before,  but  the  tops  must  be 
placed  up  stream  to  catch  the  small  drift  and  sand,  which  very  soon 
accumulates  and  fills  up  the  dike.  The  trees  may  be  held  in  place  with 
piling.  This  jetty  is  intended  to  induce  rapid  deposit,  which  soon 
forms  around  the  trunks  of  the  trees,  "  Firmly  anchoring  them  to  the 
bottom  ;  the  branches  are  next  surrounded  and  covered  by  sand,  com- 
pleting by  a  natural  process  the  indestructible  and  impregnable  dam." 

Water-Jets  and  Auxtliaey  Devices. 

Several  jet  devices  have  been  proposed  which  aim  to  make  each 
steamboat  independent  of  any  general  improvement  of  the  channel  by 
providing  suitable  jets  which  will  enable  the  boat  to  work  its  own  way 
through  the  bars. 

(1)  One  of  these  jet  devices  consists  of  two  double-acting  pumps 
which  force  water  through  twenty-eight  3-in.  nozzles  arranged  symmetri- 
cally about  the  bow  of  the  boat.  On  reaching  a  shallow  bar,  the  force 
pumps  are  started,  the  jet  valves  are  opened,  and  the  boat  is  pushed 
ahead  as  the  sand  yields  to  the  eroding  force  of  the  jets.     In  this  way 
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the  boat  carries  a  pool  with  her  across  the  reef,  and  at  the  same  time 
will  probably  improve  the  depth  for  the  boat  that  follows. 

(2)  Another  device  aimed  to  accomplish  the  same  result  with  a  dif- 
ferent kind  of  pump  and  a  difierent  arrangement  of  the  jets.  It  was 
claimed  for  this  invention  that  its  use  would  make  channel  improve- 
ments with  dredges,  contraction  or  other  means  entirely  unnecessary. 
By  this  scheme  each  steamboat  was  to  be  equipped  with  a  centrifugal 
pump  with  a  capacity  of  about  2  000  galls,  per  minute.  The  discharge 
pipe  was  designed  to  run  the  whole  length  of  the  hull  along  the  center 
truss.  The  jets  emanating  from  this  pipe  were  arranged  to  discharge 
along  the  lower  line  of  the  hull  directly  on  the  sand.  The  jet  nozzles 
were  arranged  so  that  they  could  direct  the  stream  either  forward  or 
backward,  so  as  to  always  act  with  the  current,  whether  the  boat  were 
going  up  stream  or  down. 

When  the  boat  reached  a  bar  the  pump  was  to  be  started  and  the 
jets  opened,  the  boat  being  constantly  forced  ahead  until  finally  car- 
ried over  the  reef.  The  estimated  cost  of  this  attachment  was  only 
^3  000  for  each  boat,  while  the  cost  of  delays  in  a  single  trip  caused 
by  grounding  might  readily  exceed  this  amount. 

In  urging  the  utility  of  this  method  the  inventor  makes  the  follow- 
ing statement  : 

"It  cannot  be  expected  that  the  Government  vrill  every  year  spend 
thousands  of  dollars  to  remove  sand  bars  which  re-form  at  every 
flood.  Those  interested  in  river  navigation  ought  io  make  themselves 
independent  of  such  obstructions  and  of  Government  aid,  but  they  will 
not  entertain  the  idea  until  forced  to." 

Admitting  that  these  devices  would  enable  a  single  boat  to  force 
its  way  through  obstructing  sand  bars,  there  still  remains  the  great 
bulk  of  traffic,  which  moves  in  barges  that  cannot  be  carried  over  by 
the  methods  proposed. 

(3)  Another  jet  device,  intended  to  remove  the  obstructing  bar,  is 
called  a  "Submarine  plow  or  hydraulic  apparatus  for  removing  sand 
bars."  It  consists  of  several  jet  pipes  fixed  to  a  drag  frame  which  is 
pivoted  to  the  bow  or  stern  of  a  suitable  boat.  Each  pipe  terminates 
in  three  jets,  one  of  which  points  downward  and  loosens  the  material, 
while  the  other  two  are  bent  so  as  to  pick  up  the  loosened  material 
and  carry  it  upward  where  the  current  will  take  it  and  move  it  along. 
The  combined  force  of  the  current  and  the  jets  carries  the  particles  of 
sand  some  distance  before  thev  come  to  rest.     The  curve  of  each  jet 


238  OCKERSON    ON    DREDGES    AND    DKEDGINO. 

pipe  is  filled  in  with  a  web,  ao  that  if  it  strikes  a  log  or  other  ob- 
structiou  it  will  slide  over  it  without  catching.  The  whole  device  is 
provided  ^vith  tackle  and  winches  conveniently  arranged  to  raise 
or  lower  the  jets,  and  suitable  pressure  pumps  supply  the  necessary 
water. 

It  is  claimed  that  a  vessel  with  a  500-H.-P.  equipment  of  this  kind 
can  erode  a  depth  of  5  ft.,  taking  out  a  cross-section  of  27  sq.  ft.,  at 
the  rate  of  6  miles  an  hour,  throwing  the  sand  and  gravel  to  the  sur- 
face in  30  ft.  of  water. 

This  device  was  used  in  Gedney's  Channel,  New  York  Harbor,  but 
was  abandoned  on  account  of  the  slack  current  at  ebb  tide  and  the 
influx  of  material  at  flood  tide. 

(4)  Water-jets  were  used  with  marked  success  on  Horse  Tail  Bar, 
near  St.  Louis,  in  1881.  Four  pile-drivers  were  lashed  two  abreast 
with  their  heads  together.  Each  one  of  these  drivers  was  equipped 
with  a  Worthington  duplex  pump  with  a  72 -in.  steam  cylinder  and  a 
4^-in.  water  cylinder  having  a  10-in.  stroke.  The  capacity  was  about 
165  galls,  per  minute  each.  The  four  jets  were  brought  together. 
Anchors  were  laid  and  the  drivers  were  pulled  back  and  forth  across 
the  reef  with  a  steam  windlass,  all  the  pumps  working  in  the  mean- 
time to  their  full  capacity.  In  ten  hours'  actual  work  in  this  way  the 
channel  was  deepened  from  6  ft.  to  8.3  ft.  for  a  width  ample  to  pass 
the  largest  tows. 

(5)  In  1896  a  jet  dredge  was  constructed  under  the  supervision  of 
Major  Thos.  H.  Handbury,  for  the  work  between  St.  Louis  and  Cairo. 
The  main  features  are  two  15-in.  centrifugal  pumps  driven  by  direct- 
connected  15  X  14-in.  engines.  The  steam  is  furnished  by  two  4-flue 
boilers  28  ft.  long  with  42-in.  shells.  This  machinery  is  mounted  on 
a  suitable  barge. 

The  suctions  lead  over  the  sides  of  the  barge,  and  the  discharge 
leads  over  the  bow.  The  capacity  is  20  000  galls,  per  minute.  This 
water  is  forced,  through  four  12-in.  discharge  pipes  with  flattened  noz- 
zles, against  the  sand,  which  is  thus  stirred  up  and  washed  into  deep 
water.  The  attack  is  from  the  up-stream  side  of  the  bar,  and  the  boat 
is  dropped  down,  with  jets  in  operation,  until  the  lower  pool  is 
reached.  This  operation  is  repeated  until  the  desired  depth  is  ob- 
tained. The  plan  and  elevation  of  the  bow  of  this  jet  dredge  are 
shown  in  Fig.  5. 
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Fig.  5. 
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On  short  reefs,  this  device  is  reported  to  be  quite  efficient.  Where 
the  reefs  are  of  considerable  lenji^tli  the  accumulation  of  sand  in  front 
of  the  jets  becomes  too  f^reat  to  be  moved  economically  in  this  way. 

(G)  By  far  the  most  pretentious  improvement  scheme  by  means  of 
jets,  yet  proposed,  is  the  "Adams  Flume,"  the  construction  of  which 
was  authorized  by  Congress  in  1879.  The  purpose  of  this  device  was 
to  *'  Establish  a  permanent  channel  in  the  Mississippi  River  from  St. 
Paul  to  the  Gulf  of  Mexico,"  a  distance  of  some  2  000  miles. 

It  consisted  of  a  triangular  iron  tube  with  sides  of  about  12  ins. 
The  difterent  lengths  of  this  pipe  were  provided  with  flanges  at  both 
ends,  so  that  they  could  be  bolted  together,  a  rubber  gasket  being  placed 
at  each  joint  to  give  the  pipe  sufficient  flexibility  to  adapt  itself  to  the 
undulations  of  the  bottom  and  the  curvature  of  the  channel.  The 
pipe  was  divided  longitudinally  into  two  compartments  by  means  of 
a  metal  partition.  The  lower  compartment  was  provided  with  ^-in. 
jets  at  intervals  of  1  ft.  Clear  water  was  pumped  into  the  upper 
compartment  under  a  pressure  of  5  to  8  lbs.  per  square  inch.  By 
means  of  suitable  valves  the  water  could  be  let  into  the  lower  com- 
partment and  through  the  jet  pipes;  then,  in  the  language  of  the  in- 
ventor: 

"  It  stirs  up  the  sand,  holding  it  in  suspension  till  the  current  car- 
ries it  off  to  some  low  place  where  it  forms  banks  like  a  canal.  The 
number  of  jets  to  be  opened  at  any  time  is  governed  by  the  press- 
ure. Where  there  is  any  obstruction  it  is  opened  on  like  a  battery; 
no  sand,  gravel  or  moderate  hard-pan  can  stand  near  it.  To  lay  this 
pipe  in  one  unbroken  line  in  the  center  of  the  river  from  its  head  to 
the  Gulf,  it  will  scour  a  channel  the  necessary  depth  and  width 
throughout  and  keep  it  open  all  through." 

In  this  work  one  small  Worthington  pump  was  considered  suffi- 
cient for  each  100  miles  of  pipe.  Clear  water  was  said  to  have  greater 
eroding  power  than  water  containing  sediment,  and  in  order  to  secure 
it,  the  river  water  was  allowed  to  flow  into  a  tank  or  well  attached  to 
the  boat  and  the  pump  took  its  supply  from  the  well.  Just  how  the 
sediment  was  to  be  eliminated  by  this  process  is  not  altogether  plain. 

More  than  eight  years  and  about  ^40  000  were  spent  in  attempts 
to  prove  the  practicability  of  this  device,  but  the  project  was 
finally  abandoned  without  ever  laying  a  foot  of  pipe  in  the  river 
channel.  This  large  waste  of  time  and  money  cannot  be  charged  to 
the  engineers,  for  Congress,  through  the  Secretary  of  War,  dealt  di- 
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rectly  with  the  inventor,  the  law  requiring  that  the  device  should  be 
made  and  tested  under  his  supervision  and  direction.  For  five  years 
the  "  preliminary  arrangements  "  were  going  on,  the  expenditures 
having  reached  the  sum  of  ^27  500.  One  locality  after  another  was 
agreed  upon  as  suitable  for  the  trial,  but  there  was  always  something 
to  prevent  an  actual  test.  Another  appropriation  of  $15  000  was 
made,  and  the  "  preparations  "  were  continued  for  several  years  more 
without  results  of  any  kind.  A  board  of  engineers  was  then  a^jpointed 
to  examine  and  report  on  the  advisability  of  continuing  the  experi- 
ments. Their  conclusions  were  that  it  could  not  be  successful  even 
on  a  small  scale. 

The  engineer  officer  in  charge  of  the  district  was  instructed  to 
take  charge  of  the  work  pertaining  to  the  flume.  The  only  thing 
found  to  show  for  the  $40  000  was  a  small  amount  of  sheet-iron  pipe 
made  for  experimental  purposes,  and  little  or  none  of  this  was  com- 
pleted and  ready  for  use.^' 

(7)  The  removal  of  bars  by  means  of  blasting  has  been  tried,  but 
with  unsatisfactory  results.  Torpedoes,  loaded  with  75  to  160  lbs.  of 
powder,  have  been  exploded  at  depths  of  10  to  20  ft.  below  the  surface 
of  the  sand,  but  the  results  have  invariably  proved  disappointing. 
Large  quantities  of  powder  in  tin  canisters  laid  on  the  crest  of  the 
bar  have  been  exploded  without  materially  improving  the  channel 
depth. 

In  the  foregoing  pages  the  author  has  attempted  to  give  a  brief  ac- 
count of  various  devices  which  have  been  offered  to  solve  the  difficult 
problem  of  improving  the  low-water  navigation  of  the  MississijDpi 
River.  A  few  of  the  devices  have  been  actually  used,  and  still  fewer 
have  been  moderately  successful. 

The  Long  scrapers  used  on  the  upper  Mississippi  some  28  years 
ago  were  pronounced  satisfactory,  although  the  best  they  could  do 
was  to  increase  the  depth  over  short  reefs  12  to  18  ins.  About  this 
time  the  use  of  temporary  expedients  gave  place  to  a  system  of  jDcr- 
manent  improvements,  consisting  of  the  closing  of  chutes,  the  con- 
traction of  wide  places  by  means  of  jetties  or  dikes,  and  the  revetment 
of  banks.  The  inauguration  of  this  policy,  to  the  exclusion  of  tem- 
porary expedients  for  channel  improvement,  was  evidently  a  mistake, 
due  probably  to  the  fact  that  the  length  of  time  required  by  the  so- 
*  Report  of  Chief  of  Engineers,  U.  S.  A.,  1888,  p.  1488. 
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called  permanent  method  before  tangible  resultH  could  be  realized 
was  very  much  underestimated. 

In  the  meantime,  competition  of  railway  lines  along  the  banks  of 
the  river,  and  difficulties  of  navigation,  threatened  to  annihilate  the 
river  traffic.  Steamboat  men  saw  their  profits  dwindling,  their  busi- 
ness gradually  dying  out,  and  thoy  urgently  ai3i)ealed  for  relief.  They 
could  not  wait  for  the  completion  of  permanent  improvements.  Im- 
mediate temporary  relief  must  be  found,  or  the  river  as  a  great  com- 
mercial highway  must  be  abandoned.  It  was  in  response  to  this  &})- 
peal  that  temporary  channel  improvements  were  again  taken  up  and 
were  finally,  after  several  years  of  agitation,  made  obligatory  by 
Congress,  for  the  lower  river,  in  the  River  and  Harbor  Bill  of 
June  3d,  1896. 

In  the  expedients  which  were  tried  or  suggested  for  temporary  im- 
jjrovement  of  the  channel,  and  which  have  been  described  in  the  pre- 
ceding pages,  the  chief  defect  lay  in  relying  on  the  current  to  carry 
off  the  material  after  it  was  loosened  up.  It  was  generally  thought 
that  if  the  crest  of  a  bar  was  thoroughly  loosened  up,  the  current  would 
carry  the  material  away,  and  thereby  the  depth  would  be  increased. 
Engineers  very  soon  saw  that  but  little  additional  depth  could  be 
gained  in  this  way. 

River  men  still  talk  of  a  "  crust "  on  a  sand  bar,  and  believe  that 
it  prevents  erosion  by  the  current  until  broken  by  scrapers  or  other 
means,  and  that  after  this  is  done  erosion  is  rapid  and  effective.  One 
of  the  members  of  this  Society  was  probably  among  the  first  to  recog- 
nize the  necessity  of  carrying  the  spoil  out  of  the  channel  by  artificial 
means.  In  1870,  after  experimenting  with  dipper  dredges  for  some  time, 
Robert  E.  McMath,  M.  Am.  Soc.  C.  E.,  reached  the  conclusion  that: 

"  The  successful  use  of  sand  pumps  and  hydraulic  conveyors  and 
distributors  of  debris  inclines  me  to  the  opinion  that  a  combination 
is  possibly  better  adapted  to  the  work  of  river  improvement  than  any 
means  yet  used." 

In  1883  a  plant  was  provided  for  dredging  in  the  Mississippi  River 
above  the  mouth  of  the  Illinois  River.  This  plant  consisted  of  an 
Osgood  dipper-dredge  and  six  dump-scows,  the  whole  plant  costing 
$29  348.  It  was  used  with  good  results.  The  first  work  was  done  at 
Howard's  Bar,  near  La  Grange,  Mo.,  where  a  channel  was  opened 
1  000  ft.  long,  110  ft.  wide  and  5  ft.  deep.     It  was  completed  in  about 
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a  weok.  and  t  lu' cliimiH'l  rcniained  open  t  hionf^liout  the  seaKou,  Part 
of  tlu'  nuiterial  was  romoved  by  (liiin])-scowH,  but  the  greater  i)art 
of  it  was  dropped  beside  the  cut,  which  was  located  parallel  to  the 
thread  oi"  the  eurreut. 

This  ])hiiit  was  also  used  at  other  ])laees  with  good  results.  Major 
lUitiiier,  the  eujj^iueer  officer  in  charge,  iu  the  following  words^  recog- 
nized the  utility  of  dredging  :* 

"The  exi)erience  of  the  past  season  has  shown  that  much  assist- 
ance can  be  given  to  navigation  by  this  kind  of  work,  which,  though 
temporary  in  a  certain  sense,  is  likely  to  be  permanent  for  one  season 
if  not  longer.  '-^  '"'  *  By  the  temjjorary  use  of  dredges,  at  an  ex- 
pense so  comparatively  small  as  to  be  fully  justifiable,  I  have  no  doubt 
a  good  navigable  channel  can  be  maintained  during  the  low-water 
season  on  this  stretch  of  the  river,  and  if  the  navigation  of  the  river  is 
to  be  continued  Avith  success  by  steamboats,  such  temporary  aid  must 
be  given  until  such  time  as  the  j)ermanent  channel  improvement  iy 
completed." 

In  1887  a  contract  was  entered  into  for  a  hydraulic  dredge  and 
decked  flat-boats  to  support  500  ft.  of  discharge  pipe,  to  be  used  in  the 
district  above  named.  Experience  had  shown  that  a  dipper  dredge 
could  do  good  work  under  favorable  conditions,  but  for  opening  tem- 
l^orary  channels  through  bars  it  was  found  to  be  too  slow  in  its  opera- 
tions and  hence  too  expensive.  A  dredge  provided  with  a  centrifugal 
pump  for  pumping  sand  and  water  from  the  channel  and  delivering 
the  same  through  pipes  far  enough  away  to  clear  the  channel  was 
manifestly  an  improvement  on  the  old  method  with  bucket-dredges 
and  dump-scows  (see  Fig.  6).  This  hydraulic  dredge  was  equipped 
with  a  Van  Wie  No.  12-pump,  with  a  14-in.  intake  and  a  12-in.  discharge. 
The  pump  was  run  at  the  rate  of  330  revolutions  per  minute  and  the 
material  was  lifted  about  9  ft.  above  the  surface  of  the  water  and  dis- 
charged from  300  to  800  ft.  from  the  pump.  The  intake  nozzle  was 
provided  with  a  jet  supplied  by  a  Worthington  pump,  to  aid  in 
stirring  up  the  material  so  that  the  suction  could  take  hold  of  it. 

The  steam  plant  consisted  of  one  boiler  22  ft.  long,  and  having  a 
42-in.  shell  with  ten  6-in.  flues.  The  main  engine  was  of  the  Wright 
and  Adams  pattern,  14-in.  cylinder  and  18-in.  stroke.  There  was 
also  a  hoisting  engine  and  a  "nigger  engine,"  each  having  6 x 8-in. 
double  cylinders. 

The  intake  pipe  is  supported  by  a  double  pontoon,  or  two  barges  4  by 
*  Report  of  Chief  of  Engineers.  U.  S.  A.,  1884,  pp.  1561-1567. 
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50  ft. ,  framed  together  with  a  4- ft.  space  between  them.  The  dredge  eud 
of  this  pontoon  is  pivoted  to  a  triangular  brace  attached  to  the  dredge, 
and  the  outer  corners  of  the  pontoon  are  connected  with  the  dredge  bv 
means  of  wire  cable-guvs,  passing  through  sheaves  to  the  "nigger 
engine,"  which  serve  to  swing  the  pontoon,  with  the  suction,  around 
in  a  semi-circle  with  a  radius  of  48  ft.  A  hoisting  cable  serves  to  raise 
and  lower  the  suction  between  the  two  parts  of  the  pontoon.  The 
intake  pipe  has  a  14-ft.  length  of  rubber  that  connects  the  iron  pipe 
of  the  suction  with  the  iron  j^ipe  from  the  dredge  to  give  the  pipe 
suflScient  flexibility.  All  engines  are  located  so  as  to  be  handled  by 
one  man. 

The  machinery  is  mounted  on  a  wooden  hull  20  ft.  wide,  100  ft. 
long  and  4  ft.  deep,  and  is  housed  in  by  a  suitable  cabin.  There  is  a 
spud  12  ins.  square  at  each  end  of  the  dredge  which  serves  to  hold  it 
in  the  desired  position.  There  are  a  number  of  small  flat-boats  12  by 
32  by  2  ft.,  each  of  which  carries  45  ft.  of  discharge  pipe.  The 
several  lengths  of  pipe  are  connected  together  with  rubber  hose. 
The  flat-boats  are  coupled  together  by  triangular  wooden  frames 
bolted  to  the  decks,  and  so  arranged  as  to  couple  with  an  iron  pin  mid- 
way between  the  boats.  The  discharge  pipes  are  carried  on  a  frame 
erected  so  as  to  give  a  slope  of  about  1  ft.  in  100  ft. 

This  dredge  is  manipulated  by  means  of  two  head  lines  anchored 
well  up  stream,  and  the  dredge  is  moved  and  kept  on  line  by  swinging 
first  on  one  spud  and  then  on  the  other,  alternately.  The  work  can 
be  done  either  with  or  against  the  current,  each  cut  being  about  90  ft. 
in  width.  The  dredge  is  moved  about  8  ft.  at  a  time.  A  vacuum 
gauge  at  the  suction  side  of  the  pump  and  a  pressure  gauge  attached 
to  the  discharge  side  serve  to  show  the  operator  whether  the  pipes  are 
obstructed  or  whether  the  proper  proportion  of  sand  is  being  carried. 
This  dredge  delivers  from  3  to  7%  of  sand  through  600  ft.  of  discharge 
pipe  at  the  rate  of  70  to  100  cu.  yds.  per  hour.  It  requires  a  crew  of 
7  men,  costing  ^355  per  month,  to  operate  the  dredge.  The  cost 
for  90  working  days,  including  delays  of  all  kinds,  and  the  current 
repairs,  was  $2  928.71.  During  this  time  the  dredge  removed  42  900 
cu.  yds.  of  sand,  at  a  cost  of  6.8  cents  per  yard. 

It  is  used  not  only  to  deepen  channels,  but  also  to  fill  in  dikes  and 
dams.  This  is  quite  an  advantage  where  the  amount  of  sediment 
carried  by  the  stream  is  small. 
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This  plaut  has  been  operated  by  AKHistaiit  Euj^iueer  J.  Du  Shane, 
and  the  above  description  in  larfjjely  drawn  from  liiH  rei)ort  on  the 
])lant,  wliich,  together  with  other  <bita,  was  obtained  by  the  author 
from  the  U.  S.  Engineers  located  at  Rock  Island.  The  descripti^m 
here  given  applies  to  the  dredge  as  remodeled  in  1895. 

This  dredge  evidently  was  regarded  as  fairly  successful  in  that  x>art 
of  the  river  where  first  brought  into  use,  as  Major  Rufl'ner,  then  in 
charge,  says:* 

"1  believe  that  patience  and  some  mechanical  skill  will  make  our 
machine  able  to  dig  a  channel  through  any  of  our  ordinary  bars  here, 
deep  enough  to  induce  the  main  flow  of  water  through  it  in  three  days' 
work.  *  *  *  If  this  can  be  done  there  would  be  no  difficulty  in 
opening  and  maintaining  a  good  navigable  channel  through  this 
stretch  of  the  river  (between  the  Des  Moines  and  Illinois  Rivers)  when 
the  water  is  falling,  by  the  use  of  two  or  three  of  these  hydraulic 
dredges  constantly  operating  and  moving  from  the  worst  bar  to  the 
next  one  needing  dredging." 

While  this  dredge  was  evidently  a  move  in  the  right  direction 
and  was  very  useful  iu  the  upper  river,  its  capacity  was  entirely 
inadequate  to  meet  the  requirements  of  the  lower  river.  Here  the 
dredging  required  at  a  single  bar  often  exceeds  100  000  cu.  yds., 
and  the  time  permissible  to  remove  this  large  amount  of  material 
is  very  short.  To  successfully  accomplish  this  result,  machines 
were  required  of  far  greater  capacity  than  any  heretofore  used  or 
known. 

In  November,  1891,  the  representatives  of  steamboat  transporta- 
tion lines  below  St.  Louis  appeared  before  the  Mississippi  River  Com- 
mission and  urged  immediate  relief  for  low-water  navigation.  They 
stated  that  if  such  relief  depended  on  the  completion  of  the  j^ermanent 
improvement  work,  by  the  time  it  came,  there  would  be  no  traffic. 
In  response  to  this  appeal,  the  Commission  appointed  a  committee 
of  two: 

"  To  study  the  subject  of  the  construction  and  operation  of  such 
appliances  for  dredging  as  can  be  applied  to  the  deepening  of  the 
Mississippi  River  over  the  bars  in  extreme  low  water;"  *  *  * 
and  "Prepare  and  report  a  project  for  the  construction  of  a 
dredging  boat  of  as  large  capacity  as  can  be  handled  in  the 
channel  of  the  Mississippi  River  at  low  water  with  safety  and  con- 
venience." 

*  Report  of  Chief  of  Engineers,  U.  S.  A.,  1887,  p.  1614. 
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It  should  here  be  stated  that  the  law  under  which  the  Commission 
were  operating  requii-ed  them  to  prepare  a  plan  to  permanently  locate 
and  deepen  the  channel,  and  hence  temporary  expedients  were  natur- 
ally omitted  from  their  plans  up  to  this  time. 

Colonel  Chas.  R.  Suter  and  Henry  Flad,  both  Members  of  this 
Society,  'were  designated  to  serve  on  this  committee.  After  a 
thorough  investigation  of  the  matter,  the  committee  concluded 
that  among  the  various  devices  for  temporary  relief,  dredging 
was  the  only  means  which  held  out  a  reasonable  promise  of  suc- 
cess. The  problem  involved  so  many  new  features  in  the  way  of 
the  enlargement  and  combination  of  devices  heretofore  used,  that 
the  construction  of  an  experimental  dredge  was  recommended. 
Drawings  and  specifications  were  prepared  under  the  direction 
of  this  dredging  committee,  for  an  experimental  dredge,  and  con- 
tracts for  the  construction  of  the  various  parts  were  let,  at  the  close 
of  1892. 

This  experimental  dredge  was  equipped  with  an  Edwards  centri- 
fugal pump  having  a  curved  drag-suction  at  one  end,  and  an  Allis- 
Reynolds  screw  pump  having  a  straight  suction  with  jet  agitators 
at  the  other  end,  the  object  being  to  make  practical  tests  of 
the  efficiency  of  the  different  devices.  The  pumps,  engines  and 
boilers  were  designed  by  their  respective  manufacturers.  The 
Edwards  pump  runner  was  6  ft.  4  ins.  in  diameter,  and  was 
operated  by  a  compound,  non-condensing,  vertical  engine  with 
cylinders  15  ins.  and  27  ins.  in  diameter,  respectively,  and  with 
20-in.  stroke.  The  suction  and  discharge  were  each  30  ins.  in 
diameter.  The  Allis-Reynolds  pump  was  operated  by  a  compound 
non-condensing  vertical  engine,  with  cylinders  8  and  16  ins.  in 
diameter  and  with  12-in.  stroke.  The  suction  and  discharge  pipes 
were  each  30  ins.  in  diameter.  The  jet  pump  was  of  the  Allis- 
Reynolds  pattern,  with  suction  and  discharge  15  ins.  in  diameter. 
This  pump  operated  six  jets  2J  ins.  in  diameter  under  a  head  of 
about  20  ft.  By  this  means  the  material  was  loosened  and  diNdded 
up  so  as  to  enter  the  suction  of  the  sand  pump  thoroughly  mixed 
with  water. 

The  steam  for  the  various  pumps,  etc.,  was  supplied  from  four 
boilers  38  ins.  in  diameter  and  28  ft.  long,  of  the  type  in  common 
use   on   Mississippi  River  steamers.     Hoisting    apparatus    was    also 
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provided    for    raising    and    lowering   the    Hiietion    and    moving   the 
dredge. 

The  above-described  machinery  was  mounted  on  a  wooden  liull 
130  ft.  long,  36  ft.  wide  and  8  ft.  in  dei)th.  The  dredge  in  working 
order  drew  about  4  ft.  of  water.  A  good  general  idea  of  this  dredge 
can  be  obtained  by  inspecting  Plate  XXIV. 

The  material  pumped  was  discharged  through  a  floating  pipe  line 
made  up  of  sections  of  pipe  33  ft.  long,  connected  by  means  of  strong 
rubber  joints  and  iron  coupling  bars.  An  air  chamber  on  each  side  of 
the  discharge  pipe  served  to  float  it  when  loaded  with  10%  or  less  of 
sand.  In  order  to  operate  the  dredge,  two  hydraulic  piles  are  set 
about  25  ft.  apart,  near  the  upper  end  of  the  bar  to  be  excavated.  A 
wire  rope  about  1  000  ft.  long  is  attached  to  each  of  these  and  to  the 
hauling  drums  on  the  dredge.  If  the  wind  does  not  deflect  the  dredge 
from  its  proper  place,  it  is  allowed  to  swing  freely  in  the  current  with 
the  discharge  pipes  trailing  below  it.  If  necessary,  side  piles  are  set, 
and  by  means  of  lines  attached  to  them,  the  dredge  can  be  hauled  into 
such  position  as  may  be  desired.  In  dredging,  the  boat  is  pulled 
ahead  up  stream  at  rates  varying  with  the  depth  of  the  material  taken 
out,  the  average  movement  being  about  60  to  75  ft.  per  hour.  After 
one  cut  is  finished,  the  dredge  is  dropped  down  again  to  the  lower  end 
of  the  bar,  the  head  piles  are  moved  over  about  the  width  of  the  cut 
and  another  cut  is  made  near  by  and  parallel  to  the  first.  This 
process  is  repeated  until  a  channel  of  the  required  width  and  depth 
has  been  secured. 

There  is  perhaps  no  single  feature  which  facilitates  this  method  of 
dredging  as  much  as  the  hydraulic  mooring  jDiles  (Fig.  7).  The  ease 
with  which  they  can  be  set  and  withdrawn,  and  their  great  holding 
power,  make  them  really  indispensable  where  dredging  is  done  in 
strong  currents.  They  are  sunk  15  or  20  ft.  deep  in  the  sand,  and  the 
head  lines  are  attached  to  a  shackle  down  at  the  surface  of  the  sand, 
and  consequently  there  is  little  danger  of  bending.  A  pile  sinker 
provided  with  suitable  leads  and  hoist,  pumps  and  boilers,  is  required 
with  each  dredge.  The  pile  is  open  at  the  lower  end  for  the  full  size 
of  the  pipe.  On  the  side  of  the  pipe  near  the  upper  end  is  an  opening 
2J  ins.  in  diameter  to  which  the  pressure  pipe  from  the  pump  is  at- 
tached. The  ease  with  which  piles  can  be  set  and  withdrawn  is 
clearly  set  forth  in  Table  No.  1,  page  250. 
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TABLE     No.      1. — EXPERIMENTH     IN     SlNKIN<J     HoLLOW     WkOUOHT-IrON 

Piles  in  Sand. 
lu  these  exj)erimouts  one  (i-in.  iuHide-packed,  doublo-plunger  pninj) 
was  UHcd.  The  leup^th  of  the  piles  was  34^-  ft.;  outside  diameter,  11 
ins. ;  thickness,  J  in.  for  the  heavy  piles,  which  weighed  3  250  lbs.  each. 
The  light  piles  were  of  the  same  length  and  outside  diameter;  thick- 
ness, ^  in. ;  weight,  2  370  lbs.  Diameter  of  water-pressure  inlet  2h  ins. 
The  i)iles  were  open  at  the  bottom. 
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of 
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of 
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11 
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to 
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turbed. 

Time 
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1  05 

1  12 
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Light  1 
Heavy ) 

2.. 

7.5 

19.5 

40 

3  34 

1  15 

1  35 

65 

3.. 

7.0 

19.0 

35 

4  53 

1  30 

1  20 

60 

Heavy  1 
Light  ] 

4.. 

8.0 

20.0 

35 

6  00 

1  50 

1  35 

73 

5.. 

H.5 

19.0 

30 

6  00 

0  35 

1  13 

70 

Heavy  1 
Heavy  J 
Heavy ) 

C. 

8.0 

18.0 

30 

4  29 

16  00 

1  25 

68 

7.. 

12.0 

19.0 

30 

3  23 

16  00 

1  26 

74 

«.. 

12.0 

18.0 

35 

3  26 

1  55 

1  11 

68 

Heavy  ] 

9.. 

11.0 

19.0 

35 

4  28 

0  55 

1  05 

63 

Heavy 

10.. 

2.5 

20.0 

55 

4  00 

0  22 

1  58 

80 

Heavy 

11.. 

3.0 

19.0 

55 

8  30 

0  15 

1  51 

70 

Heavy  J 

1 

Remarks. 


Both  hoist  and  pump 

used  to  draw. 
Hoist   only   used  to 

draw  pile. 

Both  hoist  and  pump 
used. 

Hoist   only  used   to 
draw. 


The  various  parts  of  the  experimental  dredge  were  assembled  and 
erected  under  the  immediate  supervision  of  Henry  Flad,  M.  Am.  Soc. 
C.  E.,  in  the  fall  of  1893.  The  tests  were  begun  in  November  of  that 
year  and  continued  throughout  the  winter  and  the  following  spring. 
As  a  result  of  these  .tests  the  AUis-Reynolds  pump  at  the  bow  of  the 
boat  was  found  to  be  deficient  in  engine  power  and  the  drag-suction  at 
the  stern  of  the  boat  could  not  be  manipulated  so  as  to  give  a  regular 
and  satisfactory  supply  of  material.  The  Edwards  pump  gave  good 
results  and  the  jet  agitator  suction-head  was  found  to  be  satisfactory. 
The  jet  pump  required  extensive  alterations  before  the  required  results 
could  be  secured. 

The  buoyancy  of  the  floating  pipe  line  was  too  small  and  great  care 
was  required  to  prevent  sinking  the  pipes  by  getting  a  trifle  over  10% 
of  sand  in  them. 

Another  unexpected  difficulty  developed  in  the  use  of  these  pipes. 
When  swinging  freely  in  the  current  with  the  lower  end  open  and  the 
pump  running,  the  pipes  would  kink  up  at  the  joints.  This  was 
attributed  to  the  reaction  of  the  discharge  against  the  water  in  which 
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the  i)ipes  were  floating.  After  considerable  experimenting  with  jets 
discharging  in  the  air  and  in  Avater,  the  conclusion  was  reached  that 
the  kinking  was  due  to  the  centrifugal  force  of  the  flowing  water  act- 
ing at  the  flexible  joints  of  the  pipe.  That  is  to  say,  when  the  pipe 
swings  freely  in  the  current  it  is  never  straight,  and  any  bend  met 
with  by  the  water  flowing  in  the  j^ipes  at  a  high  velocity  is  naturally 
exaggerated.  This  difficulty  was  fully  overcome  by  attaching  a 
baffle  plate  to  the  last  section,  a  short  distance  from  the  end  of  the  pipe, 
to  receive  the  impact  of  the  discharge.  By  shifting  this  baffle  plate  so 
that  the  discharge  will  strike  it  at  an  angle,  the  pipe  line  can  be  de- 
flected to  the  right  or  left. 

The  experiments  had  solved  many  of  the  difficulties,  and  attention 
was  then  turned  to  utilizing  this  dredge  for  practical  work.  The 
Allis-Reynolds  pump  and  the  drag  suction  were  discarded.  The 
Edwards  pump  was  shifted  and  attached  to  the  jet  suction.  In  the 
spring  of  1895  a  cabin  was  built  for  the  accommodation  of  the  crew,  and 
the  first  dredge  for  the  elimination  of  obstructing  sand  bars  on  the 
lower  Mississii3pi  river  was  ready  for  actual  work  during  the  low-water 
season  of  1895. 

In  the  fall  of  1894  the  first  attempt  to  aid  navigation  was  made  near 
Cape  Girardeau,  Mo. ,  where  there  was  a  bar  about  1  600  ft.  long  with 
from  3  to  4  ft.  of  water.  Work  began  on  October  19th,  and  by  Octo- 
ber 26th  a  channel  6  ft.  deep  had  been  made  and  this  channel  remained 
good  throughout  the  season. 

During  the  winter  of  1894-5  a  large  number  of  tests  were  made  to 
determine  the  capacity  of  the  dredge.  The  immense  amount  of  ma- 
terial constantly  moving  along  the  bottom  of  the  river  and  the  scour- 
ing effect  of  the  current,  made  it  impracticable  to  ascertain  the 
amount  moved,  by  measuring  the  material  in  place  and  then  measur- 
ing the  excavation.  A  measuring  barge  was  therefore  fitted  w])  with 
suitable  valves,  to  attach  to  the  lower  end  of  the  discharge  pipe  where 
the  discharge  could  be  deflected  into  the  barge  for  a  known  interval  of 
time  when  the  running  conditions  were  about  normal.  This  barge  is 
107^  ft.  long.,  24  ft.  wide  and  6^  ft.  deep.  A  special  floor  was  laid  in 
the  bottom,  and  tight  bulkheads  were  built  near  each  end.  The  gun- 
wales were  stiffened  with  trusses  in  order  to  carry  with  safety  the 
unusual  load  put  in  the  barge.  A  6-in.  gate-valve  was  placed  below 
the  floor,  next  to  the  bottom  planking  at  each  corner  of  the  loading 
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Hpace,  or  Rpoil  biu,  of  tho  barge.  Pipen  lead  along  the  gunwaloH  to  each 
of  tlio  valve  i)ipe8,  and  are  arranged  so  us  to  be  connected  with  the 
pressure  i)iimps  of  the  pile  sinkers.  A  well  witli  removable  sides  is 
placed  around  each  gate-valve  so  that  when  the  barge  is  filled  the 
water  may  be  drawn  from  the  top  without  disturbing  the  sand.  There 
are  two  gauges  placed  on  each  side  of  the  spoil  bin  and  near  the  ends 
of  the  same.  By  means  of  simultaneous  readings  on  these  gauges  the 
depth  of  material  is  determined.  In  making  a  test  the  barge  is  at- 
tached to  the  lower  end  of  the  pipe-line  by  means  of  a  rubber  pipe  6 
ft.  long  and  of  the  same  diameter  as  the  floating  discharge  jjipe.  This 
carries  the  discharge  into  the  barge  and  to  a  point  near  the  forward 
bulkhead  of  the  spoil  bin.  Here  a  valve  is  provided  that  will  deliver 
the  discharge  either  into  the  river  through  an  opening  in  the  bottom 
of  the  barge  or  into  the  spoil  bin,  as  may  be  desired.  This  valve 
(shown  in  Fig.  8)  ojjerates,  both  in  opening  and  closing,  by  releasing 
heavy  weights  which  cause  the  valve  to  revolve  almost  instantane- 
ously. 

Fig.  8  shows  the  opening  to  the  sj)oil  bin  closed  and  the  outlet 
through  the  bottom  of  the  barge  into  the  river,  open.  The  brakes 
shown,  hold  the  valve  in  any  desired  jjosition.  In  setting  the  weights 
ready  for  a  test,  the  weight  W,  which  is  shown  at  the  bottom  of  the 
bin,  is  raised  about  2  ft.  above  the  button  0,  and  supported  by  a  rope 
attached  to  the  framework  above.  It  is  also  attached  to  the  button 
0  by  a  second  rope.  When  ready  to  throw  the  valve  down,  so  as  to 
discharge  into  the  spoil  bin,  the  first  rope  is  cut,  which  allows  the 
weight  W  to  drop  about  2  ft.,  and  the  entire  weight  TF  is  taken  by 
the  cable  K  which  revolves  the  valve  to  its  lower  jDosition,  closing 
the  outlet  to  the  river  and  opening  into  the  spoil  bin.  The  brakes 
controlled  by  the  lever  F  are  jjut  on  to  hold  the  valve  in  j^lace,  and 
the  weight  W  is  entirely  released  and  drops  to  the  bottom.  The 
weight  A,  used  for  closing  the  valve  to  the  spoil  bin,  is  supported 
by  the  hook  N  some  2  ft.  above  the  button  B  at  the  end  of  the 
cable  C  which  passes  through  the  weight,  the  opposite  end  i^assing 
around  a  pulley  fixed  to  the  valve  shaft.  When  the  spoil  bin  is 
full,  the  weight  A  is  dropped  from  the  hook  N  by  raising  the  lever, 
and  at  the  same  instant  the  brakes  are  released  and  the  valve  moves 
back  to  its  first  position,  throwing  the  discharge  into  the  river.  It  is 
found  necessary  to  start  the  valve  with  a  jerk. 


OCKERSON   ON"    DREDGES   AND    DREDGING. 


253 


In  making  a  test,  the  dredge  pumps  are  started  and  the  dredge  is 
pulled  ahead  as  in  actual  work,  the  barge-valve  being  set  so  as  to  dis- 
charge the  spoil  into  the  river.  Sufficient  water  is  let  into  the  spoil 
bin  through  the  gate-valves  to  cover  the  floor,  and  the  gauges  are  read. 
This  is  done  so  as  to  be  sure  that  none  of  the  volume  pumped  in  will 
go  under  the  floor  where  it  cannot  be  measured.  When  everything  on 
the  dredge  is  running  smoothly  and  at  about  the  normal  rate,  the  dis- 
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charge-valve  into  the  spoil  bin  is  thrown  open  and  the  timing  hand  of 
the  stop-watch  is  started.  In  throwing  the  valve  open  to  the  spoil 
bin,  the  opening  to  the  river  is  closed  by  the  same  valve.  When  all 
the  material  that  the  barge  will  safely  hold  has  been  discharged  into 
the  barge,  the  valve  to  the  spoil  bin  is  closed  and  opened  to  the  river 
again.  At  the  same  instant  the  timing  hand  of  the  stop-watch  is 
stopped.    After  a  few  minutes'  time,  necessary  for  the  agitated  water  in 
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TABLE  No.  2//.  Capacity  and  Efficiency  Tests 
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The  first  nine  tests  were  made  with  6f)4.5  ft.  of  pipe  between  the  pump  and  the  valve 
Diameter  of  discharge  pipe,  30  ins.  Distance  from  suction  head  to  pump,  101  ft. 
The  area  of  spoil  bin  in  test  barge,  2  544.01  sq.  ft. 

The  average  capacity  of  sand  per  hour  with  the  short  discharge  pipe  was  679  cu.  yds.. 
The  sand  pumped  per  hour  per  indicated  horse-power  with  the  short  discharge  was 


the  spoil  bin  to  settle  down,  the  gaii<?es  are  read,  the  pumps  on  the 
pile  sinkers  are  started,  the  gate-valves  are  opened  and  the  water 
is  forced  out,  leaving  the  sand  to  be  measured  later.  This  is  done  bv 
measuring  the  depth  on  eleven  cross-sections  at  eleven  points  on  each 
section,  all  equally  spaced.  The  average  depth  multiplied  by  the 
known  area  gives  the  volume  of  sand.  The  differences  of  the  gauge 
readings  before  and  after  filling  give  the  depth  of  material  pumped  in. 
This  multiplied  by  the  area  gives  the  total  volume  of  sand  and  water. 
From  this,  and  the  time  required  to  ^jump  such  volume,  the  various 
functions  of  capacity  per  hour,  velocity  per  second,  efficiency,  etc., 
are  determined.  The  material  enters  the  barge  with  such  force  that 
the  sand  is  not  distributed  uniformly  over  the  bottom,  but  piles  up  in 
ridges  on  one  side  or  the  other. 

Sometimes  the  sand  is  measured  in  a  box  1  ft.  deep,  5  ft.   wide. 
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OF  United  States  Dkedge  Alpha.     1894-95. 


Measuring  Barge. 
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905 
838 
585 
835 
503 
775 
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526 
335 
364 
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405 
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629 


106  a5 

104  33V 
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117  106 
96  244 

100  688 
98  312 

112  062 

102  187 
107  250 

98  687 

113  187 
95  062 
74  7.50 
74  437 
93  125 
93  375 
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175  450 
175  450 

171  600 

160  050 
175  4.50 

175  450 

173  800 

172  700 

176  550 
168.300 

161  700 

164  450 

174  900 
150  700 
174  900 

165  000 


66.75 
54.85 
58.67 
61.42 
63.87 
58.24 
61.71 
57.14 
64.11 
56.48 
46.23 
45.27 
53.25 
62.62 
M.57 
62.69 


in  the  test  barge.     The  other  seven  tests  were  made  with  1  059.5  ft.  of  pipe. 

Diameter  of  suction  pipe,  30  ins.    The  suction  was  lowered  12  ft.  below  the  water  surface. 

and  with  the  long  pipe.  479  cu.  yds. 

2.16  cu.  yds.,  and  with  the  long  line,  1.59  cu.  yds. 


and  10  ft.  long.  The  floor  of  the  barge  is  cleared  off  so  as  to  give 
room  for  the  box.  The  sand  is  then  shoveled  into  it  without  packing, 
and  the  top  is  smoothed  off  with  a  straight  edge.  This  method  gives 
about  22%  more  volume  than  when  the  sand  is  measured  in  place,  but 
as  it  necessitates  handling  the  material  twice,  it  has  been  abandoned. 

The  results  of  twenty-two  tests  of  the  dredge  Alpha,  with  the 
Edwards  pump,   are  given  in  Table  No.  2«.^ 

A  new  pump,  similar  to  that  on  the  Delia,  with  a  66-in.  runner,  33 
ins.  wide,  was  put  in  the  Alpha  in  July,  1897.  Barge  tests  with  this 
pump  were  made  in  June,  1898,  the  results  of  which  are  shown  in 
Table  No.  2b. 

The  time  spent  in  experimenting  with  the  first  dredge  was  by  no 
means  wasted.  There  were  many  difficult  problems  of  construction 
*  Report  of  C.  W.  Stuitevant,  in  the  report  of  Chief  of  Engineers,  U.  S.  A.,  1895,  p.  37^. 
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*  Suction  pipe,  30  ins.  diameter;  discharge  pipe, 
t  Delivery  head  observed  12  minutes  before  test. 


30  ins.  diameter.    Distance  from 


and  manipulation  solved,  and  the  efficacy  of  dredging  at  all  in  a 
stream  which  moves  vast  quantities  of  material  on  its  own  account 
was  tested  to  some  extent.  The  results  of  all  these  experiments 
pointed  clearly  to  dredging  as  the  most  promising  method  of  tem- 
porarily improving  low-water  navigation  that  had  so  far  been  sug- 
gested or  tried.  The  time  had  now  come  to  provide  a  sufficient 
number  of  dredges  to  clear  the  obstructing  reefs  in  so  short  a  period 
of  time  that  the  interruption  to  navigation  would  be  very  slight. 
Dredging,  however,  had  not  yet  been  authorized  specifically  by  Con- 
gress, and  the  amount  of  money  available  for  the  construction  of 
dredges  was  rather  limited. 

With  a  view  to  covering  the  ground  still  more  fully,  and  to  get 
the  benefit  of  the  best  dredging  experience  available,  a  circular  was 
sent  out  in  August,  1894,  to  engineers,  contractors  and  builders  of 
dredges,  inviting  "  Informal  plans  and  suggestions  as  to  the  methods 
and  machinery  best  adapted  to  the  work."  The  capacity  of  the  re- 
quired dredge  was  to  be  1  600  cu.  yds.  of  sand  per  hour.  Several 
replies   were   received,  and  three  firms   were   requested   to  prepare 
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pump  to  end  of  suction,  66  ft. ;  from  pump  to  stern  of  dredge,  74  ft. 

detailed  drawings  and  specifications  of  the  plant  they  proposed  to 
furnish.  These  were  submitted  in  December,  1894,  and  a  contract 
was  let  to  the  American  Hydraulic  Dredging  Co.  of  Chicago,  111., 
for  the  construction  of  the  dredge  Beta,  at  a  cost  of  $172  775.  The 
contract  provided  that  if  the  dredge  fell  short  of  the  required  capacity, 
the  deduction  from  the  price  should  be  proportional  to  this  differ- 
ence; and  if  the  capacity  exceeded  1  600  cu.  yds.  per  hour,  then  the 
price  should  be  increased  proportional  to  this  excess  iip  to  50  per 
cent.     The  dredge  was  completed  and  ready  for  testing  in  January, 

1896. 

Dredge  Beta. 

This  dredge  has  two  independent  dredging  machines  complete 
from  suction  to  end  of  discharge  pipes.  The  sand  pumps  are  of  the 
centrifugal  pattern  with  runners  7  ft.  in  diameter  and  with  8  arms 
in  each  runner.  The  suction  for  each  pump  is  33|  ins.  in  diameter, 
and  is  split  near  the  pump  so  that  the  water  enters  the  casing  from 
both  sides.  The  discharge  for  each  pump  is  from  a  single  33-in.  pipe 
leaving  the  pump  chamber  from  the  top.  The  suction  for  each  pump 
divides  near  the  forward  end  of  the  hull  into  three  suctions,  each  19J 
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ins.  in  diainotor.  A  caHt-irou  elbow  is  riveted  to  the  hull  at  the  bow 
for  each  of  the  three  branches,  which  are  i)rovi(le(l  with  elbowH  of  ham- 
mered copper  I  in.  thick,  and  tliese  work  in  the  iron  elbows  and  form 
a  radial,  telescojjic  joint.  The  axis  of  rotation  is  the  center  of  a  7-in. 
shaft  supported  on  brackets  at  the  bow  of  the  boat.  The  elbows  are 
concentric  with  this  shaft.  These  three  suctions  are  framed  together 
and  can  be  raised  or  lowered,  as  one  piece,  through  a  depth  of  20  ft. 

Each  of  these  suctions  is  provided  with  a  vertical  revolving  cutter, 
5  ft.  in  diameter  and  5  ft.  long,  with  12  nickel-steel  blades  on  each 
cutter.  These  serve  to  loosen  ujj  the  material  so  that  it  will  readily 
enter  the  suction.  They  are  spaced  6  ft.  apart  from  center  to  center. 
There  are  six  of  these  revolving  cutters  for  the  two  pumps.  They  are 
driven,  through  a  system  of  spur  gearing,  by  a  cross-compound,  non- 
condensing  engine  with  14.V  and  29-in.  cylinders  and  an  18-in.  stroke. 
The  engines  make  about  eight  revolutions  to  one  revolution  of  the 
cutters.  The  cylinders  are  some  20  ft.  apart  and  are  connected  by  a 
5-in.  pipe. 

To  support  a  portion  of  the  weight  of  the  cutter  machinery,  a 
pontoon  is  provided  for  each  set  of  suctions.  This  pontoon  is  made 
of  steel  plates,  and  is  built  around  the  various  pipes  and  frames. 
Each  pontoon  has  a  displacement  of  1  000  cu.  ft. 

The  sand  pump  shaft  is  of  forged  steel,  10  ins.  in  diameter,  and  12 
ins.  in  diameter  where  it  passes  through  the  pump  runner.  Stuffing- 
boxes  are  provided  where  the  shaft  passes  through  the  pump  casing. 
Each  pump  is  operated  by  a  direct-connected,  triple-expansion,  ver- 
tical, inverted,  four-cylinder,  tandem  engine  provided  with  jet  con- 
densers. The  cylinders  are  20^,  33,  38  and  38  ins.  in  diameter, 
respectively,  and  the  stroke  is  24  ins.  with  the  cranks  set  at  180 
degrees.  These  engines  are  run  at  a  speed  of  about  130  revolutions  per 
minute,  the  indicated  horse-power  of  each  being  about  1  250,  with 
boiler  pressure  of  175  lbs.  Each  engine  is  provided  with  a  Worth- 
ington  duplex  air  pump  and  jet  condenser,  with  cylinders  14  and  19 
ins.  and  15-in.  stroke.  They  are  also  arranged  to  exhaust  without 
condensing.  The  steam  is  supplied  by  four  Heine  boilers  so  arranged 
that  they  can  be  used  together  or  independently,  as  may  be  desired. 
Each  boiler  has  two  shells  36  ins.  in  diameter  and  18i  ft.  long.  The 
water  legs  are  connected  by  171  tubes,  3i  ins.  in  diameter  and  15f  ft. 
long.     There  is  one  smokestack  to  each  pair  of  boilers,  each  stack 
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being  64  ins.  in  diameter  and  57  ft.  bigli  above  the  breeching,  or  73 
ft.  above  the  water-line.  The  main  steam  pipe  between  the  boilers 
and  engines  is  12  ins.  in  diameter.  The  usual  steam  gauges,  blow-ofl" 
valves,  etc.,  are  provided. 

The  water  supply  for  the  boilers  and  journal  bearings  is  liltered 
by  means  of  two  filters,  each  11  ft.  long  and  6  ft.  in  diameter.  The 
filter  bed  is  supported  on  a  perforated  cast-iron  bed  fixed  near  the 
bottom  of  each  filter.  There  are  three  layers  of  brass  wire-cloth  with 
10,  60  and  10  meshes  per  inch,  respectively.  These  support  a  bed  of 
crushed  quartz  made  up  of  layers  of  different  degrees  of  fineness  and 
about  2  ft.  thick.  The  sediment  which  gathers  on  the  filter  bed  is 
stirred  up  by  two  sets  of  arms  which  can  be  revolved  by  means  of 
gearing,  and  the  clear  water  from  one  filter  is  used  to  wash  the  other. 
The  filters  are  supplied  by  a  duplex  pump  with  8-in.  suction  and  7-in. 
discharge,  and  the  water  is  carried  through  an  alum  coagulant  to  the 
tops  of  the  filters  under  a  pressure  of  about  60  lbs.  The  filtered 
water  is  drawn  from  the  bottom  of  the  filters  by  the  boiler  feed- 
pumps, and  passes  through  a  vertical  pressure  heater  provided  with 
one  hundred  2-in.  corrugated  copper  tubes  73f  ins.  long.  The  exhaust 
steam  from  the  cutter,  the  winding  engines  and  the  pumps  passes 
through  this  heater. 

The  winding  engines  are  placed  near  the  bow  of  the  boat.  There 
are  six  drums  operated  by  a  double-cylinder,  link-motion,  reversing 
engine  with  12^-in.  cylinders  and  15-in.  stroke.  Four  of  the  drums 
are  24  ins.  in  diameter  and  40  ins.  long.  Two  of  these  drums  are  used 
for  side  warping,  and  are  geared  25  to  1.  The  other  two  are  used  for 
pulling  the  dredge  ahead,  and  are  geared  30  to  1;  1  200  ft.  of  f-in. 
wire  rope  is  used  for  this  purpose.  The  two  end  drums  are  30  ins. 
in  diameter  and  28  ins.  long.  They  are  used  for  raising  and  lowering 
the  suctions. 

At  the  stern  of  the  boat  is  a  steam  capstan  and  a  spud  hoist. 
There  are  two  vertical  anchor-spuds  and  one  push-spud  at  the  stern 
of  the  boat.  The  anchor-spuds  are  of  oak,  24  ins.  square  and  40  ft. 
long.  These  were  intended  mainly  as  pivots  on  which  to  swing  the 
boat,  so  that  a  wide  cut  could  be  made  by  moving  the  suction  on  the 
arc  of  a  circle.  This  method  is  not  well  adapted  to  streams  with 
a  strong  current.  These  spuds  and  the  push-spud  are  raised  or 
lowered  bv  means  of  a  3-drum  friction  hoist  moved  bv  a  double  8  x  10- 
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iu.  eugino.  The  i)usli-apu(l  is  an  iron  beam  28  ft.  long,  with  a  steel 
shoe  at  the  lower  end.  It  can  ho  raised  up  into  a  recess  in  the  hull 
when  not  in  use.  The  inner  end  of  the  beam  is  attached  to  the  piston 
rod  of  a  hydraulic  cylinder  7  ft.  long  and  15  ins.  in  diameter.  The 
piston  rod  passes  through  the  hull  plating  in  a  stuffing-box.  This 
spud  has  never  been  used. 

The  machinery  is  mounted  on  a  steel  hull  172  ft.  long  and  40  ft. 
wide.  It  is  7  ft.  2  ins.  deep  in  the  waist,  and  for  36  ft.  from  the  for- 
ward end  and  16  ft.  from  the  after  end  it  is  10  ft.  10  ins.  deep.  These 
deep  portions  are  decked  over,  as  are  also  the  guards,  for  the  entire 
length.  The  plating  on  the  sides  of  the  hull  is  |  in.  thick;  the  other 
plating  outside  is  --ra  in.  thick.  The  bow  is  double-plated  on  the  head 
and  rake.  The  cross  floors,  spaced  2  ft.  between  centers,  are  12-in.  I- 
beams,  weighing  32  lbs,  to  the  foot.  On  these,  at  intervals  of  3^  ft., 
are  longitudinal  stringers  of  the  same  form  and  height,  weighing  40 
lbs.  to  the  foot.  These  floor  frames  are  decked  over  with  ^-in.  j^lating 
and  extend  to  within  6  ft.  of  the  bow.  The  space  between  this  plat- 
ing and  the  bottom  is  divided  into  ten  water-tight  compartments.  The 
hull  is  further  divided  into  seven  water-tight  compartments  above  the 
water  bottom  by  means  of  five  cross  bulkheads  and  one  short  longitudi- 
nal bulkhead. 

The  bases  of  the  pumps,  engines  and  the  boilers  are  set  on  the  water 
bottom.  Two  coal  bunkers  are  provided,  with  a  capacity  of  about  30 
tons  each.  The  dredge  is  fitted  with  a  traveling  crane  of  ample  ca- 
pacity to  handle  all  parts  of  the  machinery. 

No  quarters  are  provided  for  the  crew  of  this  dredge.  The  cabin  is 
only  sufficient  to  protect  the  machinery.  The  boat  is  equipped  with 
an  electric  light  plant  and  a  full  complement  of  shop  tools,  such  as 
lathe,  drill  press,  etc. 

The  requirements  of  the  contract  fixed  the  limit  of  draft  at  4i  ft. , 
and  the  width  at  40  ft.  When  the  dredge  was  completed,  the  draft  was 
found  to  be  about  62  ft. 

The  weights  of  the  various  parts  are  about  as  follows :  Hull,  633  340 
lbs. ;  main  engines  and  pumps,  183  576  lbs. ;  boilers,  405  880  lbs. ; 
cutter  engine,  27460  lbs.;  forward  hoist,  51  500  lbs.;  spud  hoist,  20  450 
lbs. ;  ladders,  56  800  lbs.  The  total  displacement  when  running,  with 
suction  and  discharge  pipes,  boilers,  filters,  heaters,  etc.,  full  of  water, 
and  a  supjDly  of  coal  on  board,  is  about  1  175  tons. 
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The  discharge  consists  of  two  independent  jnpe  lines,  each  1000  ft. 
long.  A  deflecting  baffle  plate  is  provided  for  the  end  of  each  line. 
Eight  of  the  sections  of  each  line  are  100  ft.  long,  and  four  sections  are 
50  ft.  long.  When  the  pipes  are  empty,  the  pontoons  draw  about  14 
ins.  of  water.  The  pontoons  are  made  of  ^-in.  tank  steel,  and  are 
fitted  with  water-tight  bulkheads  about  16  ft.  apart.  In  section  they 
are  the  shape  of  a  semi-cylinder,  with  an  outer  radius  of  30f  ins.,  and 
an  inner  radius  of  16f  ins.  The  discharge  pipe  lies  in  the  float  thus 
formed,  and  is  made  of  ^-in.  steel.  The  different  lengths  are  coupled 
about  as  described  in  connection  with  the  Alpha. 

Quite  a  number  of  defects  were  developed  in  the  use  of  this  dredge, 
many  of  which  were  remedied.  At  first  the  cutters  all  worked  in  the 
same  direction,  and  the  result  was  that  the  dredge  was  pulled  sidewise 
out  of  the  cut.  This  was  remedied  by  changing  one  set  of  cutters  to 
work  in  the  opposite  direction.  The  breaks  in  the  gearing  of  the 
cutter  machinery  were  frequent,  although  the  spur  gears  were  made  of 
nickel  steel,  and  the  j^inions  of  phosphor  bronze.  The  6-drum  hoist 
also  gave  considerable  trouble.  The  cutters  were  found  to  be  very 
much  longer  than  necessary,  and  theii*  operation  drew  heavily  on  the 
boiler  capacity.  The  unexpected  draft  developed  difficulties  in  coal- 
ing, and  in  maneuvering  the  dredge  over  the  shoal  bars. 

The  jjreliminary  tests  of  the  dredging  machinery  began  about  the 
middle  of  January,  1896,  and  continued  until  March  1st.  Of  the  four 
hundred  working  hours  embraced  in  this  period,  two  hundred  and 
fifty-five  hours  were  used  in  repairs  and  changes  and  seventy-four 
hours  in  actual  pumping.  The  capacity  tests  were  begun  on  March 
10th,  and  continued  for  about  a  month.  There  were  ten  tests  made  in 
ordinary  river  sand,  one  gravel  test  and  one  water  test.  The  tests 
were  made  in  the  test  barge  described  in  the  preceding  pages.  Two 
valves  were  provided,  so  that  both  pipe  lines  discharged  into  the  barge 
at  the  same  time,  if  desired. 

In  the  gravel  test  the  face  of  the  bank  dredged  was  about  7  ft.  high, 
and  only  about  1  ft.  of  it  was  gravel.  In  this  test  one  valve  was  first 
opened  and  the  barge  filled.  The  water  was  then  syphoned  out,  and 
the  other  valve  was  opened  and  the  barge  again  filled.  The  gauge 
readings  and  time  of  each  were,  of  course,  noted.  Tests  9  and  10 
were  made  with  only  one  valve  open,  the  other  pipe  line  discharging 
in  the  river. 
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TABLE  No.  3. — CArAcixY  and  Efficiency 


«  W 
.      0  H 

Suc- 
tion 

Deliv- 
ery 

% 

4-1 

tc  2  ►-" 
cu  r  i(; 

^ 

S 
^ 

I.  H.-P. 

HEAD. 

HEAD. 

08 

> 

Total 

HEAD 

<v 

+-> 

o 

1 
s 

3 

■4-* 
» 

0) 

c 
o 

1 

3 

0) 

d 
0 
■<-> 
0 

cc 

<t-l 

0 

■«-> 

p. 

a 

a 

> 
0   . 

11 

0 

In  feet  of  water. 

a 
% 

!«= 

0  he 

>> 

0 
0 

ti 
0 

-c        .s 

1 

03  P. 

u  S 

P. 

a 

p. 

t 
0 

^  . 

<A  p 

P. 

a 
p 

0 

5ft 

P. 

P. 
0 

^ 

Q 

« 

Ft. 

Ft. 

M 

fu 

<1 

xn         (Ih 

H 

02 

P4 

!« 

Ph 

p 

> 

-XI 

Ph 

Sees. 

Ft. 

i 
1 

Ft. 

1 

35 

8.3 

14.6 

7.5 

150 

149 

177 

1  280 

2  561 

19.3 

19.8i22.7 

25.2 

+8.4 

6.4 

57.1 

60. 

2 

68^ 

11.5 

18.5 

3.1 

140 

157 

169 

1  1296 

2  593 

15.9 

18.2  30.6 

34.5 

2.3 

57.1 

63.3 

3 

'i7,\'. 

10.0 

18.5 

2.6 

161 

157 

161 

1  293 

2  586 

14.7 

14.7  36.3 

39.7 

2.1 

61.5  62.9 

4 

(■^% 

9.8 

18.3 

3.6 

151 

148 

178 

1223 

2  447 

14.7 

17.0  35.1 

26.1 

2.9 

61.1 

54.4 

5 

2ii% 

9.2 

17.5 

5.0 

153 

154 

176 

1  1961 

2  392 

20.4 

18.7  29.4  37.4 

2.8 

61.0 

67.3 

6 

55% 

9.5 

17.6 

4.0 

144 

151 

173 

1300 

2  609 

18.7 

18.1  25.5  32.8 

3.0 

55.6 

62.3 

7 

9.5 

17.5 

7.5 

146 

148 

172 

1  105 

2  211 

17.0 

19.0 

31.7  27.6 

3.3 

60.4 

58.0 

8 

5O4  ,v 

10.1 

18.4 

10.0 

147 

148 

174 

1247 

2  495 

20.0 

21.5 

28.3  29.2 

2.8 

59.9 

61.9 

9 

102% 

9.5 

18.7 

8.6 

141 

143 

176 

i  170 

2  340 

19.3 

21.0 

23.824.9 

2.5 

54.5 

57.3 

10 

95i«o 

9.5 

18.8 

8.2 

142 

149 
146 

144 

152 
157 

174 

1  199 

2  398 

19.3 

18.1 
17.6 

20.4 

18.9 
13.6 

24.9 
21.5 

24.7 
91  ^ 

3.7 

4.0 
3.2 

56.3 

52.1 
51.9 

57.2 

119 

78t*o 

170 
163 

1  187 

1  leV 

2  374 
2  322 

59:  8 

4.5 

11.5 

3.7 

22.7  35.0 

60.2 

Length  of  port  suction  from  intake  of  pump  =  85.9  ft.  Length  of  port  discharge  pipe 
Length  of  starboard  suction  from  intake  of  pump  =  100.3  ft.  Length  of  starboard 
Diameter  of  main  suction  =  33%  ins.  Diameter  of  discharge  pipes  —  33  ins.  Area  of 
Revolutions  of  cutters  per  minute  =  19.    Average  capacity  or  dredge  in  cubic  yards 

In  all  the  tests  the  dredge  was  run  for  a  considerable  time  in  all 
respects  as  if  doing  actual  dredging  work,  and  the  valves  were  opened 
at  such  times  as  the  pumps  were  seen  to  be  working  under  about  nor- 
mal conditions.  In  the  niean  time  steam  gauges  were  read,  revolu- 
tions of  pumps,  cutter  engines  and  winding  drums  were  counted,  and 
indicator  cards  were  taken  at  intervals  of  about  5  minutes. 

The  results  of  these  tests  are  shown  in  Table  No.  3.  * 

The  general  conditions  as  to  length  of  time  required  for  eflSciency 
tests  and  number  of  capacity  tests  were  the  same  as  described  in  con- 
nection with  the  Gamma. 

The  tests  show  an  average  capacity  of  4  920  cu.  yds.  per  hour,  and, 
therefore,  according  to  the  terms  of  the  contract,  a  bonus  of  $86  387.50 
was  earned  by  the  contractor. 

*  Report  of  Assistant  Engineer  VVm.  Gerig,  in  report  of  Chief  of  Engineers,  U.  S.  A., 
for  1896,  page  3643. 
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from  pump  to  valve  in  measuring  barge  =  1  161.7  ft. 

discharge  pipe  from  pump  to  valve  in  measuring  barge  =  1  147.7  ft. 

measuring  barge  =  2  535.3  sq.  ft. 

per  hour  by  box  measurements  =  4  920.  or  about  4  330  cu.  yds.  measured  in  place. 

After  completing  the  required  tests,  sundry  repairs  and  alterations 
were  made,  to  put  the  dredge  in  condition  for  actual  work. 

During  the  low-water  seasons  of  1896  and  1897  the  enormous 
capacity  of  the  Beta  was  fully  demonstrated.  An  account  of  the 
character  and  cost  of  this  work  will  be  given  later. 

Before  the  dredge  is  again  put  into  service  for  the  low- water  season 
of  1898,  numerous  changes  will  be  made.  The  hull  will  be  widened  to 
58  ft.  and  lengthened,  so  as  to  reduce  the  draft  to  4^  ft.  About  841  000 
has  been  retained  from  the  contract  j^rice  to  do  this  work,  as  the  speci- 
fications required  that  the  draft  should  not  exceed  4^  ft.  A  cabin  for 
the  accommodation  of  the  crew  will  be  erected;  the  6-drum  hoist  will 
be  replaced  by  four  detached  single-drum  hoists;  the  cutter  engines, 
cutters  and  other  parts  belonging  to  the  present  suction  will  be  re- 
placed by  a  jet  suction  and  pumps.     This  is  done  because  it  has  been 
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found  in  actual  practice  that  mechanical  agitators  are  unneceHsary 
in  the  sands  of  the  Mississippi  River.  The  wear  and  tear  of  the  cutter 
machinery  is  a  very  large  item  of  expense,  to  say  nothing  of  the  power 
required.  The  jet  agitators  are  quite  efficient,  are  much  more  econom- 
ical in  point  of  repairs  and  power  required,  and  are  more  simple  in 
manipulation.  The  push-spud  and  one  anchor-spud  will  be  discarded. 
The  other  anchor-spud  will  be  moved  to  the  bow  of  the  boat.  The 
spud-hoist  will  be  discarded.  The  forward  battery  of  boilers  will  be 
turned  end  for  end  in  order  to  properly  distribute  the  weights  under 
the  new  arrangements,  and  to  improve  the  facilities  for  coaling.  Much 
of  this  work  would  probably  be  deferred  were  it  not  that  the  boat 
must  be  put  [into  dry  dock  to  make  the  hull  repairs,  and  this  oppor- 
tunity is  seized  for  making  the  changes  outlined. 

A  general  view  of  the  Beta,  as  she  will  appear  after  remodeling,  is 
shown  in  Fig.  9. 

Dredge  Gamma. 

The  Act  of  Congress  of  June  3d,  1896,  was  the  first  to  formally 
recognize  and  require  the  use  of  dredge  boats  and  other  devices  as  an 
adjunct  to  the  permanent  improvement  of  the  lower  Mississippi  River. 
The  Act  referred  to  requires  that  as  much  of  the  money  appropriated 
as  may  be  necessary: 

* '  Shall  be  expended  in  the  construction  of  suitable  dredge  boats 
and  other  devices  and  appliances,  and  in  the  maintenance  and  opera- 
tion of  the  same,  with  a  view  to  ultimately  obtaining  and  maintaining 
a  navigable  channel  from  Cairo  down,  not  less  than  250  ft.  in  width 
and  9  ft.  in  depth,  at  all  periods  of  the  year,  except  when  navigation 
is  closed  by  ice." 

This  formal  recognition  of  the  necessity  of  temporary  relief  for 
low- water  navigation  resulted  in  the  early  construction  of  four  more 
dredges. 

The  contract  for  the  Gamma  was  let  in  July,  1896,  to  the  Bucyrus 
Steam  Shovel  and  Dredge  Co. ,  at  South  Milwaukee,  Wis.  The  capacity 
required  was  800  cu.  yds.  of  ordinary  river  sand  per  hour,  delivered 
through  I  000  ft.  of  pipe  with  a  single  centrifugal  pump.  The  price 
paid  was  ^85  530. 60,  and  the  time  fixed  for  completion  was  nine 
months.  This  dredge  was  used  in  actual  work  throughout  the  low- 
water  season  of  1897,  and  Avas  found  to  be  very  satisfactory,  both  in 
capacity  and  economy. 
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Tho  lull  I  of  tho  Omnma  is  of  sto(»l,  and  is  138  ft.  lou^  over  all,  38 
ft.  wide  aud  8  ft.  deep.  Tlioro  is  a  Avell  at  tlie  bow  32^  ft.  long,  iu 
uhicli  the  suction  is  placed. 

The  framing  of  the  hull  consists  of  12-in.  channels,  stiflfened  with 
I-beam  keelsons.  The  framing  is  shown  in  Fig.  1,  Plate  XXV.  Cross 
bulkheads  divide  the  hull  into  two  compartments,  one  for  the  boiler, 
and  the  other  for  the  engines.  These  are  surrounded  by  water-tight 
compartments  aud  are  decked  over. 

The  main  dredging  pump  is  located  in  the  forward  part  of  the 
engine  room.  It  is  a  centrifugal  pump,  with  a  24-in.  suction  inlet  on 
each  side  and  a  34-in.  discharge  at  the  bottom.  The  runner  is  5  ft.  9 
ins.  in  diameter,  and  has  four  blades.  It  revolves  at  a  speed  of  about 
150  revolutions  per  minute.  The  pump  casing  is  split  horizontally 
through  the  axis,  so  that  the  upper  half  can  be  removed  in  making  re- 
pairs. The  casing  is  of  cast  iron,  from  If  to  2.J  ins.  thick.  The  shaft 
passes  through  the  pump,  and  has  a  bearing  on  each  side  of  the  casing. 
At  these  bearings  the  shaft  is  8  ins.  in  diameter.  The  pump  is  driven  by 
a  cross-compound,  condensing  engine  with  an  independent  condenser. 
The  high  and  low-pressure  engines  are  horizontal,  and  are  connected 
to  two  disc  cranks  set  at  right  angles  and  keyed  to  opposite  ends  of 
the  pump  shaft.  The  high-pressure  cylinder  is  18  ins.  and  the  low- 
pressure  82.^  ins.  in  diameter;  the  stroke  is  22  ins.  The  high-pressure 
cylinder  has  an  adjustable  cut-off,  with  a  hand  adjustment  to  regulate 
the  point  of  cut-ofl*.  Exj^ansion  relief-valves  are  provided  for  the  low- 
pressure  cylinder.  These  engines  develop  about  500  H.-P.,  with  a 
boiler  pressure  of  140  lbs.  The  jet  pump  is  of  the  centrifugal  type,  with 
18-in.  suction  and  discharge.  This  pump  supplies  the  water  to  stir 
up  the  sand  at  the  suction  head.  The  runner  has  four  arms,  with  steel 
tips,  running  as  close  as  practicable  to  the  casing,  to  obtain  the 
greatest  available  pressure.  This  pump  and  its  engine  rest  on  a  com- 
mon bed  plate,  and  have  a  flange-coupled  shaft  for  pump  and  engine. 
The  engine  is  a  compound  condensing  engine  of  the  marine  type.  The 
high-pressure  cylinder  is  12  ins.  and  the  low-pressure  22  ins.  in 
diameter,  with  a  common  stroke  of  14  ins.  The  crank  shaft  has  the 
cranks  set  at  right  angles.  The  cylinders  have  plain  slide  valves.  All 
parts  are  provided  with  automatic  apparatus  for  lubrication. 

The  air  pump  is  horizontal,  with  single  steam  cylinder  10  ins.  in 
diameter,  air  cylinder  18  ins.  in  diameter,  and  18-in.  stroke.     The  con- 
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denser  receives  the  steam  from  both  main  and  jet  pumps,  and  is  so 
arranged  that  the  steam  can  pass  directly  to  the  atmosphere.  The 
overflow  from  the  condenser  passes  through  a  chamber,  forming  a  hot- 
well  for  the  boiler  feed  pumps.  There  are  two  feed  pumps  and  one 
fire  pump,  so  arranged  that  any  one  of  them  can  be  connected 
with  the  feed- water  pipe  or  the  fire  hose.  These  jjumps  are  vertical, 
duplex,  outside-i3acked  plunger  pumps,  with  T^-in.  steam  cylinders, 
i^-in.  water  plungers  and  8-in.  stroke.  An  ordinary  sand  filter,  with 
alum  as  a  coagulent,  is  provided  to  filter  the  water  used  in  the  galley 
and  cabin.  A  separate  pump  forces  the  water  through  the  filter  to  a 
tank  on  the  roof,  and  from  there  it  is  piped  to  various  parts  of  the  boat. 
The  main  hauling  winches  are  located  on  opposite  sides  of  the  boat 
near  the  bow.  They  are  driven  independently  and  are  provided  with 
fast  and  slow  feed  controlled  by  clutches.  The  drums  are  42  ins.  in 
diameter  and  42  ins.  long,  which  gives  sjDace  for  1  200  ft.  of  |-in.  wire 
rope.  Each  drum  is  driven  by  a  pair  of  7  x  7-in.  double  cylinder 
engines  with  cam  reverse,  and  the  power  is  transmitted  through  a  com- 
bination of  worm  and  spur  gearing.  The  movement  is  controlled  by 
means  of  a  brake  wheel  and  strap.  The  speed  ratio  is  81  to  1  for  fast  and 
493  to  1  for  slow  speeds.  The  hoisting  engine  for  raising  the  suction  pipe 
has  a  drum  24  ins.  in  diameter  and  24  ins.  long.  It  is  fitted  with  brake, 
spur  gear,  pinion,  clutch  and  shifting  device.  This  engine  also  operates 
a  shaft  terminating  in  gip^y  heads,  which  can  be  used  in  lieu  of  the 
capstans.  The  whole  is  driven  by  a  pair  of  horizontal,  double-cylinder, 
8  X  10-in.,  plain,  slide-valve  engines,  provided  with  steam  reverse. 

The  anchor  spud  is  hoisted  by -means  of  an  upright,  single-acting, 
steam  cylinder,  18  ins.  in  diameter  and  6-ft.  stroke.  The  piston  is  at- 
tached to  a  cam  clamp  at  its  upper  end,  which  grij^s  and  holds  the 
spud  against  the  slides.  Steam  enters  at  the  bottom  of  the  cylinder 
through  a  three-way  valve,  raising  the  piston  and  spud  to  the  height 
of  its  movement.  When  the  valve  is  turned  to  the  exhaust  port  the 
piston  and  clamp  descend,  the  spud  being  supported  by  a  rack  and 
pinion.  The  pawl  locking  the  pinion  is  hinged  between  its  center  of 
movement  and  point,  and  the  tripping  is  effected  by  making  the  pawl 
buckle  on  itself  so  that  the  point  turns  under.  This  releases  its  hold 
and  allows  the  spud  to  drop. 

Steam  for  the  above-described  plant  is  furnished  by  six  boilers  48 
ins.  in  diameter  and  28  ft.  long,  with  five  11-in.  flues  in  each.     These 
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boilers  nre  arniugcd  iu  two  ))att(M-ieK  ho  that  they  cau  be  used  separ- 
ately if  desired.  They  are  dosif^ued  to  carry  a  pressure  of  140  lbs. 
The  fire-bed  and  ash-pan  rest  directly  on  the  keelsons.  Directly  in 
front  of  the  fire  doors  are  coal  bunkers  having  a  capacity  of  40  tons. 
The  bottoms  of  the  miid  drums  are  below  the  water-line,  hence  a  8i)ecial 
cleaning  device  is  provided  by  means  of  a  tank  set  between  the  keel- 
sons under  the  mud  valves.  The  mud  and  water  remaining  in  the 
drums  are  drawn  off  into  the  tank,  and  then  syi)honed  out.  The  feed 
water  is  heated  by  passing  through  two  pipes  hung  in  brackets  from 
the  sides  of  the  parting  wall  between  the  two  battery  furnaces. 

The  two  intake  pipes  at  the  pump  casing  run  forward  to  the  suc- 
tion head.  They  are  hinged  to  the  boat  at  the  bow  by  two  flanges 
connected  by  a  pivot  pin  on  the  lower  side  and  provided  with  a  circu- 
lar stuffing-box,  making  a  radial  joint  that  will  allow  the  suction  to  be 
lowered  to  a  depth  of  15  ft.  Outside  of  the  joint  the  pipes  and  suc- 
tion head  are  framed  together  and  rigidly  connected  so  as  to  form  es- 
sentially one  piece.  At  the  suction  head  the  pipes  are  11  ft.  apart 
from  center  to  center.  The  suction  head  for  each  pipe  is  8  ft.  long 
and  they  are  3  ft.  apart,  forming  one  suction  head  19  ft.  long  over  all. 
The  suction  head  proper  has  two  inlets,  one  for  the  ui3per  and  one  for 
the  bottom  intake,  and  between  the  two  is  a  triangular  jjressure  cham- 
ber running  the  whole  length  of  the  head.  This  connects  directly 
with  the  jet  pump.  This  chamber  has  ijine  2V-in.  nozzles  through 
which  the  water  from  the  jet  i)ump  is  forced  with  sufficient  pressure 
to  loosen  the  sand  in  front  of  the  suction.  The  discharge  pipe  is  34 
ins.  in  diameter.  It  runs  from  the  bottom  of  the  pump  casing  along 
the  floors  between  the  two  central  keelsons,  under  the  j)artition  walls 
between  the  batteries  of  boilers,  and  through  the  stern  of  the  hull, 
with  the  center  of  the  pipe  4  ft.  above  the  bottom  of  the  hull  at  its  exit. 
Near  the  pump  the  entire  pipe  is  below  the  water-line,  and  the  priming- 
is  done  by  means  of  a  steam  syphon  at  the  top  of  the  pump  casing. 
The  floating  discharge  pipe  is  1  OUO  ft.  long,  divided  into  20  sections, 
each  50  ft.  long.  They  are  made  of  ^-in.  tank  steel.  The  pipes  are 
floated  by  means  of  40  cylindrical  pontoons,  each  23  ft.  9  in.  long  and 
30  ins.  in  diameter.  These  are  made  of  ro-in.  tank  steel.  They  are 
attached  to  the  discharge  pipe  by  means  of  truss  frames  constructed 
of  bar  and  angle  irons,  so  designed  as  to  receive  and  clamj)  the  dis- 
charge pipe  and  carry  the  pontoons  on  either  side.     The  pipe  line  is 
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attached  to  the  hull  section  of  the  discharge  pipe  by  means  of  a  male 
and  female  bevel-flanged  coupling,  a  davit  being  used  to  swing  the 
floating  pipe  into  position. 

The  hull  has  a  cabin  97  ft.  long  and  29  ft.  wide,  which  protects  the 
machinery  and  provides  quarters  for  the  crew.  There  is  also  a  repair 
shop,  provided  with  a  lathe,  drill  press,  emery  grinder  and  other  appli- 
ances needed  in  making  ordinary  repairs.  An  electric  plant  furnishes 
light  for  one  4  000-candle-power  search-light,  four  arc-lights  of  1  200- 
candle-power  each,  and  75  incandescent  lamps  of  16-candle-power  each. 

All  the  winches,  the  spud  hoist  and  the  search-light  are  manipula- 
ted from  the  operating  room.  This  dredge  is  towed  from  point  to 
point,  and  while  dredging  is  oj^erated  similarly  to  the  Alpha. 

Four  10-in.  and  four  12-in.  hydraulic  piles  33  ft.  long  are  provided, 
similar  to  that  shown  in  Fig.  7.  A  general  elevation  of  this  dredge  is 
shown  in  Fig.  2,  Plate  XXY,  and  the  arrangement  of  the  machinery, 
etc, ,  may  be  seen  in  Fig.  10. 

This  dredge  was  tested  near  St.  Louis,  Mo. ,  in  August,  1897,  and, 
after  the  completion  of  the  tests,  she  was  used  in  actual  dredging  be- 
tween Cairo  and  Memphis  until  early  in  December  of  the  same  year. 
The  general  efficiency  test,  called  for  by  the  contract,  required  that 
the  dredge  should  be  operated  60  working  days  of  12  hours  each  in 
water  from  5  to  15  ft.  deep,  and  with  sand  of  such  difi'erent  degrees  of 
coarseness  as  will  be  found  on  the  low- water  bars.  After  this  had 
been  done  and  the  machinery  found  satisfactory,  then  20  capacity 
tests  were  required  to  be  made  with  the  suction  at  different  depths. 
This  last  requirement  was  considered  filled  when  the  total  amount 
pumped  per  hour  divided  by  20  was  equal  to  or  exceeded  the  required 
capacity  of  800  cu.  yds.  per  hour. 

The  weights  of  the  principal  parts  are  as  follows:  Hull,  328  328  lbs. ; 
cabin,  117  449  lbs. ;  main  pump  and  engines,  74  722  lbs. ;  jet  pump  and 
engines, 21  717  lbs.;  auxiliary  engines,  drums,  levers,  etc.,  46  937  lbs.; 
air,  feed  and  fire  pumps,  15  695  lbs. ;  electric  light  plant,  7  700  lbs. ; 
boilers  and  accessories,  325  911  lbs. ;  suction  head,  49  534  lbs. ;  floating 
discharge  pipe  and  pontoons,  244  916  lbs. ;  hull  fittings,  31  580  lbs. 
Total,  1  019  623  lbs.     The  working  draft  of  the  dredge  is  about  46  ins. 

Construction  was  begun  in  June,  1896,  and  the  dredge  was  prac- 
tically completed  in  March,  1897, 

The  results  of  the  official  tests  are  given  in  Table  No.  4. 
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Dkeikje  Delta. 

Tho  (Irod^t^  DeWi  waH  conHtruoted  uudor  contract  with  the  New 
York  Dred{?iuj2f  ('o.,  which  sublet  the  constructiou  of  different  partH 
to  various  niauufacturers  and  hiiihlors  of  machiuery.  The  contract 
l)rice  for  this  dredge  was  $124  940.  It  differs  from  the  Gdmmn  chiefly 
in  having  a  mechanical  agitator  instead  of  jets,  in  its  hoisting  and 
hauling  winches,  and  in  the  form  of  pump.  Its  capacity  is  also  some- 
what greater.  Its  construction  was  begun  in  June,  1896,  and  it  was 
practically  completed  by  the  end  of  June,  1897.  After  the  tests  were 
finished,  this  dredge  was  used  in  removing  sand  bars  below  Cairo 
throughout  the  low-water  season  of  1897. 

The  hull  is  of  steel,  175  ft.  long,  38  ft.  wide,  and  8^  ft.  deep.  A 
fender  24  ft.  long  is  carried  around  the  suction,  making  the  boat  199 
ft.  long  over  all.  The  bow  and  stern  of  the  hull  have  short  rakes,  and 
the  midship  section  is  rectangular.  The  frames  of  the  hull  are  22  ins. 
apart  between  centers.  Angles  are  used  for  the  deck  beams  and  2[-t)ars 
for  the  floors.  There  are  two  longitudinal  bulkheads  running  the  full 
length  of  the  boat,  and  five  cross-bulkheads.  They  are  all  made  of 
-i^-in.  plate,  with  double  angles  at  top  and  bottom.  All  are  water- 
tight and  have  a  syphon  in  each  of  the  compartments.  The  thickness 
of  the  side  plating  of  the  hull  is  f  in.  and  of  the  other  hull  plating 
-iii  in.  It  is  all  laid  fore  and  aft,  is  lapped  and  single-riveted,  except 
on  deck,  where  the  seams  are  planed  and  butted  and  fastened  with 
6-in.  butt-straps  single-riveted.  Cross-seams  are  similarly  butted  and 
riveted. 

Special  foundations  of  12-in.  I-beams  are  provided  for  sustaining 
the  heavy  machineiy  and  boilers.  The  boat  is  provided  with  a  cabin 
156  ft.  long,  which  protects  the  machinery  and  furnishes  quarters  for 
the  crew.  The  operating  room  is  at  the  forward  end  of  the  cabin,  and 
is  fitted  with  levers  and  brakes  by  means  of  which  the  boat  is 
maneuvered. 

The  dredging  pump  is  different  from  those  on  the  dredges  hereto- 
fore described,  in  the  shape  of  the  casing  and  the  runner.  The 
runner  has  five  blades  22  ins.  wide,  and  is  7  ft.  in  diameter.  The 
edges  run  close  to  the  casing,  but  the  runner  is  not  concentric  with  the 
casing,  hence  the  outer  ends  of  the  arms  are  nearer  one  side  of  the 
casing  than  the  other,  the  widest  space  being  at  the  bottom,  and  the 
space  being  nearly  cut  off  by  a  projection  in  the  casing  at  the  upper 
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Hide  of  the  diRcbarge  opeuiug.  The  nhape  of  the  pump  runner  and 
the  up})er  half  of  the  casing  iH  shown  in  Fig.  1,  Plate  XXVI.  The 
axis  of  the  i)unii)  is  parallel  to  the  axis  of  tlie  l)oat  and  lies  over  the 
center  line  of  the  same.  The  thickuesH  of  the  sidcH  of  the  casing  is 
2  ins. ,  and  that  of  the  outer  circumference  is  3  ins.  It  is  lined  on  the 
inner  side  with  steel  plates  fastened  with  countersunk  bolts.  This 
lining  can  be  renewed  when  worn  out.  The  shaft  of  the  runner  is  of 
forged  steel  7A  ins.  in  diameter  and  7^  ft.  long.  It  is  fitted  to  the 
runner  by  a  taper  joint  secured  by  a  cap  nut  and  two  keys.  The  shaft 
has  one  long  bearing  through  the  aft  side  of  the  casing.  It  is  provided 
with  water  bushing  under  pressure  to  keep  the  sand  out  of  the  bearing. 
The  sand  pump  is  driven  by  a  vertical,  inverted,  two-crank,  com- 
l)ound-conden8ing  engine,  with  22  and  48-in.  cylinders  and  24- in. 
stroke.  It  is  fitted  with  a  piston  and  slide  valve  and  has  an  adjust- 
able cut-off  for  the  piston  valve.  The  cylinders  are  supported  by 
two  cast-iron  back  frames  of  box  section,  and  four  taper-steel  front 
columns  "21  and  3|  ins.  in  diameter.  The  bed  plate  is  of  cast  iron,  box- 
girder  pattern,  8  ft.  9  ins.  long  by  8  ft.  9^  ins.  wide  over  flanges,  and 
20^  ins.  deep  from  center  of  shaft.  It  has  four  babbitted  journals  13 
ins.  long  and  So  ins.  in  diameter.  The  steam  chests  are  reached  by 
means  of  a  stairway  and  gallery.  The  usual  accessories  in  the  way  of 
relief  valves,  drains,  lubricators,  etc.,  are  provided.  This  engine  was 
designed  to  develop  800  H.-P.  at  140  revolutions  per  minute,  with  a 
boiler  pressure  of  160  lbs.  and  a  vacuum  of  25  ins. 

The  air  pump  and  jet  condenser  has  a  steam  cylinder  12  ins.  in 
diameter,  a  water  cylinder  18  ins.,  and  24-in.  stroke.  The  condenser  is 
mounted  vertically  over  the  water  cylinder.  The  air  cylinder  is 
copper-lined  18  by  24  ins.,  and  the  plunger  is  packed  with  soft  pack- 
ing. The  valve  seats  are  brass  and  the  valves  are  of  hard  rubber.  A 
brass  spray -cylinder  throws  the  water  out  in  jets. 

The  engine  which  drives  the  cutters  is  horizontal,  two-cylinder  and 
non-reversible,  all  attached  to  a  sliding  steel  frame,  which  moves  back 
and  forth  in  guides  as  the  cutter  is  raised  or  lowered.  This  is  neces- 
sary because  the  shaft  which  drives  the  sprocket  chain  is  not  in  the 
axis  of  motion  on  which  the  suction  and  cutter  revolve.  The  whole 
engine,  with  its  frame,  follows  the  motion  of  the  shaft,  so  that  the  gear 
and  pinion  are  always  engaged.  To  admit  of  this  motion,  the  steam 
pipes  are  provided  with  slip  joints.     The  cylinders  of  this  engine  are 
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12}  ins.  in  diameter  and  have  a  15-in.  stroke,  with  the  locomotive  type 
of  slide  valve.  It  operates  the  cutters  through  spur  gears  and  a 
sprocket  chain. 

The  fire  pump  is  duplex,  with  two  steam  cylinders  8  ins.  in  diam- 
eter and  two  5-in.  plungers  with  a  stroke  of  10  ins.  The  suction  is  5 
ins.  in  diameter,  and  the  delivery  4  ins.  This  pump  furnishes  water 
to  all  the  journals  where  water  pressure  is  used  to  keep  out  sand. 
The  feed  pump  is  also  duplex,  with  two  steam  cylinders  7  ins.  in  di- 
ameter, two  plungers  4^  ins.  in  diameter,  with  a  stroke  of  8  inches. 

A  pressure  filter  7  ft.  in  diameter,  with  a  capacity  of  about  65  galls, 
per  minute  is  provided.  A  special  3  by  4-iD.  engine  is  used  to  revolve 
the  cleaners. 

A  7  by  9-in.  vertical  engine  is  j)rovided  to  run  the  machines  in  the 
repair  shop  and  the  electric  generator. 

There  are  two  winding  drums  located  forward  of  the  sand  pump, 
one  on  the  starboard  and  the  other  on  the  port  side  of  the  hull.  These 
are  42  ins.  in  diameter  and  42  ins.  long,  mounted  on  a  6-in.  shaft  with 
two  bearings  in  the  main  pillow-blocks  carrying  a  48-in.  gear  wheel  at 
one  end,  and  an  84-in.  gear  wheel  at  the  other.  These  dinims  are 
provided  with  clutches  and  brakes,  and  are  driven  by  two  independent 
double-cylinder,  horizontal  engines  with  10-in.  by  12-in.  cylinders. 

The  ladder  hoist  for  raising  and  lowering  the  suction,  and  the  spud 
hoist  for  raising  the  spud,  each  have  drums  24  ins.  in  diameter  and  24 
ins.  long.  The  former  is  on  the  starboard,  and  the  latter  on  the  port 
side  of  the  boat.  The  cables  from  these  drums  lead  to  the  roof  and 
thence  out  through  sheaves  to  the  ladder  and  spud.  These  drums  are 
operated  by  the  same  engines  that  oi)erate  the  winding  di'ums. 

Steam  is  supplied  by  four  Heine  safety  boilers  rated  at  250-H.-P. 
each.  These  boilers  have  two  shells  36  ins.  in  diameter  and  19  ft.  4 
ins.  long;  two  water  legs  of  flanged  and  riveted  sheets  held  by  hollow 
stay  bolts;  140  lap-welded  tubes  3^  ins.  in  diameter  and  16  ft.  long^ 
and  one  submerged  movable  mud  drum  in  each  shell.  These  boilers 
are  erected  in  two  batteries  on  the  main  deck  near  the  aft  end  of  the 
boat.  For  each  battery  there  is  one  stack,  68  ins.  in  diameter  and  64 
ft.  high  above  the  grate.  The  feed  water  is  heated  by  passing  through 
a  heater  with  a  shell  3  ft.  U  ins.  in  diameter,  fitted  with  114  cor- 
rugated copper  tubes  1^  ins.  in  diameter  and  78  ins.  long.  This 
heater  is  situated  in  the  center  of  the  boat  between  the  boilers  and  the 


:i7G 


OCKERSON    ON    DREDGES    AND    DREDGING. 


2 
I 


Eh 
< 

QQ 

O 

H 

M 

P 

o 

CQ 
H 

» 
o 

M 

E^ 

< 

>^ 
H 

M 
O 
< 

< 


CO 
6 

Hi 


Q 
S 


JO     109J     'I«J»1 


ire  (N  ©»  ~  N  lO  X  eo  •£  «-  »  X  ©»  o 


^©jxeoiratoi^oifse-ec'i'in 

^^CCOlffOCCOOOCCOCCCCCCCOCO 


'J9)«A\  JO 

^99j  'eaawqosiQ 


■^eoeomcDeo<c»'^oaDOoo-<Jj 


JO  ^aaj  'uoipng 


Wox 


35 


•japuiTiCo 
9jnssaja-Moq 


s 


•japniiXo 
9jnss9Jd-q3iH 


C:  05  «;  »-<  Ol  Oi 


eo3v«x  1-1  X 

0  0500105  0 


"NOJOJ  —  w  eo 


t^  t-r}<0  O:  :C 


0  0  0*05 

gsss 


eoo-^co 
jreeoin-^ 


I  «n  in  in 


.lad  suoiVniOA9'jj 


0«05i-0050«0500iO«i-c'^-^ 


•Xjnoa9ui  JO  sanoni 
'j9sa9paoD  ui  rannoBA 


oscooioooNinecox  oo 


(?>(MO»l>*0«O»0*(M(NO*O«!MC<'N 


•qoui 
9J'Bnbs  jod  spunod 
'9jnss9jd  ui^ajs 


•9;nuim  jad 

9Sp9Jp  JO  :ja9UI9AOUI  pJ^MJO  j[ 


^Oi-*OXl-(Ni-iTfTj<t^OeOCOX 


•9^nuiui  J9d 
suopniOA9.i  'sj9:t:jno  jo  paadg 


t~0«5Mt-t- 
t«^  05  t-^  05 1-1  ci 


S5 
O 
O 


•aox^ons  jo  q^daci        g 


)  (N  0«  1-1  i-c  (N  O 


•jQ'ijBAv  JO  q:>d9Q 


®oxot»«oec 


cDiot-ccxin 


■*  01  O  Ci  C5  TJ<  05 
05  05  1>1  00  t^  t-^  t-^ 


t-eoo  o >nx»c 
ai  ci  ui  iii  m  ^  ^ 


oxoMOino 
j>  r>  i>  o  o  05  o' 


•^S9^  JO  uop^ana 


Soinicoioooiooiooinoo 


!/2 


•  jsa:)  JO  .laqran^ 


—  oiecTj<»o?ct-xo;0'-ioieo-<!j> 


^ 


}8 


ss 

in'eo 

eoeo 

523.3 

501.9 

r/^' 

OTf 

1^ 

«P05 

Ph 

02 

22.8 
23.2 

§S 

©too 

05 

ineo 
03  eo 

»oo 

dx 

oo 

1-1  Tl 

OCKERSON   ON    DREDGES   AND   DREDGING. 


277 


•pUBS 

IQM.  u]  spiOA  JO  aSB^uaajdfi 


eKNWOfMeooiHT-iTMnosiOTf 


'puBS  Xap 
JO  )ooj  oiqno  aad  ^qSia^ 


-^opd^ac^xdindddfijdo* 

MOit-005000i-<05THOOC5i-i 


*<I"'H  'I  J^  'anoq 
aad     padrand     puBg 


^3 


•uin; 
-uao   aad    Xouap^yg 


•spaBO  aojBo 
■ipui  iCq  paansBam 
•puooas  aad  auop  Jiao^ 


^o 


>ocS 


1-1  O  0»  M  -r-l  1-1 


o:  ■^  r>-  Tf  T^  ^ 


m  »n  o  »n  o  ic 
05  Oi  CO  m  1-1  ■* 


l-Il-Ir-id 


OOIOO 
Tf  ci  CD  :o 

CO  O  OV  QO 

§j>aOQD 


•paduind  iBiaa^ 
-Bra  Aq  paansBaiu 
'puooas  aad  auop  siao^ 


fQO*S< 


<OTj<'>»<co-r-i?ceoco(Ni'- 


anoq  aad 
aiBa    'paduind   puBg 


s 

08 

S5  -r 

CO  d" 

©I 


iect-o->s"(NOw*o«->-'Oc; 


t*jin  OTpeoxo^ciiffTHOJco-^oo 


C<!   CO   -^   1-1  TH   TH 


•puBs  JO  aSB^uaoaaj 


Xt-OQ0T}<C0r-ll>O>rSei3i3SO0i 


•puBS  JO  i£;ji:^uBn5 


^jc;aDoc«cxxoc3Ci-ct-ocosot- 

''^.  t^dcJdtc^^iCot-oit-i^Tp 

—  oifs&xci  1-11-1  o»a»no:Dco'* 
-^ot-i-iOirji-iw^asTpxsDJOift 


•puBS  JO  q^dap  uBaK 


•puooas  aad 
'aSaBqosip  jo  ^^^^jpopA. 


•puooas  aad  ^JI:^uBn5 


•padrand 
IBiaa^Bui  JO  i^cjpuBn^ 


^JXQl-li>XO;XOL';0^-eO■*^f5 
ajOiOt-OJOmi-iXt-t-i-iOfM-pH 

2soco'<i<T}'0«Tf<»0'r-i«ooo(Na*04 

-tJ050C205cDi-<i-^i-ie*i^o;xoo 
aji-noisoost-OTtsioeoKsxi-i 

iJi-oect-Tj<inx;c3;w»s»n-*coco 
.ooc<j(Ncot^?o^t--;DO»-~coc<t 

^ai  ~t  OD  to  ^  oi  :£  i-^  i-^  ^  t~  si  K  id 

OOOOSt-OVCiXCiXOiOvOiOSC: 
*3Xt-iM(M'^Xi-iiCX"^i-iT}<i-Ha5 

iJ  -J  d  CO  so  d  in  X  ir;  d  d  X  CO  ^ 
^X»r500^co<nov!j«t-a5icxix 


'i-HfflosiXi-ioxxcoxo       3s 
'  ■<»<  ec  Tj<  eo  eo  Tf  CO  eo  CO  CO  so -^       eo 


•paduind  iBiaa^ 
-Bra   JO   q^dap  uBajc 


^jrti-HifiT^TjiNcot-xxoxicai 
<Di>-rj"Tf»?5x^-g'i-imcosx5ii~ 
a)omJ>wt-o«ocooo<Jo^^(Nw 


s 


•^sa^  JO  pua  'jB 
a3aBq  ui  puBS  puB 
aa:^BAi  jo  q;dap  uBajc 


+it-xeooi>coxocoi~-oot;-Q 

a)sO»nQOinoxoococcico:co 
£T}-C50Xi-t-'*c;^i=K:t--oi-< 

&'HCO©ieoo^eo(^j(^8^*'^^o*»^(^J|^!co 


'%s&i  aaojaq  a9aBq  ui 
aa^BM.  JO  q^dap  uBaH 


^J?o^-xsDe<5•-Ha^eo»ao50^*o*l-| 

ajOii-Hcoa5cct-?cxj>oi>-'^T-<2:S 
^eo-<s'eo-^eoiccOinmTtT»«ir3COT»< 

^ddddddoo~c:00oo 


a 


S 


^ 


•■jsa:^  JO  aaqinnii 


■r-.(M{0-'#mOt-X3iO'^(>JCC'^ 


w 
J 

1— 1 
O 

Ah 
CIS 

TfOS 
lOlO 

rward  movement  of  dredge  per 
■  cards  were  taken.     '  No  indica- 
tely.     «  Cutter  machinery  broke 
'erages.     *  °  In  sand  with  a  small 
s.  4,  6  and  8.      **  Discharge  pipe 

1-1  i-t 

ig 

pump  to  valve  in  barge  =  1  104.5  ft.  Distance  from  end  of  suction  to  pump  =  84.6  ft.  Fo 
engines  =  ^\  ft.    Ratio  of  speed  of  cutters  to  speed  of  cutter  engine  =  ^i  5,     '^  No  indicatoi 

■*  Test  barge  valve  not  completely  open.  "  Test  barge  valve  did  not  close  and  open  comple 
valve  not  completely  open.    »  No  indicator  cards  were  taken.    »  Not  used  in  computing  a\ 

•  *  In  sand  with  a  small  percentage  of  gravel.  "  Average.  '=»  Average,  excluding  tests  No 
ers.      **  Cutters  removed  from  suction. 

ii 

9.9       1  542.9 
9.5       1  277.5 

eoo 
Sua 

116.35       18.45       0.242 
100.22       15.90       0.227 

ii 

«oo 

2.408 
2.350 

*  Distance  from 
revolution  of  winding 
tor  cards  were  taken, 
at  test.    ^  Test  barge 
percentage  of  gravel. 
582  ft.  long,  using  cutt 

0.308 
0.467 

lod 

i-i'^    ' 

278  OCKERSON    ON    DREDGER    AND    DREDGING. 

main  engine.     The  main  Hteam  pipe  in  6  inn.  iu  diauieter,  the  feed  pipe 
4  ins.,  and  the  drip,  blow-off  and  safety  pipes  are  2  ins.  in  diameter. 

The  intake  of  the  sand  i)nmp  in  from  one  pipe  34  ins.  in  diameter, 
enterinjj^  in  the  axis  of  the  pump  at  the  forward  side  of  the  casing. 
This  single  pipe  runs  25  ft.  to  the  forward  bulkhead  and  there 
branches  into  two  pipes,  each  24i  ins.  in  diameter,  which  separate  and 
pass  through  the  bow  of  the  boat  below  the  water-line  9  ft.  ai)art. 
These  two  pipes  turn  to  the  right  and  left  square  along  the  outside  of 
the  bow  and  then  turn  forward  again  and  each  branch  separates  into 
two  pipes  llh  ins.  in  diameter,  which  connect  with  the  suction  head. 
The  whole  is  framed  together  so  that  the  four  pipes,  suction  head  and 
cutters  are  raised  and  lowered  together  as  one  piece.  Instead  of  a 
radial  slip  joint  for  the  suction  pipes,  as  used  on  the  dredges  already 
described,  there  is  a  vertical  flanged  joint  in  the  horizontal  part  of  each 
pipe  next  to  the  bow,  and  the  revolving  pins  that  sustain  the  weight 
of  the  aft  end  of  the  suction  are  placed  in  the  prolonged  axes  of  these 
pipes. 

The  cutter  for  loosening  up  the  material  is  placed  at  the  outer  end 
of  the  suction  head.  It  has  twenty-two  cast-steel  wheel  cutters,  each 
having  four  blades  mounted  on  a  steel  shaft  6|  ins.  square.  This 
shaft  is  driven  by  the  cutter  engine  by  means  of  two  steel  sprocket 
chains,  at  a  rate  of  about  eight  revolutions  per  minute  (see  Fig.  2, 
Plate  XXVI).  The  discharge  outlet  is  on  the  starboard  side  of  the 
casing  near  the  bottom,  and  leaves  the  pump  at  right  angles  to  the 
intake.  After  leaving  the  pump  the  pipe  rises  so  that  the  center  is 
slightly  above  the  axis  of  the  pump,  and  runs  aft  parallel  to  the  side 
of  the  hull  until  it  passes  the  main  engine.  Here  it  bends  over  to  the 
center  line  of  the  hull,  and  the  center  of  the  pipe  drops  about  11  ins. 
below  the  Avater-line  and  runs  straight  aft  under  the  boilers,  through 
the  stern,  where  the  floating  pipe  is  coupled  on. 

The  floating  discharge  pipe  is  1  000  ft.  long,  with  the  usual  rubber 
couplings  at  intervals  of  50  ft.  There  are  pontoon  floats  on  each  side 
of  this  pipe,  U" shaped  in  section,  with  the  flat  side  closed,  and  they 
sustain  the  pipes  in  yokes  which  are  firmly  attached  to  the  floats. 
There  is  a  baffle  plate  at  the  end  of  the  pipe  line. 

The  dredge  is  jjrovided  with  sixteen  hydraulic  piles,  six  of  which 
are  10  ins.  in  diameter  and  38  ft.  long  and  ten  are  6  ins.  in  diameter  and 
25  ft.  long. 
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The  various  parts  of  the  winding  machinery  can  be  handled  and 
moved  bv  means  of  a  5-ton  traveling  crane.  A  traveler  is  also  pro- 
vided, with  which  to  move  the  pump  and  main  engine.  The  repair 
shop  contains  a  screw-cutting  engine-lathe,  a  drill  press,  a  black- 
smith's forge  and  a  full  set  of  tools. 

The  boat  is  equipped  with  one  search  light,  two  arc  lights  and  irX) 
incandescent  lamjis. 

The  weights  of  the  various  parts  of  the  dredge  are  about  as  fol- 
lows: 

Hull 489  500  lbs. 

Main  j^ump  and  engine   105  568  " 

Cutter  engines  and  machinery  45  000  " 

Winding  engines  and  machinery,  with  extras 47  000  "■ 

Air,  feed  and  fire  pumps,  with  extras 11  900  '• 

Electric  plant  engines,  dynamos,  etc 4  275  " 

Heater,  separator  and  filter 21  500  '• 

Derrick,  ladder,  travelers,  tackle  sheaves,  bolsters, 

tools,  etc 44  000  " 

Capstans,  spud,  piping  and  fittings,  deck  fittings, 

etc 42  000 

Discharge  and  suction  pipes  pertaining  to  hull ....      51  300 

Boilers,  stacks,  etc.,  complete .320  000 

Cabin,  complete 180  000 

Spare  parts  for  main  pump,  etc 13  565 


Total  approximate  weight 1  375  608  " 

The  weight  of  the  floating  pipe  line  is  221  477  lbs. 

This  dredge  was  launched  on  February  20th,  1897,  and  the  tests 
were  comjDleted  August  11th,  1897. 

The  results  of  the  efficiency  and  capacity  tests  are  given  in  Table 
No.  5. 

Dredges  Epsilox  and  Zeta. 

The  construction  of  the  dredges  Epsilon  and  Zeta  was  begun  early 
in  January,  1897.  They  were  built  under  contract  with  the  Spring- 
field Boiler  and  Manufacturing  Company,  of  Springfield,  111.  The 
work  done  by  this  company  at  its  own  shops  was  confined  chiefly  to 
the  hulls,  floating  pipe  lines,  boilers,  and  other  plate  work.  The 
pumps,  engines,  etc.,  were  sublet  to  other  manufacturers. 
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The  stipulated  capacity  of  tlieHe  dredges  is  1  000  cii.  yds.  of  ordiu- 
iirv  liver  sand  per  lioiir,  dredged  from  a  maximum  depth  of  15  ft.,  aud 
delivered  through  1  000  ft.  of  floating  pipe. 

The  dredges  are  alike  throughout,  except  that  the  EpsiUm  has  water 
jet  agitators  aud  tlie  Zrhi  has  mechanical  agitators.  The  contract 
l>rice  of  the  Epsihm  is  ^Wl  000,  and  of  the  ZeA/  «;10G  000. 

The  hulls  are  of  steel,  157  ft.  long,  40  ft.  wide  and  7}.  ft.  deep. 
There  is  a  well  at  the  bow  35  ft.  long,  18  ft.  wide  at  the  hull,  and  22| 
ft.  wide  at  the  forward  end.  There  are  two  open  spaces  in  the  hull, 
one  for  the  engine  and  pumps,  and  one  for  the  boiler  and  coal  bunkers, 
All  other  parts  of  the  hull  are  decked  over. 

The  floor  beams  are  12-in.  steel  channels,  25  lbs.  per  foot.  The 
frames  are  3  x  4-iu.  angle  irons,  11  lbs.  per  foot,  and  are  spaced  24  ins. 
between  centers  throughout  the  engine  compartment,  and  30  ins.  for 
the  other  parts  of  the  hull.  There  are  ten  15-in.  I-beam  keelsons,  the 
two  outer  ones  weighing  55  lbs.  per  foot  and  the  others  45  lbs.  per  foot. 
These  keelsons  are  riveted  to  the  floor  beams. 

The  greater  part  of  the  hull  plating  is  f  in.  thick.  The  center 
strake  of  the  bottom  plating,  the  upper  strake  of  the  side  plating  and 
the  bow  end  plates  are  f  in.  thick.  The  deck  plating  is  \  in.  thick. 
The  butts  of  all  outside  plates  are  planed  so  as  to  fit  closely.  The 
longitudinal  seams  are  lapped  2^  ins.  and  single  riveted.  The  plates 
are  butted  on  the  transverse  seams  and  riveted  to  butt  straps  ^  in. 
thicker  than  the  plates. 

The  hull  is  divided  into  eleven  water-tight  compartments  by  two 
longitudinal  bulkheads  and  five  cross  bulkheads. 

The  frames  in  the  engine  and  boiler  pits  are  covered  with  re-in. 
plates.  Special  beams  and  angles  are  provided  for  supporting  the 
machinery. 

The  main  sand  pumj)  is  located  on  the  axis  of  the  hull,  in  the  for- 
ward part  of  the  engine  pit.  It  is  similar  in  form  to  that  on  the 
Gamma.  That  is  to  say,  it  has  a  divided  suction,  consisting  of  two 
24-in.  pipes,  admitting  the  water  on  both  sides  of  the  casing,  and  the 
shaft  of  the  runner  extends  through  the  casing  with  a  bearing  at  each 
side.  The  main  bearings  of  the  pump  runner  are  protected  from  sand 
by  means  of  a  ring  of  water  under  pressure  supplied  by  the  fire  pump. 
The  discharge  is  from  the  bottom  of  the  casing  and  is  32  ins.  in 
diameter.     The  pump  runner  is  5  ft.  9  ins.  in  diameter  and  has  seven 
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blades  11|  ins.  wide  at  the  outer  ends.  It  is  to  be  run  at  a  speed  of 
about  160  revolutions  per  minute.  Pressure-gauges  are  provided  to 
show  the  suction  and  delivery  heads. 

The  main  engines  which  operate  the  pump  aie  connected  to  the 
ends  of  the  shaft  passing  through  the  pump  runner  by  means  of 
flanged  couplings.  There  is  a  tandem-compound  engine  at  each  end 
of  the  shaft,  each  having  cylinders  16  and  26  ins.  in  diameter  and  an 
18-in.  stroke.  The  cranks  are  set  at  right  angles  with  one  another. 
These  engines  are  balanced  in  a  horizontal  direction,  and  automatic 
governors  are  provided  to  regulate  the  speed.  They  are  designed  to 
develop  650  H.  -P.  at  about  180  revolutions  per  minute,  with  a  boiler 
pressure  of  150  lbs.  Plate  XXVII  show^  the  engine  in  place.  The 
engine  sub-bases  connect  with  and  are  bolted  to  the  base  of  the  pump 
casing,  thus  forming  a  common  base  for  the  whole.  Table  No.  6 
shows  the  performance  of  these  engines  on  the  Zeta. 

TABLE  No.  6.— Showing  Results  ot  Tests  or  U.  S.  Dkedge  Zeta, 
AT  New  Madbid,  Mo.,  January,  1898.  Size  of  Engine,  16  Ins.  x 
26  Ins.  x  18  Ins. 


"3 

-6 

Horse-Power. 

« 

o  c 

a 

« 

03 

GO 

»  ® 

I 

g 

if 

AC 
>  > 

O  u 

•=1 

o 
•75  o< 

Series. 

Starboard 
engine. 

Port  engine. 

o 
■.5  s-   . 

3  03  W 

o-e  a 

t 

o 

"^ 

5 

%  du 

(4 

m 

72 

o 

High  P. 

Low  P. 

High  P. 

Low  P. 

H 

« 

Lbs. 

Feet. 

Feet. 

1 

178 

140 

11.9 

28.5 

223 

123 

174 

138 

658 

2 

187 

152 

11.9 

26.5 

238 

119 

207 

178 

742 

3 

182 

152 

11.5 

25.5 

225 

97 

195 

165 

682 

4 

180 

152 

13.5 

28.5 

241 

110 

204 

165 

720 

147 

5 

179 

151 

12.4 

28.5 

2a3 

110 

197 

158 

698 

120 

6 

180 

151 

12.9 

28.5 

231 

115 

191 

154 

691 

135 

7 

179 

146 

14.0 

27.5 

232 

109 

195 

158 

694 

105 

8 

180 

156 

12.9 

28.5 
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149 

15.8 
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Notes. — 

After  taking  Card  No.  1,  the  governor  was  changed  to  a  more  sensitive  position. 

Shaft  broke  outside  of  main  journal  on  starboard  engine  two  minutes  after  cards 
were  taken. 

The  Epsilon  has  a  15-in.  centrifugal  jet  pump  operated  by  a  vertical 
cross-compound  engine  with  cylinders  12  and  22  ins.  in  diameter  and 
with  12-in.  stroke.  The  engine  is  on  the  same  base  as  the  pump,  and 
is  directly  connected  with  a  flanged  coupling.     This  pump  is  on  the 
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atar])oard  nide  at  the  rear  end  of  the  engine  pit.  The  intake,  18  inw.  in 
diameter,  is  on  the  side,  and  the  discharge  pii)e,  15  ins.  in  diameter, 
leaves  the  casing  at  the  bottom  and  leads  to  the  pressure  chamber  at 
the  suction  head  (Fig.  1,  Plate  XXVIII).  Two  boiler  feed  pumps  are 
located  in  the  engine  pit  opposite  the  jet  pump,  near  the  port  side  of 
the  boat.  The  cylinders  arc  8  and  4.\  ins.  in  diameter,  and  the  stroke 
is  10  ina.  There  is  also  a  fire  pump,  with  cylinders  10  and  5  ins.  in 
diameter,  with  a  10-in.  stroke.  These  pumps  are  arranged  with  suit- 
able cut-oflf  valves  so  that  they  can  be  used  together  or  singly,  as  may 
be  desired. 

The  winding  engines  and  the  hoisting  and  hauling  drums  are  loca- 
ted near  the  bow  of  the  boat.  The  hauling  engines  for  controlling 
the  movements  of  the  boat  are  located  one  on  each  side  of  the  bow. 
The  drums  are  42  ins.  long  and  42  ins.  in  diameter,  and  hold  about 
1  200  ft.  of  f-in.  wire  rope  in  two  laps.  Each  of  these  drums  is 
operated  by  an  8  by  8-in.  double-cylinder  engine  provided  with  a 
link  reverse  and  suitable  clutches  and  brakes  giving  fast  or  slow 
motion,  as  may  be  required.  The  suction  hoist  is  situated  a  little  to 
the  port  side  of  the  center  line  of  the  hull.  The  drum  is  14  ins.  long, 
and  42  ins.  in  diameter.  It  is  operated  by  a  double  engine  with  8  by 
8-in.  cylinders.  The  spud  hoist  is  located  just  behind  the  anchor 
spud  and  on  the  starboard  side  of  the  center  line  of  the  hull.  It 
is  also  operated  by  an  8  by  8-in.  double  engine,  and  is  used  for 
raising  or  lowering  the  anchor  spud.  The  drum  is  21  ins.  long  and 
42  ins.  in  diameter.  The  operator  stands  on  an  elevated  platform 
behind  the  winches  and  controls  their  movements  by  means  of  vertical 
levers. 

The  repair  shop  is  located  between  the  operating  room  and  the 
engine  pit.  It  is  provided  with  lathe,  drill  press,  screw"  and  bolt 
cutter,  shaper,  forge  and  an  engine  to  run  the  several  machines.  A 
full  set  of  machinist's  and  blacksmith's  tools  is  also  provided.  In  the 
same  room  is  located  the  engine  and  direct-connected  dynamo,  fur- 
nishing light  for  all  parts  of  the  boat  and  also  a  powerful  search  light 
at  the  bow  and  two  arc  lights  at  the  stern. 

On  the  Zeta  the  jet  pump  is  omitted  and  a  mechanical  agitator  for 
stirring  up  the  material  is  used.  This  agitator  consists  of  a  vertical 
scraper  or  harrow  attached  to  the  front  end  of  the  suction  head  which 
is  given  an  up-and-down  motion  by  means  of  a  bell-crank.     It  is  divi- 
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ded  into  two  parts,  which  are  suspended  in  front  of  the  port  and  star- 
board suctions,  respectively.  A  connecting  rod  or  pitman  extends 
from  each  agitator  back  to  the  rear  end  of  the  well,  where  it  connects 
with  a  second  oscillating  crank  operated  by  an  engine  with  10-in.  by 
14-in.  cylinders.  These  engines  are  connected  through  gearing  to  a 
common  shaft  extending  entirely  across  the  boat.  In  order  to  lessen 
the  danger  of  breakage  from  snags  or  other  solid  obstructions,  a 
shearing  pin  is  provided  at  the  angle  of  the  forward  crank  which  is  so 
arranged  as  to  shear  off  before  sufficient  strain  can  come  on  the  agita- 
tor to  break  it.  Mechanically  considered,  its  movements  are  quite 
satisfactory.  In  the  tests  it  was  demonstrated  that  the  capacity  of 
the  pump  with  this  agitator  was  not  much  over  half  the  capacity  of 
the  pump  with  jet  agitators.  It  will  therefore  be  taken  out,  and  jets 
will  be  put  in. 

Steam  for  the  various  machines  described  above  is  derived  from  six 
boilers  located  near  the  aft  end  of  the  boat.  These  boilers  are  48  ins. 
in  diameter  and  28  ft.  long,  with  three  11-in.  and  two  13-in.  flues,  and 
are  designed  for  a  working  pressure  of  140  lbs.  They  are  arranged  in 
two  batteries  so  as  to  be  operated  separately  or  together.  Each 
battery  has  a  smokestack  44  ins.  in  diameter  and  70  ft.  high.  The 
boilers  are  set  below  the  main  deck  and  rest  on  channel  bars  placed 
across  the  keelsons.  The  feed  water  is  pumped  through  a  heater 
which  receives  the  exhaust  steam  from  the  main  engines.  A  donkey 
boiler,  48  ins.  in  diameter  and  9  ft.  high,  is  also  provided  to  furnish 
steam  for  the  electric  light  and  shop  engines  when  the  main  boilers 
are  not  in  use. 

The  two  suction  pipes  run  forward  from  the  pump  casing,  separat- 
ing gradually  until  12  ft.  apart  at  the  bow.  At  this  point  a  tight 
radial  joint  is  provided,  which  connects  the  pipes  in  the  hull  with  the 
pipes  from  the  suction  head,  and  admits  of  the  vertical  motion  neces- 
sary for  dredging  at  different  depths.  The  suction  can  be  lowered  to 
a  maximum  depth  of  15  ft.  Outside  the  hull  the  two  suctions  are 
framed  together  rigidly  and  are  handled  as  a  single  piece.  The  raising 
and  lowering  is  accomplished  by  means  of  sheaves  and  tackle  attached 
to  a  derrick  frame  located  over  the  forward  end  of  the  suction  well.  A 
straining  frame  is  provided  so  that  when  the  suction  is  lowered  to  a 
suitable  depth  it  can  be  locked  ;  it  thus  relieves  the  tackle  of  the 
weight,  and  maintains  the  suction  at  a  constant  depth.     Each  part 
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of  the  suction  head  is  10  ft.  long,  inaking  the  Huction  20  ft.  wide 
over  all. 

The  Kpsiloti  suction  head  has  a  ])ressure  chamber  on  the  under  side 
at  the  front  end  conuectinfjj  with  the  jet  i)nmp.  Ten  3-in.  jet  nozzles  are 
screwed  into  the  front  side  of  this  pressure  chamber  and  serve  to  loosen 
and  stir  up  the  sand  and  induce  the  flow  of  material  to  the  suction. 

The  discharge  pipe  passes  straight  aft  from  the  pump  between  the 
two  central  keelsons,  and  rests  on  the  floor  beams  for  a  distance  of 
about  52  ft.  From  this  point  it  rises  gradually  for  a  distance  of  22  ft. 
until  the  center  of  the  pipe  is  4  ft.  above  the  bottom  of  the  boat. 
Then  it  runs  horizontally  straight  out  through  the  stern,  projecting 
far  enough  to  couple  on  the  floating  pipe  line.  The  pipe  is  flattened 
out  near  the  pump  casing  so  as  to  depress  it  below  the  water-line  and 
thus  facilitate  priming,  which  is  done  by  using  a  steam  syphon  at  the 
top  of  the  casing.  The  floating  discharge  pipe  is  similar  to  those  pre- 
viously described,  except  that  greater  buoyancy  is  provided,  and  the 
shape  of  the  float  is  somewhat  flatter.  Fig.  2,  Plate  XXVIII,  shows 
some  of  these  pipes  under  construction  and  gives  a  good  idea  of  their 
form.     They  are  built  in  50-ft.  lengths. 

Traveling  cranes  are  provided  for  the  easy  handling  of  the  ma- 
chinery of  the  engine  room  and  the  hoists;  and  there  is  one  steam  cap- 
stan at  each  corner  of  the  dredge.  Steam  syphons  are  provided  for 
all  the  water-tight  compartments.  Six  10-in.  and  ten  7-in.  mooring 
piles  of  the  usual  form  are  provided  for  each  dredge. 

A  velocimeter  is  provided  for  showing  the  velocity  of  flow  in  the 
discharge  pipe.  This  consists  of  two  vertical  tubes  which  pierce  the 
discharge  pipe.  They  are  set  in  the  vertical  plane  passing  through 
the  longitudinal  axis  of  the  discharge  pipe.  About  5  ins.  below  the 
upper  inner  surface  of  the  pipe,  ]-in.  tubes,  6  ins.  long,  are  inserted 
horizontally ;  the  one  nearest  the  pump  being  open  toward  the  pump 
to  receive  the  pressure  of  flow  and  the  other  turned  in  the  opposite 
direction.  The  upper  ends  of  the  vertical  tubes  connect  with  glass 
tubes  attached  to  suitable  scales.  The  difference  in  the  height  of  the 
columns  of  water  in  the  two  tubes,  when  water  is  flowing  through  the 
discharge  pipe,  gives  results  from  which  the  velocity  of  flow  can  be 
deduced. 

Weighing  apparatus,  designed  to  show  the  percentage  of  solid 
matter  passing  through  the  discharge  pipe,  is  also  provided.     To  ac- 
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complish  this,  a  suitable  length  of  the  pipe  is  connected  at  each  end  by 
rubber  thimbles,  which  leaves  the  joints  flexible.  One  end  of  this  pipe 
is  then  supported  by  a  weighing  apparatus  properly  counter-balanced. 
An  indicator  is  located  where  it  can  be  readily  seen  by  the  engineer. 
The  i^ointer  is  set  so  that  it  reads  zero  on  the  dial  when  water  only 
is  jJumiDed.  "When  sand  is  pumped  the  pointer  will  show  on  the  dial 
the  weight  of  the  same  at  any  moment,  and  consequently  the  percent- 
age of  solid  matter. 

Both  dredges  have  cabins,  for  the  protection  of  the  machinery  and 
to  provide  quarters  for  the  crew.  On  the  main  deck  the  house  is  34  ft. 
wide,  113  ft.  long  and  12  ft.  high.  Above  this  is  the  cabin  jDroper, 
32  ft.  wide,  109?  ft.  long  and  9  ft.  high,  built  and  arranged  as  in 
ordinary  steamboat  practice.  There  are  ample  accommodations  for  a 
crew  of  fifty. 

The  weights  of  the  various  parts  of  each  of  these  dredges  are  about 
as  follows:  Hull,  412  388  lbs,;  main  jDump  and  engines,  117  060  lbs.; 
cutter  engine  and  agitator,  Zfta,  25  000  lbs. ;  jet  pump  and  engine 
Eps'don,  19  010  lbs. ;  winding  engines  and  machinery,  33  436  lbs. ;  fire 
and  feed  pumps,  8  100  lbs. ;  heater,  4  925  lbs. ;  electric  plant,  4  200 
lbs. ;  derrick,  A-frame,  travelers,  sheaves,  pipes  and  fittings,  deck  fit- 
tings, capstans,  etc.,  37  500  lbs.;  discharge  and  suction  i^ipes  iDertain- 
iug  to  hull,  Epsllon,  54  447  lbs.;  same  for  Zeta,  51509  lbs.;  boilers, 
stacks,  etc.,  complete,  195  000  lbs.;  cabin,  complete,  120  000  lbs.;  total 
approximate  weight  of  each  dredge,  1  057  118  lbs. ;  weight  of  floating 
pipe  line,  325  000  lbs. 

The  efficiency  tests  of  these  dredges  were  begun  about  the  middle 
of  January.  Owing  to  delays  occasioned  by  high  water  and  some 
minor  modifications  that  were  required,  the  capacity  tests  were  de- 
layed until  the  latter  j^art  of  March,  1898. 

The  results  of  these  tests  are  given  in  Tables  Nos.  7  and  8. 

The  specifications  and  plans  of  all  the  dredges  of  the  Mississippi 
Eiver  Commission  have  been  prepared  under  the  direction  and  sub- 
ject to  the  approval  of  the  Committee  on  Dredges,  consisting  of  Major 
Thomas  H.  Handbury,  CorjDs  of  Engineers,  IT.  S.  A. ;  Henry  Flad.  M. 
Am.  Soc.  C.  E.,  and  B.  M.  Harrod,  Past-President,  Am.  Soc.  C.  E. 

The  dredges  Gamma,  Delta,  Epsilon  and  Zeta  were  constructed 
under  the  direction  of  Captain  H.  E.  Waterman,  Corps  of  Engineers, 
r.  S.  A. 
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Auother  dredge  has  been  designed  for  work  on  the  river  below 
Cairo,  and  the  contract  for  its  construction  has  been  let.  This  will  be 
a  single-pump  dredge,  similar  in  form  to  the  Epi>ilon,  but  will  be  pro- 
vided with  side  wheels  and  propelling  machinery.  The  contract  price 
for  this  dredge  is  894  970. 

Perhaps  the  most  important  feature  of  a  hydraulic  dredge  is  its 
pump.  As  there  is  a  wide  variance  in  practice  as  to  the  form  and  size 
of  i3ump  runners,  it  will  probably  be  interesting  to  show  the  details 
of  the  several  pumps  now  in  use  on  the  Mississij^pi  River.  These  are 
shown  in  the  following  plates  and  figures:  Alpha,  Plate  XXIX;  Beta, 
Figs.  11  and  12;  Gamma,  Plate  XXX;  Delta,  Plate  XXXI;  Epsilon  and 
Zela,  Plate  XXXII. 

The  general  features  of  the  dredges  now  in  use  on  the  Mississij^pi 
Eiver  below  Cairo  are  summarized  in  Table  No.  9. 

Two  dredges  for  use  on  the  Mississippi  River  between  the  Missouri 
and  Ohio  Rivers  are  now  under  construction  and  are  practically  com- 
pleted. They  were  designed  and  constructed  under  the  direction  of 
Major  Thomas  H.  Hand  bury.  They  will  be  ready  for  use  during  the 
next  low-water  season.  It  is  expected  that  a  navigable  channel  6  ft. 
deep  can  be  maintained  with  these  dredges,  aided  by  the  temporary 
jetties  and  the  jet  dredge. 

The  hulls  of  these  dredges  are  of  steel,  160  ft.  long  and  40  ft.  wide, 
with  6j  ft.  dejDth  of  hold.  Their  working  draft  will  be  about  31  ft. 
The  framing  of  the  hulls  consists  of  12-in.  channels  weighing  25  lbs. 
13er  foot  for  floor  beams;  side  frames  3  x  4-in.  angles,  11  lbs.  per  foot, 
riveted  to  web  of  floor  beams.  The  above  frames  are  spaced  12  ins. 
in  the  engine  and  boiler  pit,  and  30  ins.  through  the  remainder  of 
the  hull.  There  are  10  keelsons,  running  the  entii-e  length  of  the 
boat,  made  of  15-in.  steel  I-beams.  The  outboard  beams  weigh 
55  lbs.  per  foot  and  the  intermediates  45  lbs.  per  foot.  Each  keelson 
is  riveted  to  each  floor  beam.  The  center  strake  of  the  bottom  plating 
is  f  in.  thick,  the  other  strakes  being  -i%  in.  thick.  The  deck  plating 
is  \  in.  thick.  The  upper  strake  of  the  side  plating  is  f  in.  thick,  and 
the  other  side  plates  are  --^  in.  thick.  The  hull  is  divided  into  11 
water-tight  compartments. 

Each  dredge  is  provided  vAih.  two  centrifugal  pumps  with  a  single 
suction  in  the  axis  of  the  pump  discharging  from  the  lower  side  of  the 
casing.     The  suction  is  20  ins.  in  diameter  and  the  discharge  at  the 
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puiMlt  is  tlH>  saiii(>  (liiimeter,  l)iit  is  expauded  to  24  ins.  at  the  discharj^e 
l)ipe.  The  casiug  of  the  piuup  is  48  ins.  iu  diameter  and  28  ins.  across 
the  inside.  It  is  provided  with  liners  which  can  bo  renewed  when 
worn.  The  pump  runner  is  48  ins.  in  diameter  and  is  provided  witli 
three  reversed-curve  arms.  The  ends  of  these  arms  are  fitted  with 
detachable  extension  plates  made  of  mild  steel.  An  adjustal)le  thrust 
bearing  is  provided.  A  water-jet  is  connected  with  the  main  bearing 
to  keep  out  the  sand  and  grit  when  the  pump  is  running. 

Each  pump  is  operated  by  a  direct-connected,  horizontal,  com- 
l)ound,  non-condensing  engine.  These  engines  are  designed  to  run  200 
revolutions  per  miniite  and  develop  300  H.-P.  at  a  boiler  pressure  of 
140  lbs.  This  speed  is  to  be  regarded  as  the  average  work  of  the 
engine,  and  is  expected  to  maintain  through  the  suction  and  discharge 
pipes  the  velocity  necessary  to  carry  at  least  20%  of  sand  and  80%  of 
water  nnder  a  maximum  head  of  30  ft. 

A  Jet  pump  is  provided  with  each  main  pump  which  serves  to  loosen 
lip  the  material  at  the  end  of  the  suction  and  thus  facilitate  its  passage 
into  the  suction  pipe.  The  jet  pump  has  two  high-pressure  cylinders 
8  ins.  in  diameter,  two  low-pressure  cylinders  12  ins.  in  diameter,  and 
two  water  plungers  12  ins.  in  diameter;  all  having  10-in.  stroke.  The 
capacity  of  the  pump  is  1  200  galls,  i^er  minute  against  a  water  press- 
ure of  65  lbs.  when  running  compound  under  a  steam  pressure  of  150 
lbs.  These  pumps  discharge  through  8-in.  pipes  terminating  in  three 
bronze  nozzles  Ih  ins.  in  diameter,  theii*  extremities  radiating  to  a  dis- 
tance of  about  30  ins.  apart  and  just  beneath  the  suction  of  the  main 
2)ump. 

Steam  is  supplied  by  six  boilers  of  the  Mississippi  River  steamboat 
type.  These  boilers  are  48  ins.  in  diameter  and  28  ft.  long,  and  each 
shell  contains  five  11-in.  flues.  They  are  made  of  marine  steel  of  60  000 
lbs.  tensile  strength,  and  in  all  respects  conform  to  the  rules  of  the 
Board  of  Supervising  Inspectors.  They  are  designed  for  a  w^orking 
pressure  of  140  lbs.  j^er  square  inch.  The  boilers  are  arranged  in  two 
batteries,  with  three  boilers  in  each,  w^hich  are  connected  by  one  30-in. 
steam  drum  and  two  15-in.  mud  drums.  The  steam  connections  are 
so  arranged  that  one  or  both  batteries  can  be  used  at  will.  There  are 
two  smokestacks  42  ins.  in  diameter  and  70  ft.  high.  The  boilers  are 
supplied  by  two  feed  i3umps  with  outside-packed  plungers  4^  ins.  in 
diameter  and  10-in.  stroke. 
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The  boilers  and  machinery  rest  ou  X-beani  keelsons,  the  hull  being 
left  open  for  the  space  occupied  by  these  parts.  The  remainder  of 
the  hull  is  decked  over  with  steel  plates.  A  vertical  anchor  spud  is 
placed  near  the  bow  of  the  hull. 

The  main  suction  pipes  are  suspended  from  a  derrick  frame  and  are 
raised  or  lowered  as  required  by  winches,  so  that  each  suction  can  be 
operated  independently.  The  suction  head  opening,  or  end  of  the 
suction  pipe,  is  20  ins.  high  by  120  ins.  long.  The  inner  end  of  the 
suction  works  on  a  hinge  and  slip  joint. 

There  is  one  24-in.  tank-steel  discharge  pipe  for  each  jDump.  Each 
of  these  pipes  is  attached  to  the  fixed  sections  in  the  hull  by  a  horizontal 
swivel  joint  which  admits  of  swinging  the  pipe  out  sidewise.  The  pipes 
are  in  lengths  of  24  ft. ,  and  each  length  is  floated  on  a  steel  pontoon  with 
pointed  ends,  the  pipe  being  attached  to  the  float  at  the  middle  joint 
in  such  a  way  that  the  pontoons  lie  parallel  with  the  current  when  the 
pipes  are  deflected  to  one  side.  Each  discharge  pipe  is  500  ft.  long, 
the  several  joints  being  connected  together  with  rubber  gaskets.  The 
first  joint  is  connected  to  the  fixed  joint  at  the  stern  of  the  dredge  by  a 
heavy  rubber  coupling  3  ft.  8  ins.  long. 

In  operating  the  dredge,  two  iron  piles  are  set  on  line  with  the  cut, 
and  the  dredge  is  attached  to  them  by  two  f-in.  wire  cables  1  200  ft. 
long.  The  dredge  end  of  each  of  these  cables  is  attached  to  a  winch 
having  a  42-in.  drum.  These  winches  have  double  engines  and  are 
geared  so  as  to  give  speeds  from  \  in.  to  7  ins.  per  second.  The  dredge 
is  pulled  ahead  as  rapidly  as  the  dredged  material  can  be  taken  through 
the  pipes,  which,  of  course,  varies  with  the  depth  of  material  handled. 

The  electric  light  plant  consists  of  one  4  000  candle-power  search 
light,  two  2  000-candle-power  arc  lights,  and  seventy -five  16-candle- 
power  incandescent  lights.  The  dynamo  is  a  110-volt  machine  of  the 
Western  Electric  pattern,  operated  by  a  horizontal,  single  expansion 
7  x  10-in.  engine. 

A  cabin  provides  ample  quarters  for  officers  and  crew,  and  a  ma- 
chine shop  gives  facilities  for  repairs. 

Deedge  Ram. 

In  the  fall  of  1893  the  dredge  Ram  was  completed  by  the  Bucyrus 
Steam  Shovel  and  Dredge  Company,  for  use  in  keeping  open  the  chan- 
nel from  the  Mississippi  River  into  the  Red  and  Atchafalaya  Rivers. 
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It  was  built  under  tlio  clirection  of  Captain  John  MilliH,  CorpH  of  Engi- 
neers, U.  S.  A.  This  tlrcdgo  cost  :B()0  500.  The  capacity  is  about  300 
cu.  yds.  of  muil  per  hour,  delivered  through  300  ft.  of  pipe.  It  is 
provided  with  propelling  machinery  such  as  commonly  used  on  stern- 
wheel  steamboats.  The  hull  is  95  ft.  long,  27  ft.  beam  and  7.\  ft.  deej). 
It  is  built  of  long-leaf  yellow  pine.  It  has  two  longitudinal  and  two 
transverse  bulkheads,  dividing  the  hull  into  nine  water-tight  compart- 
ments. The  dredging  pump  is  an  Edwards  centrifugal,  with  15-in. 
suction  and  discharge.  The  intake  is  from  the  starboard  side  and 
the  discharge  from  the  bottom  of  the  casing.  The  pumjD  is  run 
through  a  belt  connection  by  a  horizontal,  compound- condensing 
engine.  The  cylinders  are  14]  and  20  ins.  in  diameter,  with  a  stroke 
of  20  ins. 

This  dredge  can  work  in  any  depth  up  to  30  ft.  It  is  so  arranged 
that  material  can  be  discharged  on  either  side  at  will.  A  vertical 
anchor  spud  is  provided  in  the  stern  of  the  boat,  on  which  it  swings 
by  means  of  kedge  anchors  laid  out  from  either  side  of  the  bow  and 
maneuvered  by  winding  drums.  In  this  way  a  wide  cut  can  be  made 
by  swinging  the  cutters  from  side  to  side. 

The  cutter  and  suction  is  supported  by  an  ^-hame,  the  inner  legs 
of  which  are  j^ivoted  to  the  sides  of  the  bow.  The  frame  is  raised  or 
lowered  with  wire  rope  tackle  attached  at  the  ujDper  end  to  suitable 
shears  and  operated  by  winding  drums.  The  cutter  is  a  conical  steel 
casting  with  eight  steel  blades  forming  a  cutter  24  ins.  in  diameter  at 
the  end  and  54  ins.  in  diameter  at  the  base.  This  cutter  is  at  the 
outer  extremity  of  a  5-in.  steel  shaft,  which  is  revolved  by  gear  wheels 
at  the  bow  of  the  boat,  and  operated  by  a  sprocket  wheel  and  chain. 
The  suction  proper  starts  at  the  base  of  the  cutter. 

The  propelling  engines  have  15-in.  cylinders  and  a  52-in.  stroke. 
There  is  a  combined,  duplex  air  and  feed  pumj)  and  condenser,  with  lo- 
in, steam  cylinder,  7-in.  air  cylinder  and  10-in.  stroke.  Fire  and  bilge 
pumps  are  also  provided. 

The  cutter  shaft  and  winding  drums  are  operated  by  a  pair  of 
auxiliary  engines,  the  cylinders  of  which  are  9  ins.  in  diameter  and  12- 
in.  stroke.      The  drums  are  worked  by  sejDarate  clutches. 

Steam  is  supplied  by  two  main  boilers  16  ft.  long  and  60  ins.  in 
diameter.  Each  shell  has  74  3-in.  tubes  and  a  corrugated  furnace 
flue  40  ins.  in  diameter  and  72  ins.  long. 
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The  boat  is  lighted  throughout  by  electricity.  There  is  a  donble- 
deck  cabin  which  provides  ample  accommodations  for  the  crew  and 
l^rotects  the  machinery. 

This  boat  has  been  quite  successful  from  the  start.  During  the 
low-water  season  of  1S94  she  dredged  265  000  cu.  yds.  of  material  at 
a  cost  of  a  trifle  over  4^,  cents  per  yard.  The  material  was  largely 
mud  and  clay.  The  material  is  generally  delivered  through  about  50 
ft.  of  pipe  suspended  from  a  derrick  and  attached  to  the  boat,  as 
shown  in  Plate  XXXIII,  from  which  a  good  general  idea  of  this  boat 
can  be  obtained. 

It  has  also  been  used  with  considerable  success  in  building  levees. 
It  is  estimated  that  under  favorable  conditions  a  levee  10  ft.  high  can 
be  built  at  a  cost  of  about  6  cents  per  cubic  yard. 

Mexge  Deedges. 

In  1888  two  dredges  of  the  elevator  type  were  procured,  one  for 
use  in  Yicksburg  harbor  and  one  for  the  mouth  of  the  Eed  River. 
These  were  called  the  Menge  and  the  Pali-  TJte. 

In  actual  work  the  Menge  has  dredged  4  000  cu.  yds.  in  10  working 
hours.  This  dredge  cost  about  S18  000.  The  Pah-  Ute  has  about  half 
the  above  capacity  and  cost  810  000.  These  dredges,  as  generally 
equipx)ed,  deliver  the  dredged  material  into  dump  scows  which  are 
towed  to  the  desired  point  and  dum]3ed.  In  some  favorable  situations 
the  material  is  delivered  through  sluice  boxes  supported  on  barges. 
These  dredges,  if  properly  constructed,  are  very  successful  when 
oj)erated  in  soft  material. 

At  the  mouth  of  the  Red  River  the  efficiency  of  propeller  wheels 
and  stern-wheel  boats  has  been  thoroughly  tried  in  removing  the 
sediment  and  keej)ing  the  channel  open.  Under  favorable  conditions 
some  good  results  have  been  obtained  in  this  way ;  but  on  the  whole, 
it  is  generally  conceded  to  be  a  very  poor  makeshift. 

Dbedge  Bay  ley. 

The  dredge  G.  W.  R.  Bai/ley  was  built  by  Carroll  cN:  Company^ 
of  Pittsburg,  for  use  in  South  Pass.  It  arrived  at  Port  Eads  in  the 
fall  of  1877.  This  boat  is  constructed  of  iron  throughout.  The  hull 
is  about  200  ft.  long  over  all,  32  ft.  wide,  and  10  ft.  depth  of  hold. 
With  fuel  on  board,  it  draws  about  5  ft.  of  water.    It  is  self-propelling 
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by  meauH  of  side  wheels  25  ft.  in  diainotor,  with  l)U(!ketH  11  ft.  long. 
These  wheels  are  oi)orato(l  by  two  engines  with  21-in.  cylinders  and 
7-ft.  stroke.  The  boat  is  i)rovided  with  a  rudder  at  each  end  to  ob- 
viate the  necessity  of  turning  when  dumi)ing  or  returning  to  the  cut. 

This  dredge  has  a  centrifugal  i)umi)  of  the  Andrews  Cataract  j)at- 
tern,  with  a  runner  6  ft.  in  diameter  and  3  ft.  wide,  mounted  on  an  8- 
in.  steel  shaft.  It  is  operated  by  two  independent  condensing  engines, 
placed  forward  of  the  pumj),  having  24-in.  cylinders  and  20-in.  stroke. 
The  wrought-irou  suction  pipe  is  27  ins.  in  diameter.  This  suction 
operates  in  a  recess  4  ft.  wide,  and  25  ft.  in  length,  located  at  the 
stern  of  the  boat.  It  connects  with  the  pipe  in  the  boat,  just  above 
the  bottom  plating  and  near  the  pump,  by  means  of  a  joint  which  ad- 
mits of  a  deflection  of  30"^  from  the  axis  in  any  direction.  The  lower 
end  of  the  suction  is  curved  and  flattened  out  to  a  width  of  4  ft.,  and 
is  armed  with  a  steel  scraper.  The  suction  is  supported  on  a  flat  plate 
resting  on  the  sand  to  prevent  the  scraper  from  cutting  too  deep.  This 
scraper  takes  in  a  slice  of  sand  about  8  ins.  deep  and  4  ft.  wide.  A 
stream  of  water  of  about  half  the  above  depth  and  the  same  width 
enters  the  suction  at  the  same  time. 

The  movable  i)art  of  the  suction,  when  in  operation  in  26  ft.  of 
water,  stands  at  an  angle  of  about  35  degrees.  When  not  in  use  it  is 
lifted  above  water,  under  the  extension  of  the  main  deck,  the  end  pro- 
jecting about  15  ft.  aft  of  the  stern  x^ost.  The  discharge  pipe  is  30 
ins.  in  diameter  and  is  arranged  so  that  the  spoil  can  be  deposited 
in  the  spoil  bins  on  board,  or  delivered  on  either  side  of  the  boat 
through  pipes  swung  from  derricks.  There  are  four  boilers,  42  ins.  in 
diameter  and  26  ft.  long,  with  four  flues  in  each. 

The  four  spoil  bins  stand  forward  of  the  engines.  They  are  60  ft. 
long,  19  ft.  wide  and  about  20  ft.  deep,  and  have  a  capacity  of  about 
512  cu.  yds.  of  dredged  material.  These  tanks  are  filled  in  about  7 
minutes,  when  the  suction  is  raised  and  the  boat  proceeds  to  the 
dumping  ground.  Two-thirds  of  the  available  time  is  occupied  in  un- 
loading. Overflow  gates  are  provided  so  as  to  allow  the  water  to 
escape  while  the  sand  settles  to  the  bottom,  thus  insuring  a  greater 
load  of  solid  matter.  In  a  working  day  of  13  hours  the  average 
amount  of  solid  matter  removed  is  1  309  cu.  yds.  The  tanks  are  divi- 
ded into  compartments,  each  of  which  terminates  in  a  hopper  having 
a  4-ft.  opening  through  the  bottom  of  the  hull.     These  openings  are 
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TAliLE    No.    10.— SuMMAiu'    of    Dredgincj    Operations,    Mississirpi 

OF 


Place  and  date. 


Island  No.  40(211  L). 

August  31st  to  September  24th.  1896. 
Island  No.  34  (179  R), 

September  25th  to  30th,  1896 

Osceola  Bar  (164.5  R). 

September  30th  to  October  9th,  1896. 
Hathaways  Lower  Crossing  (102  L), 

October  9th  to  15th.  1896   

Cherokee  Crossing  (89  R),  second  time, 

October  15th  to  24th.  1896 

Lower  Point  Pleasant,  Mo.  (?9.5  R^ 

October  25th  to  November  3d,  1896  . . 
Cherokee  Crossing  (89  R),  third  time, 

November  4th  to  13th.  1896 

Cherokee  Crossing  (89  R).  first  time, 

September  5th  to  28th.  1896 

Upper  Point  Pleasant.  Mo.  (79  R), 

September  29th  to  October  23d,  1896. 
Compromise  Bar  (77  L). 

October  24th  to  November  loth,  1896. 
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closed  by  valves  operated  by  hydraulic  jacks  with  a  capacity  of  about 
12j  tons.  The  sand  is  washed  out  of  the  tanks  by  means  of  two  jets 
in  each  hopper. 

The  capacity  of  the  dredge  when  delivering  the  material  as  de- 
scribed is  about  350  cu.  yds.  per  hour.  If  the  material  is  simply  deliv- 
ered overboard,  the  capacity  is  about  1  000  cu.  yds.  per  hour.  When 
dredging,  the  boat  moves  down  stream,  with  the  suction  lowered,  at 
the  rate  of  about  2^  miles  per  hour. 

This  dredge  cost  about  ^150  000.  It  was  designed  by  Jas.  B.  £ads, 
M.  Am.  Soc.  C.  E. ,  for  the  special  purpose  of  working  in  deej)  rough 
water  with  strong  currents.  ^  This  boat  is  now  over  twenty  years  old, 
but  is  still  serviceable. 

The  foregoing  descriptions  cover  a  fleet  of  eight  hydraulic  dredges 
of  large  capacity  and  five  other  dredges,  all  of  which  are  now  available 


*  See  "  The  Mississippi  Jetties,"'  by  E.  L.  Corthell,  M.  Am.  Soc.  C.  E. 
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ErvER  Between   Caieo  and  Memphis.     During    Low-Water  Season 
1896. 
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*  Capsizing  of  pipes  delayed  the  work  224^^  hours. 
+  114^  hours.  / 

78     hours.  -Repairs  due  to  breaking  of  runner  of  main  pump. 

91     hours.  ) 

for  use  in  improying  the  low-water  nayigation  of  the  Mississippi 
Eiver.  The  dredge  Alpha  has  been  operated  for  three  seasons,  the 
Beta  for  two  seasons,  and  the  Gamma  and  Delta  for  one  season.  They 
have  all  demonstrated  the  practicability  of  moving  economically  im- 
mense quantities  of  material  in  a  short  space  of  time.  They  have  also 
shown  that  good  navigable  channels  can  be  opened  through  the  reefs 
that  obstruct  navigation. 

As  far  as  the  machines  themselves  are  concerned,  they  seem  to 
meet  the  requirements  fully.  The  value  of  these  dredges  as  aids  to 
navigation  depends  far  more  on  the  j^roper  location  and  direction  of 
the  cuts  to  be  made  than  on  the  efficiency  of  the  machinery.  Exj^er- 
ience  may  show  that  in  some  cases  the  dredges  can  be  made  more 
efficient   by   filling  side  chutes   and   thus   throwing  the   water  into 
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ono  fhauuel,  rather  than  attomi)tinf?  to  cular^c  oii<>  of  the  chan- 
nels by  (Iredgiu^  out  the  material.  It  may  also  be  foiiud  desirable 
in  somc^  cases  to  discharge  the  material  at  tlu;  sides  of  the  proi)08ed 
channel  rather  than  to  deliver-  it  at  a  distance  through  lon^  discharge 
pipes. 

As  has  already  been  stated,  the  volume  of  material  rolled  along  the 
bottom  is  so  great  as  to  far  out^veigh  the  greatest  possible  capacity  of 
any  dredge.  To  those  who  are  not  familiar  with  this  phenomenon  it 
will  seem  incredible  that  a  dredge  with  a  capacity  of  over  1  000  cu. 
yds,  per  hour  may  be  operated  for  days  and  leave  scarcely  a  trace  of 
the  cut.  Or,  on  the  other  hand,  if  the  cut  has  been  so  located  as  to 
meet  the  requirements  of  the  current,  a  channel  will  be  scoured  out 
and  an  amount  of  material  removed  which  would  probably  exceed 
the  capacity  of  the  dredge  many  times.  It  is  by  no  means  certain 
that  the  channel  will  always  follow  the  line  of  the  cuts.  It  some- 
times happens  that  after  some  days  of  diligent  dredging,  a  channel 
develops  Avithout  assistance  on  a  line  quite  remote  from  the  dredged 
cuts. 

Whatever  is  done  during  one  low- water  season  is  generally  obliter- 
ated by  the  succeeding  high  water.  The  successful  location  of  a  cut 
during  one  low- water  season  does  not  necessarily  imply  that  a  similar 
location  during  the  following  season  will  give  like  results.  In  fact,  a 
new  problem  is  presented  by  each  bar  every  season. 

In  a  stream  of  this  character  it  is,  of  course,  extremely  diflBcult  to 
determine  in  a  particular  case  just  what  share  of  the  channel  should 
be  credited  to  the  dredging  and  what  proportion  to  natural  causes. 
Enough  bars  have  been  dredged,  however,  to  fully  demonstrate  that 
the  dredging  at  least  induces  the  scour  which  eventually  results  in  a 
wide  and  deep  channel. 

During  the  low- water  season  of  1896  there  were  eight  bars  between 
Cairo  and  Memphis  which  obstructed  navigation.  Channels  were  suc- 
cessfully opened  through  all  of  them  except  one,  which  was  aban- 
doned on  account  of  an  extraordinary  change  in  the  river  which  shifted 
the  channel  from  the  right  to  the  left  bank.  One  of  the  most  interest- 
ing of  these  bars  is  shown  in  Figs.  13,  14,  15  and  16.  Fig.  13  shows 
that  one  day  before  dredging  there  was  barely  a  7-ft.  channel  between 
the  upper  and  lower  pools.  The  broken  lines  enclose  the  area  where 
the  dredging  was  done.     The  controlling  depth  in  this  area  was  6  ft. 
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Fig.  14,  two  (lays after  droclging  was  completed,  shows  the  two  j^ools 
counecteil  by  a  good  9-ft.  cbauuel  with  11  ft.  of  water  for  the  greater 
part  of  the  leugth.  Fig.  15  shows  the  conditions  seventeen  days  after 
dredging.  The  cut  has  deepened  and  an  11-ft.  channel  from  pool  to 
pool,  and  13  ft.  nearly  all  of  the  way  through,  is  found.  Fig.  Ifi 
shows,  in  a  forcible  way,  the  magpitude  of  the  natural  movement  of 
sand  bars.  Thirty-three  days  after  dredging,  the  channel  was  found 
to  be  about  500  ft.  below  the  cut  opened  by  the  dredge.  The  site  of 
the  dredged  channel,  which  in  Fig.  15,  only  sixteen  days  earlier, 
showed  13  ft.  of  water,  now  has  barely  4  ft.  The  9-ft.  channel,  how- 
ever, still  remains,  although  it  has  drifted  down  stream.  This 
change  occurred  during  a  rapid  rise  at  the  end  of  the  low- water  season 
of  1896. 

A  summary  of  the  dredging  operations  during  the  season  of  1896 
is  given  in  Table  No.  10. 

The  following  table  shows  the  cost  of  operating  the  two  dredges 
during  the  low-water  season  of  1896: 

Labor $16  237.06 

Subsistence 3  386 .  67 

Fuel 8  051 .  73 

Oil 242.39 

Miscellaneous  engineers'  supplies 176.43 

Mates'  supplies 94.73 

Eepairs 855 .  41 

Lighting  suj^plies 114.58 

Miscellaneous 113 .  94 

Total $29  272.94 

This  only  covers  the  cost  of  operation  at  the  several  bars,  and  does 
not  include  the  cost  of  repairs  prior  to  the  beginning  of  work,  the 
expenses  incurred  while  waiting  developments  in  the  stage  of  river 
to  see  whether  further  work  was  necessary  or  not,  nor  the  cost  of 
moving  to  winter  quarters.  These  items  amount  to  $12  953.23,  giv- 
ing a  total  for  the  season  of  $42  226.17. 

During  the  low-water  season  of  1897  four  dredges  were  at  work  on 
the  bars  below  Cairo.  The  cost  of  operating  them  is  given  in  the 
table  on  page  306. 
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Cost  ov  Opkrating  Dkedgeh  During  Low-Water  Season  or  1807. 

Labor Ji526  704.53 

Tuol 13  474.23 

Subsisteuce 7  580.99 

Liibiieauts 970.79 

Li^litiiip:  Hujiplies 215 .  05 

Miscellaueous  supplies 1  527 .  79 

Office  sui^plies 145 .  10 

Hire  of  tow  boats  for  moving  iDlant 10  115 .50 

Preparation  and  moving  into  field 3  269 .  44 

Moving  to  winter  quarters  at  end  of  season  . .  4  637 .  03 

Cost  of  inspection  and  supply  boat 10  554 .  75 

Cost  of  o^jerating  two  survey  boats 8  674.10 

Total ^87  875.30 

Fig.  17  shows  a  conspicuous  sand  bar  at  Lazelles,  some  82  miles 
below  Cairo.  When  the  survey  of  this  bar  was  made,  just  before 
dredging,  the  distance  from  the  9-ft.  depth  in  the  upper  pool  to  the 
same  depth  in  the  lower  pool  was  1  400  ft.  At  that  time  the  amount 
of  excavation  required  to  make  a  9-ft.  channel  250  ffc.  wide  at  the 
datum  stage  was  61  000  cu.  yds.  The  dredge  Gamma  was  at  work  on  this 
bar  ten  days,  and  the  actual  dredging  time  was  one  hundred  and 
seventy-eight  hours.  Taking  the  capacity  of  the  dredge  as  800  cu.  yds. 
per  hour  gives  the  total  amount  dredged  as  142  400  cu.  yds.  Thirty- 
one  days  after  the  dredging  was  completed  there  was  a  10-ft.  channel 
clear  through  the  reef,  except  for  a  distance  of  about  225  ft.  where 
the  depth  was  only  8  ft.  (see  Fig.  18).  Seventy-six  days  after  the 
dredging  was  completed  the  channel  was  found  to  be  350  ft.  wide  at 
the  narrowest  point,  over  1  000  ft.  wide  for  more  than  nine-tenths  of 
the  length,  and  with  a  least  depth  of  9  ft.,  and  an  average  depth  of 
11  ft.  (see  Fig.  19). 

At  Hathaw^ays,  about  104  miles  below  Cairo,  the  surveys  showed 
a  very  ragged  7-ft.  channel  before  dredging.  One  and  a  half  days 
after  dredging,  a  narrow  9-ft.  channel  connected  the  upper  and  lower 
pools,  and  a  clear  8-ft.  channel  350  ft.  wide  extended  across  the  bar. 
Thirty  days  later  the  channel  w^as  found  to  be  12  ft.  deep  and  800  ft. 
wide  with  the  excej^tion  of  a  narrow  shoal  at  the  lower  end. 
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At  Beef  iHland,  211  inileH  V)elow  Cairo,  the  (channel  was  deepened 
2  ft.  ill  (nw  Inmdrod  and  six.  lioiirs  of  actual  dred^inj^  by  the  dredge 
Del/'i,  ill  spite  of  the  presence  of  many  Huuken  logs  and  HnagH. 

At  President's  Island,  just  below  Memphis,  the  dredge  Delta  was 
employed  in  opening  a  channel  through  a  reef  which  was  causing 
much  trouble  to  navigation.  In  the  bed  of  the  river  in  this  locality 
there  is  a  considerable  quantity  of  conglomerate  rock  and  lignite  to 
be  found.  The  mechanical  agitators  of  the  DelUi  were  therefore  put  to 
a  very  severe  test.  One  solid  piece  3^  x  4^  ft.  was  caught  in  the 
cutters  (see  Figs.  1  and  2,  Plate  XXIV).  It  had  to  be  broken  into 
small  pieces  to  dispose  of  it.  When  work  began  there  was  barely  a 
5-ft.  navigable  channel  across  this  bar.  After  fifteen  days'  work,  dur- 
ing which  period  much  time  was  lost  in  clearing  the  cutters  of  debris, 
leaving  only  eighty  hours'  actual  dredging  time,  a  9-ft.  channel  100 
ft.  wide  and  1  300  ft.  long  was  completed.  This  channel  remained 
intact  throughout  the  season,  although  a  wider  channel  broke  through 
the  bar  lower  down. 

During  the  low-water  season  of  1897  channels  were  dredged  through 
fifteen  bars  lying  between  Cairo  and  Graves  Bayou,  248  miles  below. 
A  view  of  a  dredge  at  work,  showing  the  pipe  line  and  the  discharge 
against  the  bafHe  plate,  is  shown  in  Plate  XXXV. 

There  were  bars  that  obstructed  navigation  below  Graves  Bayou, 
as  far  down  as  Arkansas  City,  435  miles  below  Cairo,  and  one  bar 
even  below  Natchez,  710  miles  below  Cairo.  The  dredging  plant, 
however,  was  too  small  to  cover  more  than  the  250  miles  from  Cairo 
southward.  The  total  number  of  obstructing  bars  below  Cairo  during 
the  low- water  season  of  1897,  where  the  navigable  depth  Avas  less  than 
8  ft.,  probably  did  not  exceed  twenty-five.  Estimating  each  of  these 
bars  at  2  000  ft.  in  length,  the  result  is  an  aggregate  of  about  9|  miles 
of  bad  navigation  in  a  total  length  of  1  060  miles  of  river  from  Cairo 
to  the  Gulf  of  Mexico,  or  less  than  1%  of  the  length. 

Estimating  the  average  depth  of  cut  required  as  4  ft.  and  the  width 
at  250  ft.,  gives  the  total  amount  of  material  to  move  as  1  852  OOO 
cu.  yds.  To  remove  this  amount  in  ten  days  would  require  eight 
dredges  running  the  full  time  without-  interruption.  Table  No.  8 
shows  that  only  about  half  of  the  time  is  utilized  in  actual  dredging. 

These  bars  do  not  all  develop  at  the  same  time,  and  they  do  not 
necessarily  develop   at  the   same  places   during   successive  seasons. 
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There  are,  howt'ver,  certain  general  localities  tliat  luivc^  l<>u^  been 
recognized  hj  steamboatmen  as  liable  to  develop  bad  navigation  dur- 
ing any  low-water  season.  Now  and  then,  even  these  places  })ass 
through  a  season  without  develojnng  any  serious  obstructions,  and  at 
such  times  dredging  below  Cairo  will  be  unnecessary.  Seasons  hav- 
ing good  navigation  throughout  are,  however,  not  fre([uent. 

Dredging  operations  will,  in  the  main,  be  contined  to  the  same 
general  localities  from  year  to  year,  although  wrecks,  snags  and  bank 
erosions  may  occasionally  develop  new  bars  that  will  require  dredging. 

The  season  of  1895  was  one  of  extraordinarily  low  water.  At  one 
time  during  that  season  there  were  thirty-seven  crossings  between  St. 
Louis  and  Cairo,  where  the  water  was  6  ft.  or  less  in  depth.  During 
ordinary  seasons  about  as  much  dredging  would  be  required  between 
St.  Louis  and  Cairo  to  secure  a  9-ft.  channel  250  ft.  wide  as  is  re- 
quired below  Cairo  for  a  similar  channel.  The  supply  of  water  above 
Cairo  at  extreme  low  stages  is  too  limited  to  readily  admit  of  9-ft. 
channel  depths.  The  requirements  of  river  traffic  on  this  reach  would 
be  satisfied  fairly  well  by  7  or  8  ft.,  and  it  is  doubtful  whether  these 
depths  can  be  materially  exceeded  by  means  of  dredges  or  other  tem- 
porary devices  at  an  expense  justified  by  the  value  of  the  results 
obtained. 

It  is  evident  from  the  foregoing  that  the  problem  of  keeping 
navigation  open  in  the  Mississippi  River  during  the  low-water  season 
is  very  far  from  being  a  simple  one.  The  magnitude  of  the  plant 
described  is  sufficient  evidence  that  strenuous  efforts  are  being  made 
to  "improve  and  give  safety  and  ease  to  the  navigation"  of  the 
river,  and  the  experience  gained  thus  far  justifies  the  belief  that  these 
efforts  will  be  successful. 

The  writer  is  indebted  to  General  John  M.  Wilson,  M.  Am.  Soc. 
C.  E.,  Chief  of  Engineers,  U.  S.  A.;  to  the  Mississippi  Eiver  Commis- 
sion, to  Major  Thos.  H.  Handbury,  Captain  H.  E.  Waterman  and  other 
officers  of  the  Engineer  Corps,  for  free  access  to  records  and  drawings. 
He  is  also  indebted  to  his  associates,  engaged  in  the  improvement  of 
the  river,  for  valuable  assistance  in  the  preparation  of  drawings  and 
tabulated  data. 
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DISCUSSION. 


B.  L.  CROSBi',  M,  Am.  Soc.  C.  E. — The  si^eaker  has  had  a  great  deal  Mr.  Crosby, 
of  serious  trouble  with  deposits  caused  by  anchoring  barges  in  the 
current,  and  although  his  experience  has  been  on  the  Missouri  rather 
more  than  on  the  Mississippi,  yet  the  lower  Missouri  may  be  consid- 
ered as  virtually  the  same  river. 

The  author  states  that  it  is  a  well-known  fact  that  a  barge  anchored 
in  shallow  water  will  very  soon  cause  the  sediment  to  deposit,  but 
does  not  say  that  it  will  be  formed  under  the  barge — it  is  always  formed 
immediately  down  stream  from  it.  In  the  speaker's  opinion,  that 
would  be  the  result  with  any  deflector — that  the  point  of  trouble  would 
be  simply  transferred  to  a  point  a  little  further  down  stream. 

When  a  long  barge  is  anchored  in  shallow  water,  the  material 
scoured  out  at  the  bow  is  sometimes  deposited  at  its  stern,  so  that  the 
barge  is  aground  at  the  stern  and  in  deep  water  at  the  bow. 

Edward  FiiAD,  M.Am.  Soc.  C.  E. — The  speaker  agrees  entirely  with  Mr.  Flad. 
the  conclusion  reached  by  Major  Harrod,  that  the  water- jet  agitator  is 
a  more  efficient  and  a  better  machine  than  the  mechanical  agitator,  for 
the  conditions  under  which  the  dredges  Epsilo)i  and  Zeta  are  ordinarily 
required  to  operate.  Referring  to  the  tests  of  these  dredges,  the  author 
states  that  it  was  demonstrated  therein  that  the  capacity  of  the  pump 
with  the  mechanical  agitator  was  not  much  over  half  the  capacity  of 
the  pump  with  the  jet  agitator.  The  speaker  disputes  that  statement. 
He  was  present  during  all  the  tests  of  these  two  dredges,  and  acted  as 
engineer  for  the  contractor  during  the  period  of  the  detail  designing 
and  testing  of  both  dredges.  At  first  sight,  judging  from  the  report  of 
the  tests,  the  author's  conclusions  might  seem  warranted,  but,  taking 
into  consideration  the  conditions  under  which  these  tests  were  made, 
his  conclusions  are  entirely  wrong.  The  two  dredges  were  turned  over 
to  the  Government  at  the  same  time  to  be  tested,  and  the  Epsilon,^ff]i\Q]i 
was  provided  with  the  water-jet  agitator,  was  tested  first;  the  result 
being  757  cu.  yds.  of  sand  per  hour.  The  contract  requirement  was 
1  000  cu.  yds.  of  sand  per  hour,  and  the  contractor  was  much  disap- 
pointed at  the  result  of  the  first  test,  because  he  had  anticipated  that 
the  dredge  would  pump  2  000  or  3  000,  or,  perhaps,  4  000  cu.  yds.  per 
hour.  A  second  test  was  made  and  showed  714  cu.  yds.  of  sand  per 
hour,  which  was  likewise  unsatisfactory. 

The  tests  were  made  by  attaching  to  the  end  of  the  dredge  a  barge, 
into  which  the  material  was  pumped;  then  the  water  was  withdrawn 
and  the  sand  was  measured.  It  was  observed  that  the  sand  which  waie 
being  pumped  was  very  fine  and  contained  a  large  number  of  mud 
lumps.  It  was  therefore  concluded  that  this  was  the  cause  of  the 
reduced  capacity,  and,  as  the  contract  provided  that  the  test  should 
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Mr.  Klad.  bo  iiuulo  under  avcrafjc  conditionK  and  with  avcraj^^c  river  sand,  it  was 
vorv  properly  decided  that  tlui  dredge  sliould  bo  inovod  to  some  other 
locatiou.  Auothor  part  of  the  district,  near  New  Madrid,  was  chosen, 
where  a  very  good  average  river  sand  was  obtained. 

All  these  tests  were  made  under  conditions  which  were  calculated 
to  develop  the  highest  capacity  of  the  dredges.  Everything  was  run 
at  the  highest  speed.  The  dredges  wore  pulled  ahead  on  wire  cables 
with  as  groat  a  speed  as  possible. 

The  first  test  in  the  new  location  showed  1  712  cu.  yds.  per  hour, 
and  the  next  2  800  cu.  yds. ;  the  next  3  100  cu.  yds.  Five  tests  in  all 
were  made  on  this  good  material.  In  determining  the  average  capacity 
of  this  dredge  the  first  two  tests  were,  of  course,  properly  omitted, 
because  the  material  was  not  what  the  contract  called  for.  The  average 
of  the  last  five  tests  was  2  500  cu.  yds,  per  hour,  which  was  very  satis- 
factory. 

After  these  tests  on  the  Epsiloit  were  finished,  those  on  the  Zeto 
were  commenced.  During  this  time  the  water  had  been  rising,  and  it 
was  necessary  to  move  the  Zeta  into  Avhat  is  called  a  high-water  sand 
bar,  which  is  largely  filled  with  drift,  logs  and  lignite,  and  is  a  very 
hard  material  for  any  dredge  to  handle — and  especially  severe  for  a 
dredge  provided  with  a  mechanical  agitator.  However,  as  the  con- 
tractor was  anxious  to  complete  his  test  and  get  his  money,  he  agreed 
as  to  the  location — the  only  one  available  at  that  time.  The  first  test 
showed  1  878  cu.  yds.  per  hour,  which  was  thought  to  be  a  fairly  good 
showing,  the  contract  requirement  being  1  000  cu,  yds.  The  next  test 
showed  only  1  300  cu,  yds.  It  was  soon  found  that  the  dredge  was 
working  in  a  bed  of  brush  and  logs,  and  there  was  a  great  deal  of  diffi- 
culty in  going  ahead.  Forcing  the  dredge  to  any  excessive  or  even  rea- 
sonable speed,  resulted  in  breaking  the  shearing  pin  of  the  agitator. 
However,  these  tests  were  sufficiently  satisfactory  to  the  contractor, 
because  they  were  in  excess  of  his  contract  requirements,  and  he 
raised  no  serious  objection  to  them.  The  average  result  of  the  five 
tests  w^as  1  364  cu.  yds.  -pev  hour. 

In  order  to  enable  one  to  compare  the  relative  value  of  the  two  ma- 
chines the  tests  should  have  been  made  under  the  same  or  similar  con- 
ditions. Now,  as  the  tests  of  the  Epsilon,  with. the  w^ater-jet,  were 
made  under  very  favorable  conditions  for  a  high-capacity  test,  and 
those  of  the  Zetd  were  made  under  perhaps  the  most  unfavorable  con- 
ditions, it  was  entirely  improper  to  compare  the  relative  capacity  on 
those  tests.  The  speaker  believes  that  the  author  does  not  realize 
the  conditions  under  which  the  tests  were  made,  because  he  was  not 
there  at  the  time. 

He  further  states,  in  reference  to  the  mechanical  agitator,  "It  will 
therefore  be  taken  out,  and  jets  will  be  put  in. "  He  is  mistaken  in  that 
statement.     The  government  officer  in  immediate  charge  decided  that 
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lie  would  like  to  remove  the  mechanical  agitator,  and  his  views  were  Mr.  Flad. 
presented  to  the  local  members  of  the  Commission  at  St.  Louis.  They 
considered  the  question,  and  came  to  the  conclusion  that,  in  place  of 
removing  the  mechanical  agitator,  they  would  install,  in  addition 
thereto,  the  water-jet  agitator,  which  was  the  plan  originally  contem- 
plated in  the  construction  of  the  dredges.  In  fact,  the  mechanical 
agitator  was  so  designed  that  the  water-jet  agitator  could  be  used  in 
conjunction  with  it  or  as  a  substitute  for  it,  and  at  the  time  the  dredges 
were  being  constructed  it  was  urged  upon  the  Commission  that  they 
install  the  jet  agitator  in  addition  to  the  mechanical  agitator. 


314     CORRESPONDENCE  ON  DREDGES  AND  DREDGING. 

CORRKSPONDKNCE. 


Mr.  Harro.i.  B.  M.  Hakwod,  Pjist-rrosident,  Am.  Soc.  C.  E.— This  ]m\H'v  is  of 
miicb  interest  as  a  full  and  accurate  description  of  a  new  and  ini- 
l)(>rtant  development  of  engineering  work. 

The  method  of  dredging  now  in  use  on  the  alluvial  parts  of  the 
Mississippi  River  has  arisen  from  the  inadequacy,  when  applied  there, 
of  methods  which  have  been  more  or  less  successful  on  streams  of 
different  character  and  of  smaller  dimensions. 

The  great  specific  gravity  of  the  material  of  the  bars,  which  is 
mostly  a  clean  silica  sand,  and  the  distance  it  would  have  to  travel  in 
suspension  before  reaching  a  jjool  in  which  it  could  settle  down  harm- 
lessly, make  any  method  which  proposes  merely  stirring  np  the  sand, 
and  trusting  to  the  current  to  remove  it,  quite  ineffective. 

The  successful  results  which  have  been  obtained  with  sj)urs  and 
dikes  in  improving  the  navigation  of  smaller  streams  are  both 
doubtful  and  costly  on  a  river  with  the  characteristics  and  dimensions 
of  the  Mississippi.  The  bars  naturally  form  in  the  wider  reaches,  at 
the  node,  or  reversion  point,  between  two  bends.  The  banks  at  such 
places  are  frequently  a  mile  or  more  apart,  and  the  bar,  with  a  5-ft. 
crest,  has  a  width,  between  the  contours,  of  satisfactory  depth  for 
navigation  (8  to  10ft.),  which  must  be  connected  through  the  inter- 
vening shoaler  water  of  a  third  or  half  a  mile. 

While  the  bars  reappear  annually  in  about  the  same  neighborhoods, 
the  changes  of  location  are  suflScient  to  render  resurveys  necessary 
each  year  at  the  approach  of  low  Avater;  and  since  the  bars  and  the 
natural  channels  through  them — generally  the  latter — may  shift  up  or 
down  during  the  season,  these  surveys  must  be  continued  until  the 
autumnal  rise  brings  relief. 

The  same  bars,  or  groups  of  bars,  do  not,  from  year  to  year,  present 
the  same  relative  degree  of  obstruction  to  navigation.  A  bar  which 
in  one  year  limits  the  navigable  dejjth  of  the  river  to  5  ft.,  may,  in 
the  next,  have  8  or  10  ft.  over  it,  and  the  trouble  be  transferred  to  a 
neighboring  locality  which,  in  the  previous  year,  presented  few  or  no 
obstructions. 

The  drop  during  the  falling  stages  is  apt  to  be  rapid,  and  in  a 
week's  time  the  entire  barge  and  through  commerce  of  the  river  may 
be  arrested.  The  improvement  of  the  bars  should,  therefore,  begin 
within  the  least  possible  time  after  the  river  has  reached  a  stage  that 
will  allow  the  making  of  surveys  necessary  for  the  location  of  the 
work,  and  the  work  should  be  of  a  character  that  will  admit  of  very 
rapid  application,  extension  and  results. 

If  it  is  attempted  to  meet  these  difficult  conditions  with  spurs  or 
dike  work,  it  is  quite  evident  that  jDre^Daration  must  be  made,  at  each 
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bar,  for  building  several  dikes,  each  of  Avhicli  may  require  to  be  of  Mr.  Hanod. 
great  length;  that  similar  preparations  must  be  made  at  many  bars; 
that  the  character  of  these  works  must  be  temporary  or  portable;  and 
that  such  preparations  involve  the  providing  of  an  immense  plant  of 
tow-boats,  barges  and  pile-drivers,  and  a  very  large  force,  in  order  to 
supply  material  and  erect  extensive  structures,  at  many  places,  and 
within  a  very  short  time.  All  this  is  absolutely  necessary  for  a  satis- 
factory low-water  improvement  of  the  Mississippi  by  spur  or  dike 
work;  and  even  then,  from  the  shifting  character  of  the  bed  and  banks 
of  the  Great  River,  it  does  not  promise  to  be  more  j^ermanent  than 
dredging. 

On  the  other  hand,  it  is  quite  practicable,  and  the  writer  believes 
it  will  be  found  less  expensive  and  more  reliable,  to  have  a  fleet  of  such 
a  number  of  dredges  that  one  could  be  in  waiting,  during  the  falling- 
stages  of  the  river,  at  each  bar  where  there  might  be  reason  to  appre- 
hend trouble,  ready  to  go  to  work,  if  necessary,  whenever  a  depth  of 
not  more  than  12  ft.  or  15  ft.  was  found. 

During  the  progress  of  this  work  several  interesting  problems 
have  arisen.  One  concerns  the  relative  efficiency  of  the  cutter  and  jet, 
for  disintegrating  and  delivering  the  material  to  the  suctions.  Of 
course,  in  any  tenacious  material,  such  as  clay,  the  cutter  is  indis- 
pensable; but  it  is  clearly  established  that  in  the  loose  sand  which 
almost  exclusively  forms  the  bars  of  the  Mississippi,  the  jet  is  equally 
effective,  delivering  as  large  a  percentage  of  solid  material  to  the 
pump,  while  it  costs  less,  weighs  less,  and  requires  less  power  to 
operate.  It  is  also  less  liable  to  accident  than  the  cutter  ;  for  when 
other  material  than  sand  is  found  it  is  either  an  embedded  drift  log,  a 
boulder  of  concrete  gravel,  or  some  other  solid  object,  which  no  ma- 
chinery can  deal  with.  From  around  and  under  these  the  jet  removes 
the  sand,  allowing  them  to  drop  below  the  bottom  of  the  cut. 

An  additional  dredge  is  now  under  construction  which  Avill  be  pro- 
vided with  the  means  of  self  propulsion,  by  which  addition  it  is  hoped 
to  largely  dispense  with  the  services  of  a  tender  in  moving  the  dredge 
from  bar  to  bar.  Although  the  arrangements  for  moving  the  dredge 
while  at  work  on  a  bar  are  already  very  efficient,  it  is  hoped  that  this 
operation  may  also  be  facilitated. 

Experiments  are  soon  to  be  made  with  a  side  delivery  pipe,  from 
100  to  200  ft.  long,  instead  of  from  the  stern  through  1  000  ft.  of  float- 
ing pipe  which  is  generally  necessary  to  reach  the  lower  pool.  The 
cut  made  through  the  bar  is  not  usually  in  the  exact  thread  of  the  cur- 
rent, and  there  is,  therefore,  generally  an  up-stream  and  down-stream 
side  to  the  artificial  channel.  It  appears  that  if  the  excavated  material 
could  be  delivered  on  the  down -stream  side,  it  would  either  be  taken 
away  from  the  cut  by  the  current,  or,  if  it  remained  where  deposited, 
would  act  as  a  training  dike,  and  serve  to  increase  the  natural  scour 
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Mr  iianod.  in  tln'  cluuincl.     The,  saviug  would  he   iu  tlio  iucreaHed  outi)ut,  with 
the  less  friction  in  tlie  shorter  pipe. 

In  ordinary  caHes  the  immediate  result  of  openiuf^  a  channel 
tlirt)Uj;h  a  bar,  either  bv  dikes  or  <b*edf>:es,  has  been  to  draw  down  the 
upper  pool,  and  increase  the  obstruction  of  the  bar  above;  but  owing 
to  the  dimensions  of  the  Mississippi,  the  great  low-water  discharge, 
the  slight  fall,  the  distance  between  bars,  the  capacity  of  the  interven- 
ing i)ools,  and  the  small  relative  increase  of  channel  section  reciuired 
for  improvement,  there  seems  to  be  no  reason  for  anticij^ating  such 
results.  If  realized,  there  is  no  reason  why  they  should  be  more 
intense  with  dredge  than  with  dike  work. 

It  is  true  of  this  work,  as  it  is  of  all  engineering  work,  that  the 
degree  of  success  is  quite  dependent  upon  the  judgment  with  which 
the  artificial  channels  are  located.  It  is  certain  that  the  highest  de- 
gree of  skill,  knowledge  and  judgment  is  required  in  the  engineer  to 
whom  this  part  of  the  work  is  entrusted.  To  what  he  has  acquired 
in  the  schools  must  be  added  a  close  knowledge  of  the  physics  of  the 
Mississip2)i  River,  which  can  only  be  acquired  by  experience,  and  also 
the  trained  eye  and  judgment  of  the  pilot.  He  must  detect  any  nat- 
ural jDreference  of  route  across  the  bar  which  the  river  may  have;  he 
must  know  how  this  can  be  developed,  or  modified,  to  meet  the  de- 
mands of  navigation,  and  must  anticipate  what  movements  or  changes 
may  occur,  either  from  natural  causes  or  as  the  result  of  dredging,  to 
threaten  or  favor  his  project. 

When  this  method  of  low-w^ater  improvement  was  first  adopted, 
the  study  of  the  subject  was  almost  exclusively  intrusted  to  the  late 
Henry  Flad,  Past  President,  Am.  Soc.  C.  E.,  who  brought  to  it  his  large 
experience,  great  ingenuity  and  intense  power  of  application.  The 
first  boat  was  built  very  largely  on  his  plans.  It  contained  several 
experimental  features,  and  after  these  were  subjected  to  a  process  of 
selection  and  elimination,  there  remained  the  solid  parts  which,  practi- 
cally unchanged,  have  entered  into  all  the  later  constructions,  as 
described  by  the  author.  To  Colonel  Flad,  perhaps,  more  than  to  any 
one  else,  is  due  the  success  of  hydraulic  dredging  as  apj^lied  to  the 
sand  bars  of  the  Mississii3iDi  River. 

Mr.  Le  Conte.  L.  J,  Le  Conte,  M.  Am.  Soc.  C.  E. — This  excellent  paper  is  a  very 
welcome  contribution  to  the  knowledge  of  river  works,  and  announces 
good  news  in  the  way  of  very  important  steps  taken  in  the  direction 
of  speed  and  economy  in  accomplishing  the  great  j^i'oblem  of  main- 
taining good  low-water  navigation,  at  a  moderate  annual  expense. 

The  engineering  troubles  mentioned  are  on  a  stupendous  scale,  as 
compared  with  those  encountered  on  ordinary  rivers,  but  are,  never- 
theless, quite  similar  to  those  experienced  on  all  rivers  having  a  large 
amount  of  sandy  bed  flow.  Each  year,  as  the  flood  waters  subside, 
and  the  low-water  stage  approaches,  the  wide  sheets  of  shallow  water, 
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passing  over  the  crests  of  the  reefs,  begin  to  subdivide  into  channels,  Mr.  Le  Conte. 
more  or  less  marked,  the  locns  naturally  selected  being  at  places  where 
the  material  on  the  reef  happens  to  be  more  easily  eroded  than  else- 
where. Should  several  channels  develop  across  the  reef,  with  no 
particular  difference  as  to  depth  or  width,  the  Judgment  of  the  en- 
gineer is  often  sorely  taxed  to  tell  which  one  of  the  number  to  select 
for  improvement.  On  one  hand,  free  navigation  demands  a  reason- 
ably straight  crossing,  while  on  the  other,  experience  shows,  and  it 
too  often  happens,  that  the  square  crossing  at  right  angles  to  the 
general  trend  of  the  river,  is  nevertheless  the  easiest  and  most  reliable 
channel  to  improve.  This  abnormal  position  arises  from  the  natural 
fact  that,  as  a  rule,  the  lightest  material  is  generally,  if  not  always, 
deposited  at  the  up-stream  flank  of  the  reefs.  All  an  engineer  can  do, 
in  such  tentative  works,  is  to  study  and  cautiously  follow  in  the  foot- 
steps of  natural  erosion  as  the  waters  subside.  To  do  otherwise  would 
be  courting  humiliation  and  wasting  money. 

The  Long  scraper  mentioned  by  the  author  has  been  used  with 
success  on  the  upper  rivers  in  California  in  deepening  chutes  across 
gravel  bars;  but  in  the  lower  rivers,  having  wide  sandy  crossings,  the 
use  of  the  scraper  has  not  been  a  success. 

The  temporary  wing  dams  mentioned  by  the  author  are  certainly 
very  important  inventions,  which  will  undoubtedly  be  of  great  value 
in  the  general  conservancy  of  low-water  navigation.  They  are  capable 
of  doing  a  vast  amount  of  work  in  a  short  space  of  time,  the  main 
points  to  be  considered.  The  practical  application  must  be  tempered 
with  much  judgment,  however,  otherwise  new  bars  will  be  developed 
by  the  disturbance  of  the  level  of  the  pool  waters,  and  the  new  bars 
created  may  require  a  large  amount  of  unexpected  work. 

Tree-dams,  referred  to  in  the  paper,  constitute  a  very  cheap  and 
effective  means  of  improvement;  the  up-stream  ends  or  butt-ends 
being  anchored  down  on  the  line  of  the  dam.  Such  dams,  of  course, 
last  for  the  season  only,  as  a  rule,  and  are  washed  out  by  the  following 
flood  waters;  but  in  some  cases  it  is  practicable  to  build  them  on  the 
making  side  of  the  bar,  and  thus  the  useful  life  of  the  dam  may  be  pro- 
longed many  years  by  making  small  annual  extensions. 

The  writer  is  particularly  interested  in  these  important  dredging 
results,  inasmuch  as  he  has  been  closely  associated  with  hydraulic 
dredging  plants  at  the  Oakland  harbor- works,  California,  since  1883. 
His  first  paper  on  this  subject  was  read  before  the  Society  on  Decem- 
ber 5th,  1883.*  Since  that  date  every  imaginable  variety  of  "cutter" 
has  been  tried  with  more  or  less  success  in  its  particular  line  of  duty. 
The  hydraulic  jet  admits  of  wide  application,  and  is  eminently  suited 
to  bring  about  the  complete  disintegration  of  all  classes  of  material, 
except  rock  and  tough  rubber-like  blue  clay. 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xiii,  p.  9. 
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Mr.  LrX'onte.  There  is  a  great  variety  iu  the  style  of  c(»ntrifuf^al  pumps  iu  use, 
and  this  variation  in  practice  is  dne  chiefly  to  la(rk  of  compre- 
hension on  the  part  of  those  who  may  ])e  called  clean-water  pum]) 
men  in  contradistinction  to  the  dred^^e-pumj)  men.  The  former  al- 
ways insist  on  the  use  of  small  runners  at  high  speed,  whereas  ex- 
perience shows,  that  for  dredging  work  large  runners,  with  faces  as 
wide  as  the  diameter  of  the  suction  pipe,  and  moderate  speed  give 
the  best  results  with  lowest  costs  for  wear  and  tear.  As  soon  as  the 
water  column  becomes  heavily  charged  with  material,  sand  particu- 
larly, the  element  of  friction  is  developed  enormously,  which  fact 
weighs  heavily  against  the  use  of  small-sized  pumj^s.  Again,  dredged 
material  is  notoriously  full  of  all  kinds  of  foreign  matter,  and,  as  a 
rule,  all  that  which  enters  the  suction  pipe  must  pass  through  the 
pump.  Any  attempt  to  intercept  the  same  by  straining  devices  will 
surely  end  in  failure  due  to  clogging.  The  exception  is  in  the  case  of 
stone,  which  can  be  caught  in  a  depressed  trap.  The  reverse- curved 
arms  have  been  used  in  the  Australian  dredges  built  by  George  Hig- 
gins,  M.  Inst.  C.  E.,  and  are  highly  spoken  of.  The  runners  of  the 
larger  ones  are  8  ft.  in  diameter,  and  have  developed  unusually  high 
efficiency  at  moderate  speed,  a  matter  of  great  moment  for  dredging. 
Mr.  Wheeler.  W.  H.  Wheeler,  Esq. — Reference  has  been  made  in  the  paper  to 
the  removal  of  shoals  in  rivers  by  a  mechanical  system  of  erosion,  and 
the  transport  of  the  material  eroded  by  the  action  of  the  water;  a  de- 
scription of  some  of  the  devices  which  have  been  used  from  time  to 
time  for  this  purpose  being  given.  The  author's  conclusion  appears 
to  be  that  none  of  these  machines  has  satisfactorily  answered  the  pur- 
pose for  which  it  was  intended. 

Having  spent  a  great  deal  of  time  in  experimenting  and  investigat- 
ing the  best  means  of  applying  the  transporting  power  of  water  to  the 
deepening  and  improvement  of  river  channels,  the  writer  is  pleased 
to  have  the  opportunity  of  stating  the  results  at  which  he  has  arrived. 

It  is  a  matter  of  common  observation  that  all  rivers  during  land 
floods  are  charged  with  a  large  quantity  of  alluvial  matter  which  is 
carried  to  the  sea  in  suspension;  and  their  turbid  condition  then  is 
practical  evidence  of  the  ability  of  water  to  transport  material.  At 
other  seasons,  when  the  water  flows  away  to  the  sea  comparatively 
clear,  there  is  a  waste  of  energy  when  there  are  shoals  in  the  bed  of  a 
river  which  require  to  be  removed,  or  where  the  channel  can  be  im- 
proved by  being  deepened. 

Flowing  water  has  generally  a  large  amount  of  undeveloped  power, 
and  glides  over  shoals  without  exercising  the  erosive  action  due  to  the 
velocity  at  which  it  is  running.  A  very  slight  cause  will  lead  to  the 
disturbance  of  the  particles  of  which  such  shoals  are  composed,  and 
will  place  them  in  suspension  in  the  water.  This  latent  i^ower  may, 
therefore,  be  changed  into  active  energy  by  mechanical  erosion  and 
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diflfusion,  and  thus  the  river  may  be  made  the  agent  for  its   own  im-  Mr.  Wheeler, 
provement. 

It  is  unnecessary  to  enlarge  on  the  capability  of  flowing  water  to 
transport  material,  as  this  subject  is  fully  dealt  with  in  the  chapter  on 
the  transporting  jjower  of  water,  in  "Tidal  Rivers."* 

An  investigation  of  the  various  machines  which  had  been  invented 
for  the  purpose  of  mechanical  erosion  led  the  ^^Titer  to  the  following 
conclusions:  These  machines  failed  either,  (1)  in  completely  churning 
up  the  material  and  incorporating  it  with  the  water;  (2)  in  reducing 
the  particles  to  a  sufficient  degree  of  fineness  to  allow  them  to  remain 
in  suspension  after  being  once  set  in  motion;  or  (3)  by  creating  a  false 
current,  in  the  vicinity  of  the  machine,  which  carried  away  larger 
particles  than  the  normal  velocity  of  the  stream  could  hold  in  suspen- 
sion, and  these  particles,  therefore,  settled  in  the  channel  as  soon  as 
they  got  beyond  the  sj^here  of  the  increased  current.  Harrows  and 
similar  devices  fail  to  fulfill  the  first  and  second  conditions,  and  screws 
of  steam  boats,  which,  under  certain  conditions  have  been  found  of 
use  in  disturbing  and  breaking  up  shoals,  come  under  the  third  con- 
dition. 

The  type  of  eroder  evolved,  after  a  series  of  experiments  with 
models  of  various  shapes  and  designs,  consists  of  a  cone-shaped 
cutter,  having  a  number  of  steel  blades  fastened  vertically  on  the  -pe- 
riphery.  This  cutter  is  attached  to  the  end  of  a  vertical  shaft  con- 
nected by  bevel  gearing  with  another  shaft  carried  on  a  horizontal 
ladder  working  in  a  well  in  the  center  of  a  barge,  and  driven  by  a 
steam  engine  on  board.  The  ladder,  which  is  hinged  at  the  uj^per  end. 
rises  and  falls  as  required  in  order  to  adjust  the  cutter  to  the  depth  of 
water  in  which  it  is  working.  The  barge  is  warped  forward  and  side- 
ways by  chains  running  on  winches  worked  by  the  engine.  The  cutter 
w-orks  against  a  fall  of  from  2  to  3  ft.,  and,  as  material  is  detached  by 
it  from  the  shoal,  the  pieces  are  rai)idly  rolled  round  and  round  by 
the  centrifugal  current  created  by  the  cutter,  and  rubbed  against  the 
face  of  the  shoal  until  the  particles  are  reduced  to  a  size  of  sufficient 
fineness  to  be  carried  away  by  the  current.  By  this  means  the  cutter 
automatically  adjusts  the  size  of  the  particles  to  the  velocity  of  the 
stream,  the  j^articles  not  flowing  away  until  they  are  capable  of  remain- 
ing in  susj^ension  in  water  having  a  less  velocity  than  that  of  the  stream 
into  which  they  are  discharged.  If  the  current  has  a  low  velocity,  say 
1  mile  an  hour,  the  particles  continue  to  be  rolled  about  in  the 
vortex  at  the  cutter  until  they  are  reduced  to  a  size  of  1  000  to  2  000 
to  a  lineal  inch.  The  cutting  of  the  face  of  the  material  to  be  removed 
is  more  due  to  the  disintegrating  efi'ect  of  the  small  jneces  of  soil  being 
continually  rubbed  against  it  by  the  centrifugal  current  than  to  actual 

*  ••  Tidal  Rivers.  Their  Hydraulics.  Improvement  and  Navigation,"  by  W.  H. 
Wheeler. 
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Mr  whcrirr  ('oiitiict  witli  tlit>  hliiilcH  of  the  {•ntt(M*.  Tlio  iniitoi'ial  thus  pla<M'(l  iu 
snspeusion  has  Ix'ou  oarriod  to  sea  for  a  (listan(;e  of  several  miles  with- 
out any  redeposit  iu  the  ehanuel. 

This  eroder  gives  the  best  results  when  workiug  in  shoals  of  alluvial 
matter  or  in  clay.  Iu  sand  shoals  the  particles  are  too  larj^e  to  remain 
iu  suspension  in  the  channel  after  leaviuf^"  the  eroder.  The  machine, 
however,  has  been  successfully  used  in  deepening  shoals  consisting 
princiijally  of  coarse  sand  and  shells  mixed  with  gravel.  In  this  case, 
the  disturbance  caused  by  the  eroder  set  the  finer  i)articles  iu  motion 
and  mixed  them  with  the  flowing  water,  the  coarse  sand  and  gravel 
dropping  to  the  bed  of  the  channel,  which,  for  the  purpose,  was  ex- 
cavated to  a  greater  depth  than  that  required  for  navigation. 

A  machine  made  on  the  principle  here  described,  and  placed  on  a 
steel  barge  built  for  the  purpose,  has  been  successfully  at  work  for  the 
last  eight  years  in  removing  shoals  of  alluvial  matter  which  make  up, 
from  time  to  time,  in  certain  parts  of  a  tidal  navigable  river  which  the 
writer  has  under  his  charge.  Owing  to  the  position  of  these  shoals 
and  the  difficulty  in  removing  the  material,  the  cost  used  to  amount 
to  about  18  pence  per  cubic  yard.  With  the  eroder  in  use,  the  cost 
has  been  reduced  to  1  penny  per  cubic  yard.  In  other  parts  of  the 
same  river  shoals  consisting  of  compact  beds  of  clay,  mixed  in  some 
places  with  chalk,  and  in  others  with  peat,  have  been  eroded  and  cleared 
away  to  depths  varying  from  1  to  5  ft.,  at  a  cost  of  from  1^  pence  to  2 
pence  per  cubic  yard  measured  iti  situ. 

The  eroder  commences  working  on  these  shoals  on  the  ebb  tide,  as 
soon  as  the  water  has  fallen  sufficiently  to  allow  the  ladder  to  reach 
the  bottom. 

It  is  not  contended  that  such  a  machine  is  adapted  to  rivers  of  the 
magnitude  of  the  Mississippi,  or  in  situations  w  here  the  amount  of 
work  to  be  done  warrants  an  outlay  on  a  large  plant.  In  such  cases, 
suction  dredges,  fitted  with  cutters  and  delivering  into  hoppers,  to  a 
certain  extent  fulfill  the  same  purjiose  as  an  eroder,  as  the  smaller 
particles  of  material  disturbed  by  the  cutter  either  float  away  directly 
in  the  stream  or  in  the  effluent  water  from  the  hoppers.  For  this  rea- 
son, when  there  is  sufficient  current  and  the  river  water  is  not  in  a  turbid 
condition,  the  more  the  cutters  disintegrate  the  material,  the  greater 
will  be  the  proportion  of  it  transported  by  the  stream,  and  the  less  the 
proportion  to  be  carried  by  the  hoppers.  It  is  due  to  this  cause  that, 
in  many  dredging  operations  in  silt  and  alluvial  matter,  it  is  found  that 
the  quantity  carried  away  in  the  barges  is  less  than  that  measured  in  situ. 

There  are,  however,  numerous  smaller  rivers,  where  the  traffic  is 
not  sufficient  to  warrant  the  outlay  required  for  the  purchase  of  ex- 
pensive plant,  nor  the  revenue  sufficient  to  pay  the  cost  of  hiring  and 
working  ordinary  dredges,  and  in  these  the  navigation  could  be  ma- 
terially improved  by  an  eroder  of  the  kind  here  described. 
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W.  S.  Mitchell,  Esq.*— In  the  effort  to  deepen  the  low- water  Mr.  Mitchell, 
channels  of  rivers  flowing  over  shifting  bars  or  "  crossings,"  it  is  prob- 
able that  temporary  or  portable  dams  or  jetties  were  suggested  at 
an  early  date.  Their  practical  use,  however,  is  not  believed  to  have 
been  extensively  tried  in  a  large  river  until,  within  the  past  two 
years,  in  the  Mississippi  between  the  mouths  of  the  Missouri  and 
Ohio  Rivers,  where  they  were  used  on  such  a  scale  as  to  warrant  a 
fuller  description  of  their  evolution  and  effects  than  is  given  by  the 
author  in  his  notice  of  them  as  "current  deflectors,"  which,  by  the 
way.  they  are,  only  in  a  limited  sense,  their  "  deflecting  "  eft'ect  being  of 
minor  importance.  They  have  been  used  as  "contractors"  to  cut  off 
a  portion  of  the  cross-section  by  giving  an  artificial  crest  to  the  bar  on 
which  they  are  placed,  as  close  to  the  steamer  channel  as  possible;  this 
slight  damming  resulting  in  an  increase  of  a  few  inches  in  the  slope 
over  the  shoal,  and  this  has  been  sufficient  to  gradually  deepen  the 
channel  across  it. 

It  is  true  that  in  placing  them,  the  Jetties  have  usually  been  given 
an  inclination  down  stream  toward  the  end  of  the  shoal,  but,  although 
various  angles  have  been  tried,  this  has  proved  of  little  value.  Lat- 
terly, the  angle  has  been  made  very  flat,  and  no  hesitation  has  been 
felt  in  changing  the  direction  of  the  jetty,  or  any  portion  of  it,  to  take 
advantage  of  the  irregularities  of  the  river  bottom  and  thus  avoid 
crossing  very  deep  water.  A  depth  of  about  10  ft. ,  with  good  current, 
has  been  found  to  be  the  practical  limit  in  which  such  light  and  tem- 
porary structures  can  be  placed  quickly  and  cheaply.  They  have  been 
successfully  carried  across  depths  of  16  ft.  to  20  ft.,  but  the  piling  sup- 
ports and  foot-mats  have  had  to  be  so  greatly  increased  in  strength 
that  the  cost  was  excessive. 

These  structures,  in  their  evolution  from  plank  aprons  hung  over 
the  sides  of  barges  or  small  flat-boats  moored  in  the  desired  lines,  to 
corrugated  steel  panels  resting  on  the  bottom  on  small  fascine-mats,  or 
plank-mats  and  supported  at  their  tops  by  piling  connected  by  string- 
ers, have  been  fully  described  in  the  reports  of  the  Chief  of  Engineers, 
United  States  Army,  for  1895,  1896  and  1897,  and  will  receive  further 
notice  in  that  for  1898. 

In  all,  on  fifteen  bars,  twenty  jetties,  aggregating  more  thanSi  miles 
in  length,  have  been  placed.  In  the  past  two  years,  10  000  lin.  It.  of 
steel  panels  (costing  about  $3. 50  per  lineal  foot  or  20  cents  per  square 
foot)  have  been  kept  on  hand  for  use  as  needed. 

In  the  low-water  season  of  1896,  6  500  lin.  ft.  of  jetties  were  built 
in  seven  lines  on  six  shoals,  and  in  the  fall  of  1897,  9  300  lin.  ft.  were 
built  in  nine  lines  on  seven  shoals;  their  cost  having  been  reduced  to 
about  ^3  per  lineal  ft.  of  jetty  constructed.  This  includes  all  charges 
for  superintendence,  labor  and  plant,  placing,  maintaining,  removing 

♦United  States  Assistant  Engineer,  St.  Louis,  Mo. 
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^ir  Mit.iu'il.  at  cloHe  of  H(»aHou,  Htoriiifjf  whon  uot  in  uho,  repairiuf^,   Iohh  and  deter- 
ioration of  i)auolH  and  plant,  towaj^o,  etc. 

A  party  of  Heveuty  men  with  three  pile-drivers  and  two  derricks 
will  place  about  250  ft.  of  jetty  per  day  of  eight  hours,  and  in  the  same 
time  will  remove  ahoiit  400  ft.,  including  the  drawing  of  all  ])iles  and 
loading  both  i)ileH  and  })auels  on  barges. 

In  placing  the  jetties  a  great  variety  of  positions  has  been  tried.  A 
few  have  started  from  the  river  bank  or  from  dry  bars,  jutting  out  into 
the  stream,  but  most  of  them  have  been  i)laced  in  mid- stream  as  close 
to  the  channel  as  possible,  and  usually,  though  not  always,  on  the 
lower  side  of  it,  leaving  the  latter  to  pass  at  either  end  it  might  choose. 
At  Dauby  Lauding  a  jetty  1  200  ft.  long  was  placed,  with  the  channel 
passiug  in  the  300-ft.  space  between  it  and  the  Missouri  shore,  and  the 
result  was  the  silting  up  of  that  passage  and  the  formation  of  a 
new  channel  close  to  the  jetty  in  the  700-ft.  space  east  of  the  line.  At 
Platin  Rock  the  jetty  (2  200  ft.,  the  longest  yet  built)  preserved  and 
deepened  a  channel  that  passed  directly  under  its  full  length.  Jet- 
ties have  also  been  tried  in  series  like  spur  dikes,  and  in  pairs  act- 
ing as  funnels. 

In  general,  their  effect  has  been  remarkably  good,  the  channel 
depths  being  increased  by  from  1  to  3  ft.,  and  also  being  maintained, 
even  with  a  steadily  falling  river,  which  in  the  past  year  reached 
the  extraordinary  stage  of  1  ft.  below  standard  low  water. 

In  addition  to  the  deepening  of  the  channel  proper  there  is  always 
considerable  scour  immediately  above,  but  so  close  to  the  structure 
that  it  cannot  be  used  as  a  channel  even  by  the  smallest  boats, 
as  it  is  rarely  more  than  30  ft.  in  width.  It  is  this  cut  that  is 
usually  dilated  upon  by  those  river  men  w^ho  are  advocates  of  vari- 
ous forms  of  jetty  identical  in  principle,  such  as  lines  of  sunken 
barges,  barges  from  which  heavy  sheet  piles  are  dropped,  etc.,  but 
it  cannot  be  used  while  the  jetty  is  in  position;  and,  on  the  removal  of 
the  latter,  it  immediately  silts  up. 

Another  claim  by  these  advocates  is  that  their  forms  of  jetty  will 
accomplish  the  desired  work  in  a  few  hours  or  days,  and  that  the  plant 
may  then  be  removed  for  use  at  other  places,  leaving  a  permanent 
and  constantly  deepening  channel  through  the  bar  last  occupied.  Un- 
fortunately, experience  does  not  confirm  this,  but,  instead,  it  has  been 
invariably  necessary  to  keep  the  jetties  in  place  during  the  entire  sea- 
son to  maintain  the  gain  in  depth  secured  by  their  use,  and  they  have 
been  removed  only  on  the  approach  of  ice.  To  do  this  with  the  forms 
referred  to,  and  on  the  scale  needed,  w^ould  involve  such  enormous 
outlay  for  plant  and  operation  as  to  be  prohibitory. 

Jetties  worked  in  conjunction  with  some  of  the  several  forms  of 
dredges  have  been  tried  and  are  very  successful  in  maintaining  the 
depths  secured  so  much  more   quickly  in   that  way.     This   has  sug- 
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gested  the  thought  that  it  may  be  possible  to  build  a  jetty,  either  in  Mr.  Mitchell, 
whole  or  in  part,  of  the  sand  thrown  out  by  the  powerful  suction 
dredges  now  coming  into  use.  If  this  can  be  successfully  accom- 
plished, it  will  greatly  cheapen  and  simplify  the  maintenance  of 
dredged  channels  in  such  rivers,  because,  as  a  result  of  the  moving  sand 
of  the  river  bottom,  their  tendency  is  to  fill  up  at  once  upon  the  removal 
of  the  dredge.  Occasionally  a  dredge-cut,  without  other  work  to  main- 
tain it,  may  deepen  and  improve,  and  become  the  permanent  channel 
for  that  low- water  season,  but  more  often  it  will  require  a  repetition  of 
the  work  of  the  dredge,  which  will  thus  be  forced  to  patrol  its  dis- 
trict, cutting  channels  wherever  needed  and  repeating  the  work  as 
many  times  as  may  be  necessary. 

In  addition  to  the  jet  dredge  noted  by  the  author  (pages  238,  239), 
good  results  have  been  secured  by  the  use  of  the  wheels  of  powerful 
tow-boats  anchored  on  the  bars  by  spuds.  The  wheel  is  turned  at 
any  desired  rate  (usually  5  to  J  full  speed),  the  race  of  water  washing 
the  sand  rapidly  down  stream.  Depths  of  8  ft.  to  10  ft.  have  been 
quickly  attained  in  this  manner.  The  tow-boat  Genei'al  Abbott  is  fitted 
with  two  powerful  duplex  pumps,  20-in.  and  12  x  24-in.,  discharging 
through  the  stern  rake  just  forward  of  the  wheel,  through  two  4:-in. 
stirring  nozzles  lowered  close  to  the  sand,  to  aid  the  wheel  in  cutting 
into  the  bottom. 

This  boat  has  been  very  useful  in  cutting  off*  the  points  of  reefs 
and  in  removing  mud-lumps,  thus  straightening  channels  which 
otherwise  were  tortuous  and  difficult. 

All  these  jet,  stirring  or  washing  dredges,  however,  are  at  distinct 
disadvantage  on  wide  bars,  in  having  to  move  material  more  than 
once  before  its  final  disposition  by  the  current  in  the  nearest  pool 
below  the  shoal. 

The  two  new  suction  dredges  mentioned  as  designed  by  Major 
Handbury,  for  use  between  the  Missouri  and  Ohio  Rivers  are  now 
ready  for  service.  They  are  powerful  dredgers,  and  that  they  may  be 
expected  to  do  effective  work  during  future  low-water  seasons,  is  jus- 
tified by  their  highly  successful  inspection  trials  when,  under  work- 
ing conditions,  a  maximum  discharge  of  1  200  cu.  yds.  of  solids  per 
hour  was  obtained  with  each. 

The  swivel  joints  in  the  discharge  pipes  at  the  stern  of  the  dredge 
and  the  pontoons,  arranged  to  swing  under  the  pipe,  are  believed  to  be 
novel  and  a  distinct  advance  toward  the  solution  of  the  problem  of 
handling  the  long  discharge  lines  of  suction  dredges. 

By  setting  the  pontoons  at  an  angle  with  the  current  ("  lee-board- 
ing "  as  it  is  termed  by  the  river  men,  and  they  may  be  so  set,  singly 
or  all  together  by  means  of  rope  bridles  running  from  the  pontoons  to 
the  dredge  capstans),  the  whole  pipe  line  has  been  swung  out  at  an 
angle  of  48°  from  the  dredge,  and  a  spread  of  SO^,  or  670  ft.  between 
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Mr.  Mitc'iicil.  tboeuds  of  the  two  lines,  has  been  obtained.  With  greater  experience, 
tliis  distance  can  probably  be  iucnuised  to  800  ft.,  tliuK  enabling  the 
discrharge  to  be  placed  -400  ft.  on  eith(>r  side  of  the  dredged  channel 
without  the  use  of  piles  or  lines  to  haul  the  pontoons  into  the  desired 
position. 
Mr.  Copp6e.  H.  St.  L.  Coppke,  M.  Am.  Soc.  C.  H— The  dredge,  aside  from  the 
simple  act  of  tal<ing  from  the  bottom  or  sides  of  a  ditch  or  water-way 
a  certain  given  amount  of  material,  has  had  a  moral  and  political  in- 
fluence hardly  secondary  to  the  railroad. 

In  addition  to  reclaiming  harbors,  and  deepening  and  regulat- 
ing rivers  and  canals,  it  has  hurried  the  advance  of  civilization  by 
increasing  the  facility  for  navigation  and  commerce  between  far  dis- 
tant lands,  cutting  the  very  sinews  of  race  prejudice  and  religious 
intolerance,  and  bringing  the  antipodes  together. 

Contemplate  the  East  of  to-day  and  prior  to  1859,  when  Ferdinand 
DeLesseps  struck  the  first  blow  on  that  barren  neck  of  land  that  ten 
years  later  was  divided  by  a  canal  connecting  the  Mediterranean  and 
the  Red  Seas — the  new  and  brilliant  "West  with  the  shadowy  Orient. 
European  civilization,  customs,  dress,  thought  and  education,  then 
but  surmised  in  that  land  of  compulsory  ignorance  and  superstition, 
are  now  almost  universal. 

The  history  of  dredges  and  dredging,  and  their  evolution  from  the 
very  crude  beginnings  in  the  not  remote  past  to  the  great  machines 
described  in  this  valuable  paper,  is  extremely  interesting. 

The  Century  Dictionary  gives  the  root  of  the  word  dredge  as  dragee 
meaning  to  draw  or  drag.  The  first  dredging  tools  were  purely  drags, 
drawn  along  the  bottom.  To-day  dragging  plays  no  part  in  the  opera- 
tion of  dredging  with  the  modern  machine. 

The  principles  which  govern  the  operations  of  the  various  dredges 
were  probably  applied  daily  by  primitive  man,  and  most  of  the 
types  now  in  use  were  illustrated  by  his  actions  before  the  dawn  of 
civilization.  He  is  seen  in  his  endeavor  to  enlarge  the  basin  of  the 
spring  that  bubbles  from  the  earth  near  his  rough  abode,  scraping 
the  sand  or  leaf  mould  from  the  bottom,  making  of  his  foot  and 
hand  a  crude  scraper  dredge;  or  perhaps  holding  with  one  hand 
to  a  tree  or  vine,  and,  with  the  other,  scooping  up  the  material  and 
throwing  it  on  the  bank,  as  in  the  case  of  the  scoop  or  dipper 
dredge;  or  standing  astride  the  pool,  reaching  down  his  muscular 
arms  and  clasping  double  handfuls  of  earth  as  the  clam-shell 
digger  does;  or,  where  the  pool  is  more  extensive,  and  its  waters 
supply  a  community,  with  his  fellows  forming  a  human  conveyor 
to  transport  the  more  tenacious  material  from  its  bed  to  the  bank, 
naked  arms,  hands  and  bodies  performing  the  functions  of  an  end- 
less chain. 

This  latter  mode  of  dredging  was  practiced  as  late  as  1864  on  the 
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Suez  Canal  in  the  incipient  stages  of  the  work,  when  Fellah  labor  was  Mr.  Coppee. 
furnished  bv  the  Khedive  of  Egypt, 

Consul  Farman  states,  in  an  interesting  report  to  the  State  Depart- 
ment, May  ]8th,  1881  : 

"  Two  short  canals,  w^hich  supply  the  City  of  Alexandria  and  the 
small  District  of  Beharah,  required  for  their  ordinary  cleaning  each 
year  twenty-five  thousand  to  thirty  thousand  persons,  for  a  period  of 
from  forty  to  fifty  days.  One  of  these  canals  was  re-excavated  by 
Mohammed  Ali  in  1819  to  1820,  who  employed  in  its  construction  two 
hundred  and  fifty  thousand  (250  000)  laborers  for  about  one  year,  of 
whom  twenty  thousand  (20  000)  are  said  to  have  j^erished  from  sickness 
and  hunger.  All  the  labor  cleaning  the  canals  and  rej^airingthe  dikes 
is  obtained  by  what  is  known  as  the  Corvee,  a  system  of  forced  labor. 
The  inhabitants  of  the  Fellah  class  are  taken  in  mass  from  their  vill- 
ages and  compelled  to  work  forty-five  days  or  more,  if  required,  under 
overseers  and  wdthout  remuneration  *  *  *  Women  and  all  the  boys 
and  girls  down  to  the  age  of  eight  or  nine  years  are  seen  carrying 
baskets  of  earth  on  their  heads." 

The  canals  that  are  dug  are  cleaned  by  taking  out  the  accumula- 
tion of  deposit  in  baskets",  carried,  for  the  most  part,  on  the  heads  of 
the  women  and  children.  In  many  places  there  is  considerable  water 
and  a  very  thick  mud  deposit;  this  is  removed  by  a  man  standing  in 
the  water  and  working  out  with  his  hands  jDieces  as  large  as  he  can 
conveniently  raise,  which  he  tosses  to  his  neighbor,  standing  near  to 
or  on  one  side  of  the  bank,  whence  they  are  sometimes  passed  to  a 
third  or  even  a  fourth  person,  until  they  are  removed  to  a  sufficient 
distance.  "  Even  at  the  average  pay  for  agricultural  labor  in  Egypt 
of  10  cents  per  day,  such  dredging  would  not  be  excessively  cheaj)." 

Again,  in  his  report  on  the  Suez  Canal*.  Professor  J.  E.  Nourse, 
U.  S.  N.,  states  : 

"The  lake  to-day  is  a  large  marsh  of  salt  water  resting  on  clay; 
in  spite  of  its  character,  it  has  not  proved  specially  unhealthy.  The 
line  of  the  canal  here  for  forty-four  kilometers  presented  difficulties 
in  place  of  less  work,  for  its  varying  depth  presented  obstacles  in  the 
way  of  any  connected  work;  but  the  vigorous  race  of  fishermen  on  its 
borders,  accustomed  to  the  sun  and  the  mud,  scooped  up  the  clay  in 
their  hands,  rolled  it  into  balls  on  theii-  chests,  and  then  carried  it  off 
on  their  backs  with  their  arms  crossed  behind.  In  this  way  they 
raised  about  four  hundred  thousand  (-400  000)  cubic  meters." 

In  some  parts  of  China,  where  even  at  the  present  time  can  be  seen 
the  customs  and  methods  of  an  ancient  world,  the  dredging  and  levee 
building  is,  to  a  considerable  extent,  carried  on  in  the  same  primitive 
manner. 

The  writer  is  indebted  to  Captain  W.  E.  Huntf  for  the  following 
description  of  a  dredging  outfit,  in  a  letter  received  in  January,  1894: 
"  They  attached  a  bamboo  pole  to  a  scoop-shaj^ed  wicker  basket;  the 
men  and  women  have  a  mode  of  fastening  it  to  their  backs  and  scoop- 

*  Senate  Ex.  Document  No.  198.  1884. 
+  U.  S.  Ex-Consul  to  Hong  Kong. 
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Mr.  Coppce.  iii^?  u})  tlio  material  from  iho  bottom.  From  the  ])aHket  they  throw 
thr  mud  out  into  a  Hiuall  l)<)at,  the  wlioh^  family,  cliildrcn  iucluded, 
assistiiifj:  in  the  ojx'ration.  (The  family  liv(!S  on  the  boat.)  After  ob- 
taiuiufj^  about  one  hundred  pounds  of  mud,  they  pole  the  boat  to  deep 
water,  where  it  is  discharf^ed." 

In  Mr.  Rickard's  article,  "Gold  Dredf^inj^  in  New  Zealand,"*  he 
states  that  there  was  in  use  about  thirty  odd  years  ago  a  spoon 
made  of  a  piece  of  hide  fastened  to  a  ring  of  iron  connected  with  a 
shovel  blade  and  attached  to  a  long  handle,  with  which  the  gold-bear- 
ing sand  was  scooped  from  the  bottom  of  the  river.  At  points  where 
the  river  became  too  deep  for  wading,  a  punt  was  employed,  and  the 
hand  power  was  aided  by  winch  and  tackle  (not  jinlike  the  Chinese 
method). 

What  a  contrast  to  the  mammoth  dredges  of  Europe  and  America, 
which  in  a  day,  with  their  huge  arms  and  teeth,  plow  deep  channels 
through  the  solid  earth,  or  with  the  suction  of  their  great  centrifugal 
pumps,  draw  from  their  resting  place  hundreds  of  tons  of  the  ocean's 
sands. 

Undoubtedly  in  the  ancient  civilizations  that  have  sprung  up, 
matured  and  passed  away,  leaving  but  faint  traces  of  their  greatness,, 
engineering  appliances  of  many  kinds  were  used,  among  them  the 
dredge  in  some  form.  That  this  dredge  was  more  than  a  crude  type 
of  the  existing  machine  is  hardly  possible,  for  in  the  very  seats  of 
ancient  prosperity,  commercial  and  intellectual,  there  are  found  to-day 
the  most  primitive  machines,  no  trace  of  former  greatness  in  engineer- 
ing methods  or  appliances  being  discernible.  The  harbors  of  the 
Phoenicians,  the  first  great  navigators  and  commerce  carriers,  have 
been  so  obliterated  by  the  ocean,  that  to-day  it  is  said,  with  one  excep- 
tion, there  is  no  safe  port  for  vessels  of  modern  times  in  any  of  their 
formerly  great  roadsteads. 

In  a  very  interesting  paper  on  the  construction  and  use  of  the 
hopper  dredge,  by  Alexander  Charles  Schonberg,t  are  to  be  found  some 
valuable  notes  on  the  history  of  dredges.  Mr.  Schonberg  states  that 
over  one  thousand  years  before  the  Christian  era,  artificial  harbors  ex- 
isted that  w^ere  probably  originated  and  maintained  by  the  Phoe- 
nicians, as  they  were  the  only  great  navigators  at  that  early  period. 
Their  boats  were  flat  bottomed,  drawing  about  4  ox  5  ft.,  and  of  50  to 
60  tons  burden.  In  these  small  vessel^  they  carried  the  rich  products 
of  the  soil,  and  of  art  and  manufacture,  to  the  remotest  parts  of 
Europe,  Asia  and  Africa,  founding  great  commercial  ports  on  many 
of  the  great  water-courses  of  the  Eastern  Hemisphere. 

The  origin  of  the  harbor  on  the  coast  of  Great  Britain,  Mr.  Schon- 
berg states,  was  a  crude  haven  of  refuge,  constructed  by  piling  up  a 

*  Engineering  Magazine,  June,  1894,  p.  349. 

+  Read  before  the  Civil  and  Mechanical  Engineers'  Societ  y.  England.  March  14th. 
1888. 
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few  rocks,  or  other  material,  as  a  breakwater,  behind  which  these  Mr.  Coppee. 
small  vessels  rested  during  stormy  weather.  In  time,  this  small  wall 
was  pushed  out  to  deeper  water,  its  dimensions  being  increased  until  it 
tinally  protected  a  harbor  of  large  extent  and  great  commercial  im- 
portance. Perhaps,  behind  these  walls  in  those  early  days  some 
simjjle  kind  of  dredge  was  used,  but  there  is  no  authentic  record  of 
such.  After  the  Phut-nicians,  the  Greeks  and  Romans  took  their  place  as 
the  navigators  and  commercial  carriers  of  the  eastern  world,  building 
sea  and  river  works  to  further  their  projects  of  conquest  and  gain,  and 
on  the  decline  of  the  Roman  jjower,  the  Venetians  continued  the  con- 
struction and  improvement  of  harbors.  Still,  there  is  found  no  record 
of  dredging  operations  (though  undoubtedly  such  were  carried  oni. 

Weale's  papers  on  Engineering  (1843)  notice  a  work  by  Verantuis, 
bearing  date  1591,  in  which  there  is  described  a  dredge  consisting  of 
two  pontoons  lashed  together  with  two  spoons  between  them  working 
in  opposite  directions  by  means  of  a  walking  wheel,  the  raised  material 
falling  into  a  hopper  barge.  This  is  considered  the  earliest  form  of 
the  primitive  dredging  machine. 

From  the  crude  tools,  paddle,  rake,  scraper,  i^low.  harrow,  etc., 
used  in  the  sixteenth  century  in  England  and  on  the  Continent,  little 
advance  was  made  until  the  close  of  the  eighteenth  century,  when 
steam  was  beginning  to  be  applied  to  machinery,  dredges  included. 

In  1796  it  is  stated  that  a  Mr.  Grenishaw.  of  Sunderland,  applied 
to  Messrs.  Boulton  and  Watt  for  a  steam  engine  to  run  dredging 
machinery  for  the  purpose  of  cleaning  Sunderland  Harbor.  The 
machine  was  built  in  the  following  manner:  A  4  H.-P.  engine  was 
placed  in  a  flat-bottomed  boat  60  ft.  long,  20  ft.  wide  and  6  ft.  deep, 
with  a  draft  of  4  ft. ;  the  weight  of  the  engine  and  machinery  was  23 
tons;  the  capacity  was  four  spoons,  each  containing  1  ton  of  mate- 
rial when  full,  lifted  to  the  height  of  about  10  ft.  per  minute.  With 
the  exception  of  the  crude  machine  mentioned  by  Schonberg  as  being 
invented  in  1618,  this  is  probably  the  first  steam  dredging  machine 
ever  constructed.  The  spoons  in  this  dredge  were  in  the  form  of 
truncated  cones,  with  the  small  end  closed,  the  open  end  having  a 
spade  bit.  The  spoons  were  made  of  hide  leather  with  an  ii"on  rim 
(somewhat  similar  to  the  New  Zealand  scoop  before  described).  The 
engines  had  a  12^-in.  cylinder  and  3-ft.  stroke,  and  made  30  strokes 
per  minute,  and  were  of  the  form  called  bell-crank  engines. 

The  editor  of  Engineering  Neics  states  that  Oliver  Evans  in  1801 
built  in  America  a  floating  dredging  machine  operated  by  the  first 
successful  double  acting  high-pressure  engine  ever  made.  By  putting 
wheels  under  his  boat  and  connecting  them  with  his  engine,  he  propelled 
this  nondescript  craft  1^  miles  overland  to  the  point  of  launching. 

With  the  exception  of  one  type  of  dredge,  which  seems  to  be  indig- 
enous to  America   (the   dipper  or  scoop),  the  history  of  dredging  in 
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Mr.  Coppoe.  i\\o  iiineteouth  century  bas  hoeu  (luite  Hiiuilar  ou  ])otli  .sides  of  the  At- 
liiiitic.  First  tlie  scrajKn-,  plow,  jet,  etc. ;  then  the  clam-shell  digger 
(also  the  dipper  iu  America),  then  the  bucket  ladder,  followed  by  the 
hydraulic  dnnlp^c;  each  ty])o  having  numerous  modifications  to  suit  the 
conditions  under  which  they  operate  and  tlu^  s[)ecial  duty  for  which 
they  are  designed. 

The  first  use  of  the  dredge  in  the  United  States  seems  to  have  been 
iu  the  construction  and  maintenance  of  canals.*  Canal  work  is  men- 
tioned as  early  as  1770.  The  James  River  Canal  was  constructed  in  1785 
and  the  Dismal  Swamp  Canal  in  1794,  the  Merrimac  River  Canal  in 
1792  and  the  Carondelet  Canal  iu  Louisiana  in  1794,  the  Charleston 
Harbor  and  Sautee  River  Canal  in  1802.  Until  1824  there  was  no  estab- 
lished United  States  Engineer  Corps,  and  up  to  that  time  little  or  no 
work  on  river  or  harbor  improvement  had  been  undertaken. 

William  P.  Craighill,  Past  President  Am.  Soc.  C.  E.,t  states  that  as 
late  as  1853  in  this  country  there  were  few  dredges.  The  Government 
advertised  for  bids  for  dredges  to  improve  the  harbor  of  Baltimore  for 
two  or  three  years,  but  no  contractor  would  submit  a  reasonable  bid. 
It  was,  therefore,  necessary  to  construct  dredges  of  the  Osgood 
pattern,  also  dumping  scows  and  a  tugboat.  The  Osgood  dredge 
was  the  simplest  form  of  the  scoop  dredge,  the  first  steam  dredging 
machine  generally  used  in  America.  Thus  it  is  seen  that  the  more 
general  use  of  dredges  proper  and  their  development  to  machines  of 
great  perfection,  to  operate  under  varying  conditions,  is  confined  to 
comparatively  recent  years.  In  little  more  than  a  century  the  crude 
rake  of  the  Clyde  contractor  has  been  changed  for  the  most  complete 
modern  dredge,  moving  in  some  instances  as  much  as  10  000  cu.  yds. 
in  twenty -four  hours. 

A  few  years  ago  (1872)  the  hydraulic  dredge  was  hardly  more  than 
the  embryo  of  the  machine  in  its  present  fully  developed  form;  the 
simplest  application  of  the  principle  consisting  of  a  barge,  a  centri- 
fugal pump  with  suction  and  discharge  of  the  simplest  form.  The 
dredges  of  the  Mississippi  River  Commission  are  probably  the  largest 
and  most  efifective  in  the  world.  The  value  of  their  work  is  no  longer 
problematical,  though,  on  one  or  two  crossings,  they  have  not  been 
altogether  successful.  On  a  great  majority  they  have  been  entirely 
so.  The  trouble  seems  to  be,  not  in  the  work  of  the  dredge,  but  in  the 
diflficulty  of  locating  the  cut  through  the  crossing  to  the  best  advant- 
age, and  foretelling  the  action  of  the  currents,  both  forming  and  re- 
ducing the  bar.  All  the  little  idiosyncracies  of  the  great  river  where 
these  dredges  work  may  not  be  known,  but  as  time  goes  by  and  ex- 
perience and  data  accumulate,  the  general  and  perhaps  specific  law  of 

*"The  Beginnings  of  Engineering/'  by  J.  E.  Watkins,  Assoc.  Am.  Soc.  C.  E.,  Trans- 
actions, Am.  Soc.  C.  E.,  Vol.  xxiv,  p.  309. 

+  "  Some  Observations  on  the  Subject  of  the  Improvement  of  Several  of  the  Rivers  of 
the  Atlantic  Coast.''  Transactions,  Am.  Soc.  C.  E.,  Vol.  xix,  p.  234. 
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flow  over  the  bars  will  be  developed,  aud  less  power  and  time  will  be  Mr.  Copp«e. 
wasted  in  accomplishing  greater  results. 

The  author  has  not  given  the  cost  of  dredging  with  these  machines, 
probably  because  of  the  difficulty  of  determining  what  material  is 
actually  excavated  and  conveyed  by  the  dredge  and  what  removed  by 
the  current.* 

It  is  interesting  to  note  that  the  jet  agitators  have  proved  more 
satisfactory  than  the  mechanical  cutters.  It  was  the  opinion  of  the 
writer  that  the  reverse  would  be  the  case,  but  the  reduction  in  weight 
and  care  of  machinery,  and  the  effective  work  of  the  jets,  have  proven 
beyond  all  doubt  the  superiority  of  the  latter  on  the  sandbars  of  the 
Mississippi.  In  fact,  in  a  number  of  instances,  the  dredges  have 
worked  well  without  either. 

When  the  great  dredge  Beta  was  completed,  tests  of  its  capacity 
were  made,  as  shown  by  the  author,  most  of  them  lasting  less  than  a 
minute.  These  tests  were  very  misleading.  After  the  dredge  was  put 
to  work,  its  capacity  for  continuous  operation  was  found  to  be  far 
under  the  figures  given  by  the  short-time  trials.  In  the  case  of  the 
new  dredges,  the  capacity  and  efficiency  tests  are  also  of  short  dura- 
tion, and  are  but  a  poor  indication  of  what  the  dredges  will  actually 
accomplish  under  the  average  conditions  of  work  for  which  they  are 
designed. 

It  is  the  writer's  experience  that  very  inferior  dredges  will  often 
give  great  results  for  a  few  minutes  under  favorable  circumstances, 
but  will  show  weakness  and  inefficiency  in  a  day's  run. 

The  changes  to  be  made  in  the  Beta  will  add  to  its  effectiveness  and 
should  reduce  the  cost  of  operation.  The  great  draught,  augmented 
by  the  weight  of  the  cutter  engines  and  other  machinery  that  will  be 
removed  was  much  to  its  disadvantage.  As  the  author  states,  the  wear 
and  tear  of  the  cutter  machinery,  to  say  nothing  of  the  i^ower  re- 
quired, added  largelv  to  the  expense. 

The  writer  examined  this  dredge  about  the  time  it  was  tested,  be- 
fore being  accepted  from  the  contractor,  and  was  much  impressed  by 
its  great  size  and  powerful  machinery,  and  the  perfection  of  detail, 
which  is  rarely  seen  in  machinery  subject  to  such  shocks. 

A.  F.  WooLLEY,  Jr.,  Esq. — The  dredge  Ram  was  built  in  1893 to  work  Mr.  WooUey. 
in  what  is  known  as  Old  Eiver — virtually  the  mouth  of  Eed  River. 
The  conditions  under  which  it  was  to  work  were  quite  different  from 
those  which  would  be  encountered  in  the  Mississip^Di,  the  classes  of 
material  to  be  handled  running  through  the  various  grades  of  very 
soft  or  semi-liquid  mud,  soft  mud  and  sand  mixed  in  strata,  stiff  blue 
gummy  clay,  gravel  and  fine,  medium  and  coarse  sand. 

In  1831  the  Mississippi  Eiver,  with  artificial  assistance,  made  what 
is  known  as  "  Shreve's  Cut-Off,"  passing  across  a  narrow  neck  of  land 

*  For  summary  of  operations,  including  cost,  etc.,  see  Chief  Engineers  Report.  Miss. 
River  Commission,  1897.  p.  3  612. 
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Mr.  Wooiiey.  and  iiiakiug  »iu  iHland  of  the  foniKM-  peninHula,  which  in  now  known  as 
Turnbull's  Ishiud.  Red  River  formerly  emptied  into  the  Mississippi  at 
the  n])per  end  of  the  sharp  bend  forming  the  western  extremity  of  this 
])eninsuhi,  and  the  Atchafahiya  River  was  a  small  outlet  of  the  Missis- 
sippi at  the  lower  end  of  this  bend.  The  old  bed  of  the  Mississii)pi 
has  been  filled  in  by  the  annual  deposits,  until  there  remains  only  a 
narrow  and  inadequate  channel  which  hugs  first  one  and  then  the 
other  of  the  original  banks  of  the  old  river-bed. 

From  the  original  mouth  of  Red  River,  around  the  upper  or  north 
side  of  TurnbulFs  Island,  to  the  eastern  end,  is  known  as  Upper  Old 
River.  From  the  original  mouth  of  Red  River,  around  the  western 
end,  to  the  Atchafalaya  is  called  Red  River;  along  the  southern  side  of 
the  island  and  out  to  the  Mississippi  is  known  as  Lower  Old  River, 
and  through  the  latter  navigation  is  maintained. 

It  will  readily  be  seen  that  at  such  times  as  the  Red  River  is  at  a 
higher  stage  than  the  Mississippi,  Lower  Old  River  is  carrying  a  j^or- 
tion  of  Red  River  to  the  Mississippi  in  the  capacity  of  a  tributary  of 
the  latter,  the  Atchafalaya  carrying  the  remainder  to  the  Gulf,  via  a 
a  chain  of  lakes,  and  emptying  20  miles  south  of  Morgan  City,  La.  At 
such  times  as  the  Mississippi  is  at  a  higher  stage  than  the  Red,  the 
Lower  Old  River  becomes  an  outlet  of  the  Mississippi,  carrying  a 
portion  of  its  waters  to  the  Atchafalaya,  and  in  this  case  the  Red  and 
Old  Rivers  are  both  tributaries  of  the  Atchafalaya. 

It  is  to  be  noted,  therefore,  that  sand  is  carried  into  Old  River  to 
a  distance  and  in  quantities  varying  with  the  velocity  of  the  current, 
which  is  in  turn  quite  erratic  and  dependent  on  the  fluctuating  stages 
of  the  Mississippi  and  Old  Rivers,  the  maximum  velocity  being  10 
miles  per  hour.  The  direction  of  the  current  is  not  infrequently  re- 
versed for  short  periods,  shoaling  up  and  thereby  aggravating  the  evil 
from  drifting  sands,  a  portion  of  which  would  have  passed  through 
Old  River  and  a  larger  portion  of  which  would  have  been  distributed 
over  a  large  area,  or  deposited  in  some  of  the  deep  pools  to  be  found 
in  Old  River. 

There  are  two  other  and  more  serious  obstacles  to  maintaining 
navigation,  viz.,  the  large  sand  bar  annually  formed  at  the  junction 
with  the  Mississippi  River,  and  sloughing  banks. 

The  bar  at  the  mouth  must  always  be  removed  by  dredging,  so  long 
as  the  current  in  Old  River  has  no  fixed  direction.  This  bar,  while 
varying  much  as  to  location  and  extent,  has  always  been  such  that  it 
was  possible  to  locate  and  dredge  a  suitable  channel,  and  this  contains 
annually  about  the  same  cubic  yardage. 

Heretofore  and  up  to  the  time  of  the  writer's  connection  with  this 
work  the  sloughing  banks  have  been  the  cause  of  the  greater  portion 
of  the  dredging  in  Old  River. 

In  the  old  bed  of  the  Mississippi,  and  at  distances  more  or  less  re- 
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mote  from  the  present  channel,  there  are  largo  lakes  which  are  filled  Mr.  Woolley 
from  the  annual  floods.  As  their  shores  were  built  up,  these  lakes 
from  year  to  year  held  water  at  correspondingly  greater  heads  above 
the  low-water  level  of  Old  River.  The  banks  were  entirely  submerged 
during  high  water,  and  were  kept  thoroughly  saturated  during  low- 
water  periods,  and  consequently  they  never  attained  a  stability  that 
would  permit  their  standing  at  anything  but  a  very  flat  slope. 

The  banks  ultimately  attained  a  height  of  25  or  30  ft.  above  low- 
water  in  Old  River,  and  sloughing  occurred  in  such  masses  as  to 
thrust  large  volumes  of  material  into  the  channel  from  the  sides. 
Where  the  section  of  the  river  was  quite  wide,  the  large  masses  of 
material,  sliding  down  the  slopes  of  the  bank,  though  not  able  to 
reach  the  channel  itself,  were  deposited  on  the  flat  portion  imme- 
diately adjacent  thereto.  By  virtue  of  their  enormous  weight,  they 
forced  up  the  bottom  of  the  channel,  owing  to  the  unstable  nature  of 
the  material,  thereby  forming  what  are  locally  termed  '•  mud  lumps," 
completely  obstructing  the  channel  which,  j^robably  an  hour  before, 
had  contained  from  10  to  12  ft.  of  water. 

There  was  a  time,  no  doubt,  when  it  would  have  been  impossible 
or  impracticable  to  obviate  this  trouble,  for  during  the  early  stage  of 
this  silting-up  process  the  entire  old  river-bed  was  a  perfect  sea  of 
liquid  mud,  and  it  was  difficult  to  actually  define  the  real  shore  lines. 

Later,  there  was  a  time  at  which  much,  and  finally  practically  all, 
of  this  sloughing  and  its  attendant  evils  could  have  been  obviated  by 
simply  keeping  all  these  lakes  thoroughly  drained  during  the  low- 
water  season.  The  lakes  were  first  systematically  drained,  by  the 
writer,  in  the  spring  of  1894,  and  have  been  drained  annually  from  that 
date  to  the  present,  thei*eby  reducing  the  amount  of  dredging  more 
than  one-half. 

The  first  season  the  writer  was  placed  in  charge  of  dredging  opera- 
tions in  Old  River,  a  thorough  survey  of  the  entire  river  was  made, 
with  numerous  sections  normal  to  the  channel.  These  sections  were 
connected  with  an  accurate  traverse  line  on  top  of  the  bank,  and  from 
this  a  complete  contour  map  was  prejDared,  embracing  everything  be- 
tween the  tops  of  the  banks.  On  this  map  were  established  what  the 
writer  determined  should  be  the  fixed  channel  limits  for  future  dredg- 
ing operations,  all  of  which  received  the  approval  of  the  District  En- 
gineer. These  limits  w^ere  determined  with  the  following  points  in 
view — economical  maintenance,  ease  and  safety  of  navigation,  tendency 
to  maintain  the  original  location  from  year  to  year,  economy  of  first 
construction,  and  location  where  a  pilot  would  naturally  seek  a 
channel. 

Carefully  studying  the  situation  under  the  above  qualifications  in 
the  order  named,  it  was  considered  reasonable  to  locate  such  channel 
limits,  with  the  exce^^tion   of  the  channel  at  the  mouth  of  Old  River 
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Mr.  Woolh'y.  (kuo^vn  as  ('jut'h  Point  Bar),  Fi^.  20.  The  latter  Iiek  had  to  be 
located  from  year  to  year  to  conform  to  conditions  in  the  immediate 
vicinity  whicli  are  materially  changed  with  each  succeflsive  flood  of 
either  the  MisHisHi])])i  or  the  Red  lliver. 

The  writer  has  always  found,  from  year  to  year,  remains  of  the 
channel  dredf^ed  the  previous  year,  and,  while  the  channel  may  be  ob- 
literated at  one  or  more  points,  it  is  a  short,  and  the  most  direct,  route 
to  connect  these  disconnected  ends,  by  dredp^ng  through  the  obstruc- 
tions. After  a  period  of  four  years  the  writer  is  prepared  to  state  that 
this  system  of  dredging,  or  fixed  channel  limits,  together  with  the 
thorough  drainage  of  the  lakes,  is  to  be  credited  with  from  50%  to 
75%  of  what  was  formerly  the  cost  of  dredging  at  this  location. 

At  the  time  the  Ram  was  designed  and  built,  it  was  intended  to 
dredge  out  Upper  Old  River,  which  is  filled  almost  entirely  with  a 
deposit  of  soft  mud,  such  as  the  dredge  was  particularly  designed 
to  handle.  The  tests  were  made  in  this  material,  and  showed  a 
capacity  somewhat  in  excess  of  300  cu.  yds.  per  hour. 

The  material  handled  under  ordinary  working  conditions  averaged 
about  150  cu.  yds.  per  hour.  The  writer  made  a  test  embracing  a 
period  of  4^  days  on  a  reef  of  very  compact  fine  sand,  the  average  for 
this  period  being  178  cu.  yds.  per  hour,  although  the  depth  of  cut 
across  the  dredged  channel  was  not  uniform,  and  consequently  the 
work  accomplished  was  somewhat  less  than  the  maximum  capacity  of 
the  dredge,  even  in  this  class  of  material. 

This  dredge  has  handled  material  for  SO. 025  per  cubic  yard.  The 
work  m  some  seasons  has  cost  practically  double  this  amount  owing  to 
the  fact  that  the  dredge  was  required  to  remain  on  the  work,  with  a 
reduced  crew,  to  redredge  the  channel  shotild  a  reversal  of  the  current 
renew  the  sand  reefs. 

All  dredging  in  Old  River  is  to  a  plane  7  ft,  below  zero  of  Barbres 
Gauge,  and  to  a  width  of  80  ft.  at  the  bottom,  and  at  the  mouth — Carr's 
Point — to  a  depth  of  8  ft.  below  zero  with  a  bottom  width  of  110  ft. 

The  gauge  records  throughout  a  long  period  show  that  the  direc- 
tion of  the  current  during  the  greater  part  of  the  low- water  period  is 
from  the  Mississippi  toward  the  Atchafalaya,  and  the  channel  at  the 
mouth  was  designed  to  conform  to  this  prevailing  condition.  The 
outer  or  Mississippi  end  of  this  channel  was  turned  up  the  Mississippi 
to  receive  its  supply  unimpeded.  The  inside  or  Old  River  end  of  the 
channel  was  trained  down  Old  River,  so  that  it  might  discharge  di- 
rectly into  the  deepest  water  in  Old  River. 

The  channel  across  the  bar  at  the  mouth  approximates  in  shape  the 
arc  of  a  circle,  with  a  radius  of  about  650  ft.,  and  serves  the  following 
desirable  ends,  which  are  not  attained  by  any  dredged  channel  along 
the  main  shore:  It  provides  the  shortest  route  between  deep  water  in 
the  Mississippi  and  deep  water  in  Old  River;   it  maintains  a  greater 


CORKESPONDEXCE    OX    DREDGES    AND    DREDGING. 


333 


Mr.  Woolley. 


SKETCH 

CARR'S  POIM 

AT 

Mouth  of  Old  River.  La. 


Fig.  20. 
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Mr.  Woolloy.  bead  of  water  in  Old  River,  as  it  takes  its  supply  from  the  Mississippi, 
4  000  ft.  above  tbe  montli  of  tbe  sliore  cbannel,  and  conducts  it  di- 
rectly across  tbe  bar  into  Old  River;  it  effects  saving  of  head,  due  to 
tbe  surface  slope  in.  8  000  ft.,  and  it  more  nearly  maintains  itself  after 
being  dredged. 

The  synopsis  of  the  general  plan  of  this  dredge  given  by  the  author 
is  correct.  A  copy  of  the  detailed  specifications  may  be  found  in  the 
annual  report  of  Captain  John  Millis.* 

This  dredge  has  proven  to  be  an  exceedingly  satisfactory  machine, 
all  things  considered.  The  most  serious  objection  that  could  be 
raised  is  to  the  wooden  hull,  and  the  small  dimensions  for  carrying 
so  much  machinery,  together  with  the  supplies  of  lines,  etc.,  that  are 
needed  for  a  season's  work.  The  present  wooden  hull  is  badly  de- 
cayed, and  it  is  expected  to  replace  it  next  year  with  a  steel  hull  of  25 
ft.  greater  length.  All  parts  of  the  machinery  have  proven  themselves 
amply  strong  and  well  fitted  for  the  service  intended. 

Briefly,  the  general  description  of  the  Ram  and  the  method  of  work- 
ing is  as  follows: 

Hull  of  decked  barge  type,  95  ft.  long,  27  ft.  beam,  6  ft.  6  ins.  deep; 
propelling  engines  of  the  modern  high  pressure,  western  river  type, 
connected  to  the  usual  stern  wheel;  suction  pump  15-in.  Edwards 
centrifugal,  three-winged  runner,  intake  in  the  starboard  axis  of 
pump,  discharge  from  bottom  of  casing  and  to  the  rear  through  pipe 
suspended  below  deck  to  a  "Y"  near  after  end  of  boat,  and  just 
forward  of  spud,  the  discharge  being  diverted  to  port  or  starboard  at 
will  by  the  "Y;"  the  out-board  discharge  is  connected  to  a  floating 
pipe  line  or  to  a  short  section  (55  ft.),  suspended  by  shear  legs  directly 
from  the  side  of  the  boat;  the  pump  suction  carried  by  the  cutter 
frame  to  the  base  of  the  cutter  head;  the  cutter  head  supported  at 
the  forward  end  of  the  cutter  frame,  and  driven  by  a  5-in.  shaft,  made 
in  three  sections,  connected  by  claw  couplings,  all  supported  by  bear- 
ings on  cutter  frame  and  driven  by  high  pressure  engines  and 
sprocket  gearing  on  bow  of  boat;  cutter  shaft  connected  to  sprocket 
gearing  by  mitre  wheels  directly  on  bow  of  boat,  to  permit  of  the 
cutter  frame  being  raised  or  lowered  through  a  large  vertical  arc; 
cutter  frame  having  a  triangular  horizontal  section,  its  base  being 
hinged  to  the  bow  of  boat,  its  apex  or  forward  end  being  suspended 
by  wire  rope  tackle  from  an  )\-frame  slightly  overhanging  the  bow  of 
the  boat,  the  suspending  tackle  being  connected  to  hoisting  engines 
on  forward  deck  for  raising  and  lowering  to  desired  depth  of  cut; 
swinging  chain  and  cables  leading  from  friction  drums  on  bow  of 
boat,  through  cutter  frame  near  forward  end,  to  anchors  or  dead-men 
on  either  side  of  channel;  a  spud  on  the  axis  of  the  hull  10  ft.  from 
the  after  end,  by  means  of  the  swinging  cables  the  cutter  is  swung 

*  Report  of  the  Chief  of  Engineers.  U.  S.  A.,  1894,  page  2979,  Appendix  XX. 
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back  and  forth  across  the  channel  to  be  cut,  with  the  spud  as  a  center,  Mr.  Woolley. 
and  the  distance  between  spud  and  cutter  as  a  radius. 

For  the  work  in  Old  River,  with  the  strong  current  which  usually 
prevails,  it  was  found  very  difficult  to  use  the  pontoons,  even  where 
the  depths  outside  the  channel  were  sufficient,  and  there  were  many 
places  where  they  could  not  be  floated.  It  was  then  decided  to 
suspend  as  great  a  length  of  discharge  pipe  as  possible  from  the  side 
of  the  boat,  and  discharge  directly  overboard.  By  keeping  the  dredge 
well  to  the  side  of  the  channel,  on  which  the  discharge  was  being  placed, 
taking  the  full  swing  in  the  opposite  direction,  it  was  found  that  the 
material  could  be  placed  60  ft.  away,  or  on  top  of  the  flat  shelf  outside 
of  the  dredged  channel.  With  the  class  of  material  encountered  in 
Old  River,  it  was  found  that  a  very  small  percentage  of  discharge 
returned  to  the  channel.  The  ease  of  manipulation  much  more  than 
outweighed  the  return  of  material  to  the  cut,  as  compared  with  the 
stoppage  and  loss  of  time  due  to  buckling  and  fouling  of  the  pontoon 
line  in  shallow  water. 

In  cutting  the  channel  across  the  bar  at  the  mouth,  the  discharge 
was  always  placed  on  the  down-stream  side,  and  although  the  material 
at  this  point  is  largely  sand  and  gravel,  a  comparatively  small  amount 
of  it  returned  to  the  cut. 

The  bar  at  the  mouth  had  been  cut  through  when  500  ft.  of  the 
proposed  channel  was  high  and  dry  above  the  water  surface.  In  cut- 
ting through  a  dry  bar  the  cutter  head  is  lowered  to  the  desired 
depth  of  channel,  and  worked  forward  just  as  fast  as  the  material 
sloughs  down  the  face  of  the  cut.  Of  course,  no  material  standing 
above  the  water  surface  could  be  cut  through  and  not  slough  down 
the  face  of  the  cut,  without  much  delay  from  moving  back  to  clean 
up  material  that  might  have  fallen  behind  the  cutter  head,  unless 
blasting  or  other  artificial  means  were  used  to  throw  down  the  face 
of  the  cut  slightly  in  advance  of  the  cutter.  For  this  same  reason  no 
great  depth  of  cut  can  be  taken  in  very  stiff  clay  without  a  consider- 
able fouling  of  the  channel  behind  the  cutter  head. 

From  the  foregoing  it  will  be  quite  evident  that  the  depth  of  a 
single  cut,  within  certain  limits,  has  to  be  determined  by  the  class  of 
material  being  handled. 

The  dredge  is  always  worked  down  stream,  and  the  greater  the 
velocity  of  the  current,  the  greater  the  necessity  for  so  doing,  to  pre- 
vent the  fouling  of  the  channel  behind  the  dredge. 

For  all  classes  of  material  encountered  in  Old  River,  it  is  found 
that  the  channel  behind  the  dredge  does  not  differ  less  than  0.5,  nor 
more  than  1  ft.  from  the  depth  at  which  the  cutter  head  is  being 
■worked. 

When  dredging  in  pure  sand,  the  depth  of  clear  channel  behind 
the  dredge  and  the  depth  of  the  cutter  head  varies  from  |  to  Ih  ft.. 
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>ir.  Wooiioy.  iiiul  much  of  this  (liffor(mc«»  the  writer  attril)nteK  to  inat(n-ial  runuinj? 
from  iht'  Hides.  The  R<ini  was  fitted  and  designed  to  work  with  a 
walking  or  push  spud,  to  be  operated  by  steam,  the  spud  to  be  raised 
and  the  foot  set  forward  again  after  the  dredge  had  been  fed  into  the 
init  through  the  maximum  movement  i)ermitted  by  the  si)ud.  This 
was  never  successful.  The  pushing  gear  was  weak  and  defective,  and 
the  dredge  was  always  thrown  back  from  the  face  of  the  cut  when  the 
s[)ud  was  being  raised. 

The  spud  is  now  used  only  to  hold  the  dredge  in  place.  When  the 
spud  is  raised,  the  dredge  is  fed  forward  by  the  propelling  engine. 
Under  ordinary  w  orking  conditions  and  depth  of  cut,  the  cutter  head 
is  swung  across  and  back  again  over  the  desired  width  of  cut,  the 
spud  is  raised  and  the  dredge  forced  ahead  by  propelling  engines. 
The  usual  forward  movement  is  from  18  to  24  ins.  each  time,  and  at 
about  four  or  five  minutes  apart. 

A  careful  study  of  the  daily  log  of  the  Ram  during  the  working 
season,  since  she  was  placed  in  commission,  shows  that  seven  and  one- 
half  out  of  every  ten  hours  are  actually  devoted  to  dredging.  This 
loss  of  but  2b%  of  the  actual  working  time  is  for  all  causes — minor 
repairs,  moving  swing  cables  forward  to  dead-men  or  shore  anchor- 
ages, lowering  swing  lines  for  passing  boats,  raising  cutter  to  remove 
debris  or  lubricate  shaft  bearings,  and  moving  dredge  to  fuel  barge  for 
coaling  bunkers  when  working  without  the  service  of  a  tender. 

After  four  years'  experience  with  this  particular  dredge,  the  writer 
is  of  the  opinion  that  a  machine  of  this  type,  which  can  devote  75% 
of  its  working  time  to  actual  dredging,  is  quite  up  to,  if  not 
above,  the  average.  A  dredge  specially  built  to  work  in  the  open 
Mississippi,  and  not  subject  to  many  of  the  stoppages  hereinbefore 
mentioned,  should  be  able  to  average  8  to  9  hours'  actual  work  out  of 
every  possible  10,  or  19  to  21  out  of  every  24  hours. 

In  1896  the  Mississippi  River  Commission  directed  that  the  Ram^ 
in  addition  to  its  duties  at  Old  River,  should  care  for  the  needs  of 
navigation  at  Ford's  Crossing,  none  of  the  other  dredges  built  for  use 
in  the  Mississippi  being  available  for  that  locality. 

Ford's  Crossing  (Fig.  21)  is  in  the  Mississippi  River,  about  eleven 
miles  below  Natchez,  Miss.  This  bar  does  not  annually  become  a 
serious  obstruction  to  navigation.  In  only  about  one  of  every  three 
years  has  the  depth  of  water  been  less  than  7  to  8  ft. 

In  1896  the  greatest  channel  depth  across  this  bar  was  but  5.4  it. 
The  crossing  was  rather  abrupt,  being  at  an  angle  of  about  45°  to  the 
axis  of  river,  and  so  crooked  as  to  offer  serious  obstruction  to  the 
navigation  of  boats  drawing  even  less  than  5  ft.  A  survey  was  made 
and  a  contour  map  of  the  bar  prepared.  The  channel  was  located  by 
the  most  direct  route  from  the  upper  to  the  lower  pool,  parallel  to  the 
thread  of  the  current  and  practically  over  the  nearest  approach  to  any 
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oxisting  cbauuel.     Numerous   floats  were  run  from  the  upper  to  the  Mr.  Woolley, 

lower  pool,  their  course  being  accurately  located  on  the  contour  map. 

All  available  data  were  taken  and  noted  in  order  to  lay  the  proposed 

channel  so  as  to  coincide,  as  nearly  as  possible,  with  that  which  Nature 

would  seem  to  indicate  as  her  choice.     The  total  length  of  channel 

dredged  was   2  400  ft.,  to  a  depth  of  12  ft.  below  extreme  low  water, 

with  a  bottom  width  of  100  ft.     A  navigable  channel  of  9.5  to  10.5  ft. 

was  maintained  during  the  season  by  going  over  the  cut  twice.     The 

dredge  was  entirely  inadequate  to  cope  successfully  with  a  bar  of  this 

magnitude.     The  conditions  were  unfavorable  for  a  test  of  a  dredge 

of  this  particular  type  and  small  capacity  for  bars  in  the  Mississippi. 


^^'"^^'Ciut  Iron 
I     B.M. 


Fig.  21. 

The  river  was  falling  during  the  first  cut  and  rising  during  the  second. 
There  was  a  much  greater  back-fill  and  running  of  sand  from  the 
sides  during  a  rising  stage.  The  efi'ects  of  dredging  seemed  to  be 
pretty  well  obliterated  five  days  behind  the  dredge  on  a  rising  river. 
With  a  falling  river  the  channel  behind  the  dredge  maintained  itself 
much  better  than  had  been  expected.  These  conditions  may  apply 
generally  to  this  and  many  bars  in  the  Mississippi,  or  they  may  be  as 
erratic  as  some  natural  locations  of  channels  across  bars. 

The  material  encountered  at  Ford's  Crossing  was  sand,  mixed  with 
about  1%  of  gravel.  The  sand  was  much  coarser  than  that  encount- 
ered at  the  mouth  of  Red  River,  and  worked  much  easier,  the  dredge 
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Mr.  Woolley.  baiulliiiR  about  20%  more  per  hour  tliau  at  Red  River,  the  average  of 
solid  inaitor  being  about  12  i)Pr  cent. 

Tlic  writer's  exi)erieuce  in  dredging  large  sand  bars  in  the  Mifisis- 
sippi  River  has  been  limited  to  this  work  at  Ford's  Crossing,  with  this 
comparatively  small  sand  bar  and  small  dredge;  beside  which  the  larger 
bars  and  larger  dredges,  in  the  upper  Mississippi,  are  about  as  1  to  10. 

However,  the  experience  gained  at  Ford's  (Crossing  has,  in  the 
opinion  of  the  writer,  determined  that  the  prerequisites  to  the  suc- 
cessful dredging  of  a  navigable  channel  through  the  bars  in  the  Missis- 
sippi River  are: 

i'''/?*s<.— Machinery  of  large  capacity,  able  to  burst  through  a  bar 
in  the  shortest  practicable  time  in  order  to  secure  the  scouring  action 
of  the  current  before  the  channel  behind  the  dredge  shall  have  de- 
teriorated. 

Second. — A  location  of  the  proposed  channel  to  conform,  as  nearly 
as  can  be  determined,  to  Nature's  choice,  from  which  the  slightest 
deviation  will  develop  insurmountable  obstacles,  resulting  in  ex- 
pensive and  useless  labor. 

Before  having  had  actual  experience  in  dredging  a  bar  in  the  open 
Mississippi,  it  occurred  to  the  writer  that  placing  the  discharge 
1  000  ft.  away  from  the  dredge  was  rather  excessive.  The  experience 
at  Ford's  Crossing  gave  every  indication  that  if  the  discharge  had 
been  placed  300  ft.  away  from  the  channel  the  distance  would  have 
been  ample. 

The  sand  on  the  bar  at  Ford's  Crossing  runs  very  much  more  freely 
than  anything  found  at  the  mouth  of  Old  River,  owing  to  the  larger 
grains  composing  the  former. 

It  can  be  readily  understood  that  the  bars  in  the  upper  Mississippi 
are  comj^osed  of  a  material  that  is  subject  to  greater  movement  than 
that  composing  the  bars  in  the  lower  Mississippi.  The  writer  does 
not  wish  to  be  considered  as  implying  that  the  discharge  distance 
of  1  000  ft.  has  been  adopted  without  careful  tests,  or  merely  because 
these  dredges  were  fitted  with  this  amount  of  discharge  pipe. 

The  writer  has  seen  no  published  results  of  tests  to  determine  the 
practicability  or  economy  of  a  shorter  discharge  distance  than  1  000  ft., 
and  mentions  this  with  a  view  of  bringing  forth  anything  that  may  be 
available  on  this  interesting  point. 

The  following  memoranda  may  be  of  interest  as  relating  to  the 
efficiency  of  the  several  parts  of  this  machine,  the  alterations  which 
have  been  made,  together  with  others  that  it  is  proposed  to  make  in 
order  to  place  the  dredge  in  thorough  condition  before  the  season  1899. 

The  cutter  head  has  proven  to  be  amply  strong  for  all  kinds  of 
work.  Many  piles,  sunken  saw  logs,  steamboat  wrecks,  heavy  oak 
checkposts  in  old  sunken  coal  barges  have  been  encountered  and  dis- 
posed of,  and  not  a  single  blade  on  the  cutter  head  has  been  broken. 
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The  cutter  head  could  be  designed  with  larger  openings  for  certain  Mr,  WooMey. 
classes  of  material,  which  would  increase  very  much  the  efficiency  of 
the  machine. 

For  the  various  classes  of  material,  from  stiff  clay  to  sand,  and  in- 
cluding all  kinds  of  debris,  the  present  design  of  cutter  head  is  well 
adapted. 

The  15-in.  Edwards  pump  has  given  great  satisfaction,  is  compara- 
tively easy  of  repair,  has  worn  extremely  well  and  is  admirably  adapted 
to  this  kind  of  work. 

There  is  but  one  slight  objection  to  the  details  of  this  pumj)  :  For 
the  high  speed  required,  the  writer  has  found  need  for  larger  thrust 
bearings.  With  some  minor  alterations,  and  with  water-jets,  the  writer 
has  been  enabled  to  run  the  pump  at  260  revolutions  per  minute  for 
eleven  consecutive  hours,  with  a  vacuum  of  from  4  to  27  ins, ,  without 
undue  heating. 

It  is  proposed  to  increase  the  bearing  area  of  the  thrust  rings  about 
bO%  as  soon  as  it  becomes  necessary  to  put  in  new  rings. 

The  compound  engines  were  built  by  the  Bucyrus  Company  after 
their  own  pattern;  high  pressure  cylinder  14^-in.  by  20-in.,  low  press- 
ure cylinder  26-in,  by  20-in.,  placed  on  a  rigid,  hollow-girder  bed- 
frame. 

The  engines  are  driven  at  130  revolutions  per  minute,  and  develop 
under  ordinary  working  conditions,  with  100  lbs.  boiler  pressure, 
from  170  to  190  H.-P,  The  engine  and  pump  are  connected  by  belt; 
the  revolutions  of  pump  and  engines  having  a  ratio  of  2  to  1. 

The  first  season's  work  developed  the  fact  that  the  engine  shaft 
was  too  light  to  carry  the  heavy  driving  pulley  without  heating  its 
bearings,  the  shaft  becoming  flexible  when  running  with  full  load  and 
thus  causing  great  vibration  throughout  the  boat. 

The  shaft  was  made  as  large  as  housing  could  accommodate,  the 
hollow  cast-iron  caps  forming  the  top  of  the  bearings  were  tapped  and 
a  stream  of  cold  water  constantly  circulated  through  them.  No  further 
trouble  was  had  from  heated  bearings. 

The  present  wooden  hull  has  proven  entirely  too  small  for  the  con- 
venient manipulation  of  the  machinery,  and  it  is  proposed  to  replace 
it  with  one  of  steel.  The  new  steel  hull  will  be  25  ft.  longer,  will  con- 
tain ballast  tanks  on  either  side,  to  enable  a  greater  length  of  dis- 
charge pipe  to  be  suspended  from  the  side  of  the  boat,  and  at  the 
same  time  to  allow  the  boat  to  work  on  an  even  keel,  without  the 
necessity  of  constantly  shifting  fuel  from  bunker  to  bunker  for  bal- 
last, as  is  now  done. 

The  propelling  engines  are  capable  of  driving  the  dredge  and  a 
tow,  consisting  of  a  large  fuel  barge,  with  fuel  for  an  entire  season's 
work,  as  well  as  all  pontoons  and  other  necessary  equipment,  up- 
stream at  the  rate  of  6  miles  per  hour. 
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Ml    naiipt  li.  M.  Hauit,  M.  Am.   Soc.  C.  E. — This  valuahlc  paper  Ih  ho  com- 

pi(>luMisiv(>  as  to  ()p«Mi  a  wide  fiold  to  diHcUHsion,  and  ono  cannot  do  it 
justioo  in  a  V)rief  (•()ntril)uti()n,  with  limited  time  at  command. 

There  are  several  points  to  which  attention  is  directed.  Before 
submittinfj:  them,  however,  the  writer  wonhl  remark,  rn  pf/saauf, 
that  at  the  Annual  (convention  of  18'.)2  Ik^  (railed  attention  to  the 
fact  that,  unless  the  discharge  of  sediment  at  the  delta  was  equal 
to  or  greater  than  that  carried  into  the  bed  of  the  river  by  its  tribu- 
taries and  caving  banks,  the  bed  must  inevitably  rise.  This  proi)osi- 
tion  appears  to  be  confirmed  by  the  physical  description  of  the  river, 
showing  a  diminution  in  slope  and  absence  of  bars  in  the  lower  reaches, 
the  coarser  gravels  being  deposited  higher  up,  and  only  the  fine  mud 
being  carried  to  sea. 


Fig.  22. 

Under  the  subdivision  of  current  deflectors,  the  author  states  (page 
233):  "In  practice,  it  is  a  well-known  fact  that  a  barge  anchored  in 
shallow  water  will  very  soon  cause  the  sediment  to  deposit."     Etc. 

On  the  contrary,  it  was  found  during  the  building  of  the  St.  Louis 
Bridge  that  the  scows  placed  around  the  abutments  produced  a  scour 
under  them. 

The  writer  also  observed  that  the  vessels  lying  alongside  the  bulk- 
head of  the  Atlantic  Refining  Company's  wharf  in  the  Schuylkill 
River,  Pa.,  where  the  currents  are  sluggish,  caused  a  well-defined 
hole  to  be  scoured  under  their  berths,  while  a  ridge  rising  from  11  to 
to  13  ft.  formed  outside  near  the  axis  of  the  stream.  The  low-water 
depths  along  the  bulkhead  exceed  20  ft.     Again,  the  writer  made  an 


i 


CORRESPONDENCE  ON  DREDGES  AND  DREDGING. 


341 


experiment- on  the  Five  Mile  Bar,  with   current   deflectors  hinged  to  Mi  iHitii|jt. 
piles  to  test  their  efficiency,  and  within  two  tides  the  depths  were  in- 
creased from  9  to  over  18  ft.,  M.  L.  W. 

The  writer  is,  therefore,  at  a  loss  to  understand  the  local  or  other 
conditions  that  have  apparently  produced  such  opposite  results  from 
current  action  due  to  vertical  deflection. 

The  description  of  the  canvas  curtains  _^is  akin  to  the  devices 
patented  by  the  writer  in  1886,  and  a  reference  to  Fig.  22  will  suffice 
to  show  the  idea. 

Again,  the  5th  class  was  clearly  anticipated  by  a  device  tried 
by  William  P.  Craighill,  Past-President,  x\m.  Soc,  C.  E.,  on  the 
lower  Susquehanna  with  very  good  results.  It  consisted  of  two  or 
more  boats  or  rafts,  with  vertical  sheet  piling  suspended  between 
them,  to  be  used  in  trials  for  the  proper  location  of  a  more  perma- 
nent dike,^ 

The  8th  class  is  also  anticii^ated  in  the  Brownlow  weeds,  so 
successfully  tried  on  the  Missouri  River  in  1878  for  the  purpose  of 
contracting  the  river  by  creating  artificial  bars  by  means  of  these 
permeable  dikes, f  which  in-oved  so  cheap  and  effective,  as  comj)ared 
with  the  revetments. 

The  following  extracts  i  may  serve  to  supplement  this  interesting 
digest  by  the  author,  as  it  describes  devices  to  which  no  reference  ap- 
pear to  be  made: 

''History  of  Vertical  Deflectors. — Probably  the  earliest  attempt  made 
to  apply  a  vertical  deflection  of  the  surface  velocity  upon  the  bottom 
was  patented  by  General  G.  T.  Beauregard  in  1853.  The  device  (Fig. 
23)  consisted  of  a  large,  rectangular  wooden  tube,  oj^en  at  both  ends 
and  having  a  wooden  diaj^hragm  or 
inclined  plane  extending  from  the 
upper  edge  at  the  inner  end  to  near 
the  lower  edge  at  the  outer,  for  the 
purpose  of  reflecting  the  surface  cur- 
rent downward  to  act  upon  the  bar. 
'  The  excavator  is  to  be  anchored  at 
the  inner  edge  of  the  bar  by  weight- 
ing down  the  tojD. '  Thus  it  appears 
it  had  no  means  of  locomotion,  the 
anchorage  was   very   deficient,   there 

was  no  assurance  that  it  would  always  remain  '  right  side  up,'  nor  that 
it  would  not  be  submerged  by  the  scour  at  its  ends  and  sides.  It 
would  probably  soon  have  been  dashed  to  pieces,  cai^sized  or  buried. 
There  is  no  evidence  that  it  was  ever  tested. 

"In  1860  another  attempt  was  made,  by  Robert  Gamble,  Jr.,  to 
apply  this  principle  in  a  more  practical  device.     It  consisted   of  a 

*  Report  of  Chief  of  Engineers,  186T.  pp.  419-427. 

+  Reports  of  Chief  of  Engineers.  1ST8.  p.  654.  etc. 

t  These  quotations  are  taken  from  a  paper  bv  the  writer  and  may  be  found  in  the 
Proceedings  of  the  Engineers"  Club  of  Philadelphia  (Vol.  vi.  1886-1888.  p.  73.  etc. ».  but 
Figs.  2.3  to  27  are  added  and  there  are  also  some  other  slight  changes  to  make  the  matter 
more  complete. 


Fig.  2:3. 
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Mr.  Haupt.  floatin^^  har^o  (Fipf.  24),  having  a  falHe  bottom  liiiif^cd  lUMir  the  u})- 
Htroain  edge  Tho  bottom  was  compoKod  of  two  IcavcH,  the  lower 
beiug  kept  liorizontal  as  it  was  i)rcsstHl  down  by  four  sj)udH,  while  the 
iipper  was  made  to  flare  iip  stream  to  deflect  the  curreut  under  the 
boat,  and  so  wash  out  the  bar  upon  which  it  had  grounded.  The 
action  in  this  case,  it  will  be  seen,  was  limited  and  tcmi)orary,  and  did 
not  differ,  in  kind,  from  that  of  an  ordinary  scow,  which,  l)einjr  an- 
chored over  a  shoal,  will  cause  the  removal  of  the  sand  under  it  for  a 
depth  nearly  equal  to  its  draught. 

"  A  third  device  was  that  proposed  by  J.  Grant,  a  Mississippi  River 
pilot,  in  187(),  who  tried  to  remove  bars  by  placing  a  barge,  having 
heavy  scantling  suspended  on  its  side,  athwart  the  current.  Attached 
to  the  bottom  of  the  scantling 
there  were  flaiing  shields,  3', 
ft.  wide,  extending  the  whole 
length  of  the  boat,  80  ft.,  by 
which  the  currents  near  the 
bottom  were  deflected  down- 
ward. This  machine  was  placed 
near  the  upper  end  of  the  shoal 
to  be  removed,  and  the  aprons 
lowered  to  the  required  depth,  when  it  was  found  that  the  current 
was  forced  under  it  with  increased  velocity,  and  the  material  was 
quickly  excavated,  thus  allowing  the  barge  to  float  down  stream, 
guided  by  a  tug,  and  shearing  off  the  top  of  the  bar  as  it  went. 
'  When  a  deepening  of  about  6  ins.  had  been  effected  over  the  whole 
area  required,  the  apron  was  lowered  still  deeper,  thus  shaving  off  the 
shoal  by  successive  cuts. '  By  this  means  a  deepening  of  about  2  ft.  was 
effected,  but  when  operations  ceased,  the  bar  reformed.*  This  serves 
merely  to  demonstrate  the  correctness  of  the  principle  of  vertical  de- 
flection, for  in  this  instance  the  feeblest  currents  or  those  near  the 
bottom  were  the  ones  applied,  and  that  only  for  a  very  limited  depth. 
There  was  the  fatal  defect  of  not  providing  for  a  permanent  change  of 
regimen  at  that  section,  for 
no  mere  change  of  mould 
without  a  corresponding- 
change  in  velocity  will  pro- 
duce a  permanent  channel."  y. 

In  1880  Taylor  patented  ' 
an    intricate    device    of    a 
weighted  triangular  box,  a 
floating  barge  with  movable  truck,  a  submerged  pilot  wheel,  an  articu- 
lated brace  or  leg,  and  other  complicated  parts. 

Koon's  device,   of  1883,  consisted  of  a  series  of  deflecting  plates 

set  in  a  box,  or  frame,  having  legs  which  rested  upon  the  bar,  but  the 

writer  has  never  seen  any  record  of  a  trial  having  been  made. 

^^  Economy  of  Current  Deflectors. — As  to  the  economy  of  this  method 
of  dredging  as  compared  with  the  mechanical  devices,  reference  is 
made  to  a  crude  and  limited  construction  (Fig.  25)  used  on  the 
Garonne  in  France;  where,  notwithstanding  its  imperfections,  it  was 
found  quite  efiicient.  The  account  says:  'An  economical  manner  of 
removing  the  materials  of  the  bed  of  a  river  consists  in  the  application 


Fig.  25. 


♦The  Mississippi  Jetties.    Corthell,  p.  216. 
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of  movable  dams  attached  to  a  boat.  These  dams  offer  a  resistance  to  Mr.  Haupt. 
the  flow  of  t^e  water,  and,  according  to  the  greater  or  less  depression 
given  to  them,  they  either  divert  the  whole  effort  of  the  stream  against 
any  particular  object,  or  by  simply  contracting  the  water-way  they 
augment  its  velocity,  especially  at  the  bottom.  Wherever  applicable 
this  system  has  been  found  to  diminish  the  expense  by  about  nine- 
tenths.  ' 

' '  '  The  machine  which  was  employ e(J  on  the  Garonne  removed  about 
sixty  yards  of  sand  and  clay  per  day,  at  an  expense  of  about  2jd.  (5 
cents)  per  cubic  yard.' 

''(Extract  from  the  'Aide  Memoir e,' 
Vol.  3,  p.  273). 

' '  It  appears  that  this  dam  was  a  kind 
of  vertical  screen  attached  to  the  up- 
stream end  of  a  scow  to  contract  the 
waterway." 

The  "Kingston"  deflectors  (Fig.  26)  as 
applied  on  the  Hooghly  Kiver,  India,  cut  from  6  ins.  to  2  ft.  through 
a  bar  300  ft.  long  in  two  hours  at  low  water.* 

The  experience  of  the  writer  inclines  him  to  the  belief  that  current 
deflectors  are  very  effective  auxiliaries  to  channel  improvements,  but 
they  should  be  accompanied  by  permanent  regulating  works  to  main- 
tain the  benefits  which  they  produce  and  augment.  Fig.  27  shows  a 
current  deflector  designed  by  the  writer  some  years  ago. 

Under  the  subdivision  of  water  jets,  etc.,  the  writer  is  impressed 
with  the  failure  to  refer  to  the  pioneer  and  basic  patent  for  the 
system      of      removing 

spoils  from  the  bed  of  ,g         " ^ 

a  river  or  bay  by  means    ^'"^ 

of  rotary  cutters  with 
inward  delivery,  centri- 
fugal pumps  and  flexi- 
ble distributing  pipes. 
as  issued  to  Mr.  A.  B. 
Bowers,  C.  E.,  of  San 
Francisco,  and  which 
has  been  applied  so 
extensively  in  various 
modified  forms  on  rivers 

and  harbors,  to  the  great  benefit  of  commerce.  The  claims  of  the 
patentee  have  been  uniformly  sustained  by  the  United  States  courts, 
and  the  inventor's  time  is  consumed  in  efforts  to  protect  his  interests, 
the  history  of  which  reads  like  a  romance.  Active  opposition  to  an  in- 
vention is,  however,  the  best  evidence  of  its  merit.  These  dredges 
were  used  at  St.  Louis,  on  the  Mississippi;  on  the  Chicago  drainage 
canal;  at  Seattle,  Tacoma,  Alameda  Bay  and,  in  modified  forms,  on  the 
Atlantic  and  Gulf  coasts,  with  great  effect. 

*  For  details  and  drawings  see  Scientific  America)}.  November  '24.  1888.  p.  326. 
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Ml  iiaui)(.  Under  Section  7  the  author  says:  "The  removal  of  barfiby  means  of 
Wasting  has  been  tried  with  unsatisfactory  results."  If  this  statement 
is  understood  as  being  limited  to  the  experience  on  the  sand  bars  of  the 
]VIississii)})i  River  it  may  dou])tless  ])e  correct,  otherwise  it  is  oi>en  to 
criticism,  since  other  instances  of  the  successful  removal  of  bars 
may  be  cited,  one  of  the  most  conspicuous  being  that  of  the  Brunswick 
Bar,  Georgia,  where  the  depth  was  increased  from  17  to  24  ft,  by  the 
explosion  of  dynamite  aided  for  the  last  foot  or  more  by  devices  for 
smoothing  the  bottom,  and  the  results  appear  to  be  fairly  permanent, 
while  the  cost  was  a  mere  fraction  of  that  which  would  have  been  re- 
(piired  had  jetties  been  built. 

This  excellent  paper  is,  however,  too  extensive  to  be  discussed  in 
detail,  and  the  writer  believes  that  the  temporary  improvement  of  the 
Mississippi,  at  low-water  stages,  by  dredging  is  doubtless  the  most 
expedient  method  of  maintaining  a  navigable  channel,  especially  with 
the  hydraulic  dredges  which  have  been  so  well  developed  under  the 
Commission.  The  capacity  of  these  dredges  reached,  in  one  case,  2  553 
cu.  yds.  per  hour,  an  achievement  which  would  have  been  regarded  as 
Utopian  but  a  few  years  ago,  Avhen  the  average  was  1  000  cu.  yds.  per  day. 

The  adoption  of  the  dredging  system,  for  the  improvement  of  the 
river,  marks  a  radical  departure  from  that  used  in  the  earlier  stages  of 
its  development,  when  these  modern  facilities  were  not  available;  but, 
as  the  author  states,  the  making  of  each  cut  involves  a  special  problem, 
and  the  results  are  not  permanent,  but  must  be  repeated  at  each  low- 
water  stage.  That  this  may  be  done  economically  it  should  be  remem- 
bered that  a  lateral  displacement  of  material,  especially  if  placed  on 
the  down-stream  edge  of  the  cut,  when  it  is  not  parallel  with  the  axis 
of  the  current,  will  produce  the  best  results,  both  by  concentration  and 
reaction.  A  change  of  form  in  the  wetted  perimeter  without  an  in- 
crease in  the  area  of  the  section  is  what  is  desired;  hence,  in  general,  a 
longitudinal  movement  of  material,  unless  it  be  intended  to  produce 
uniformity  of  section  and  flow,  would  prove  injurious. 

In  conclusion  the  writer  submits  another  brief  extract  from  his 
j)aper  on  the  improvement  of  rivers  by  regulation  works.* 

"With  reference  to  the  improvement  of  the  Mississippi  River,  the 
plan  of  the  Commission  as  stated  by  Mr.  Jas.  B.  Eads,  C.  E. ,  was  to 
rectify  '  the  high-water  channel  by  the  ultimate  narrowing  of  the  wide 
places  as  the  only  method  by  which  a  deep  and  uniform  low- water 
channel  can  be  permanently  secured.'  '  A  uniform  current  will  result; 
the  caving  of  the  banks  wall  be  practically  arrested,  and  the  sooner 
these  wide  places  are  corrected,  the  less  will  the  improvement  of  the 
river  cost.'f 

"In  a  stream,  the  improvement  of  which  may  cost  over  SlOO  000  000, 
it  is  of  great  importance  that  the  most  economical  and  permanently 
effective  devices  be  used.  ^ 

*  For  further  data  see  also  article  on  Dredging,  in  Johnson's  Encyclopaedia  by  L. 
M.  Haupt. 

t  N.  B.— The  policy  of  the  Commission  having  changed,  Captain  Eads  withdrew. 
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"It  is  evident  that  the  velocity  of  a  stream  is  affected  by  the  amount  Mr.  Miuipt. 
or  quantity  of  water,  and  the  area  of  its  section.     If  the  hitter  he  made 
larger  for  a  given  quantity,  the  velocity  will  be  reduced;  if  smaller,  in- 
creased;  or,    if  the   quantity  passing   a   given  area   be   increased    or 
diminished,  the  velocity  must  vary  in  the  same  ratio. 

"It  is  also  apparent  from  the  preceding  quotations  that  in  the 
opinion  of  the  most  experienced  hydraulic  engineers,  the  only  forces 
that  can  be  applied  with  success  to  secure  permanent  improvements 
are  those  of  tidal  and  river  currents.  Hence  that  system  which  most 
readily  controls  and  regulates  the  currents  will  give  the  best  perma- 
nent results  in  curbing  the  stream." 

A.  W.  EoBiNsoN,  M.  Am.  Soc.  C.  E. — This  paper  is  valuable  and  y\v.  Kobinson. 
timely  as  a  historical  record  of  a  most  remarkable  work.  The  author's 
familiarity  with  the  Mississippi  has  enabled  him  to  describe  the 
peculiar  conditions  which  there  exist,  and  to  make  clear  the  reasons 
and  considerations  which  have  governed  the  development  of  a  unique 
system  of  dredging.  In  the  low-water  season  on  the  Mississipjn  events 
follow  one  another  rapidly.  A  dredge  that  can  make  an  available 
channel  across  a  newly  developed  shoal  in  a  few  hours  and  permit 
navigation  to  be  resumed  can  fairly  be  called  a  unique  production. 

The  author  has  described  the  first  efforts  made  in  this  direction  and 
the  rapid  development  of  a  distinctive  type  of  dredge  from  the  Alj^ha, 
of  1892,  to  the  machines  now  being  built.  Four  of  the  dredges  de- 
scribed in  the  paper  Avere  built  by  the  Bucyrus  Steam  Shovel  and 
Dredge  Co.,  namely,  the  JRam  and  the  Gamma,  both  from  the  writer's 
designs,  and  Nos.  3  and  4,  as  described  on  page  293,  from  Major  Hand- 
bury 's  designs. 

In  the  construction  of  the  earlier  dredges  there  was  some  difference 
of  opinion  as  to  the  relative  value  of  diJBferent  features.  The  committee 
having  the  matter  in  charge  determined  to  construct  different  dredges 
to  test  the  most  promising  designs.  For  instance:  It  was  thought  by 
some  that  mechanical  agitators  were  indispensable  for  efficient  work, 
and  the  good  work  done  elsewhere  with  rotary  cutters,  etc.,  was  cited; 
on  the  other  hand,  there  were  those  who  contended  (the  late  Colonel 
Henry  Flad  and  the  writer,  among  the  number)  that,  while  mechanical 
agitators  were  useful  and  even  indispensable  under  certain  conditions, 
they  were  unnecessary  in  the  free,  alluvial  sand  of  the  Mississippi  Elver. 
Experience  has  proved  that  the  cutter  appliances  only  add  complica- 
tion and  liability  to  delay,  and  that  better  results  are  obtained  with 
Avater-jets,  or  in  fact  with  no  agitation  at  all.  It  is  only  necessary  to 
bring  the  mouth  of  a  suction  pipe  into  proximity  with  the  sand,  and  to 
feed  it  regularly,  in  order  to  obtain  all  the  sand  that  the  pipe  is  capable 
of  carrying.  If  the  open  end  of  a  plain  suction  pipe  is  fed  into  a  bank 
of  free  sand,  it  is  ahvays  possible  to  choke  it  by  taking  more  sand  than 
the  water  Avill  carry.  Observation  of  the  early  work  of  these  dredges 
shows  that  there  was  no  difficulty  in  getting  sand  into  the  pipe  in  any 
quantity,  and  that  the  main  thing  was  to  put  it  through  in  large  quanti- 
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Kobitison  tics  without  choking  aud  without  siuking  the  pijx'.  This  qucHtion  of 
inochanical  cutters  7'n'stfs  wat(>r-jctH  is,  th(>i'cfore,  one  wliicli  sliouhl  be 
dctoriuiucd  outirely  by  the  coiulitious  to  be  met  and  the  kind  of  material 
to  be  dnnlfj^ed.  lu  free  saud  ueitlier  are  necessary.  In  sandy  alluvium, 
soft  mud,  or  stratified  dei)osits  easily  separated,  the  water-jets  will  be 
sufficient  to  break  u])  the  bank  so  that  it  will  olTer  no  resistance  to  i)umj)- 
iuji;.  In  harder  material,  requiiin*^  cuttinf^  .and  disintegration,  mechan- 
ical force  must  be  api)lied  as  well  as  hydraulic  force.  These  and  other 
(juestions  have  been  settled  by  the  experience  gained,  and  while  all  the 
dredges,  as  a  series,  are  remarkably  successful,  the  later  ones  are  nat- 
urally more  perfect  and  efficient. 

The  first  floating  discharge  pii)es  made  had  insufficient  buoyancy. 
It  was  thought  that  more  than  2,5%  of  sand  never  could  be  carried  in 
so  large  a  pipe,  but  later  it  was  found  necessary  to  provide  a  margin  of 
buoyancy  even  with  the  pipe  solidly  full  of  sand,  a  condition  which 
sometimes  occurred.  Owing  to  the  great  size  and  weight  of  these  dis- 
charge pipes,  the  general  practice  has  been  to  carry  them  partially  sub- 
merged. This  caused  some  inconvenience  in  fitting  on  the  rubber  con- 
necting sleeves,  but  made  it  possible  to  use  smaller  pontoons.  In  the 
pontoons  of  the  Gamma  each  section  consisted  of  four  cylindrical  pipes 
clamped  to  one  length  of  discharge  pipe  50  ft.  long.  Four  clamp  frames 
on  each  leng-th  served  to  bind  the  whole  rigidly  together  into  one  pon- 
toon, Avithout  using  any  riveted  fastenings  or  making  any  holes  in  the 
floats.  This  construction  gives  great  stability  against  overturning, 
and  also  admits  of  turning,  removing,  getting  at  or  replacing  any  of  the 
floats,  without  difficulty.  It  is  also  cheap  and  easy  of  shipment.  The 
side-floats  of  the  Gamma  were  made  a  little  smaller  in  diameter  than  the 
main  central  pipe.  Experience  showed  that  it  would  have  been  better 
to  provide  more  buoyancy  by  making  the  side  pipes  at  least  of  the  same 
diameter  as  the  main  discharge  pipe. 

The  pontoons  of  the  Beta  were  rounded  on  the  bottom,  with  the  ob- 
ject of  diminishing  the  resistance  to  the  current  when  the  pipe-line  is 
deflected  or  lying  across  the  current.  They  w^ere,  however,  deficient  in 
stability  and  were  liable  to  capsize.  In  dredges  Nos.  3  and  4,  Major 
Handbury  has  treated  the  pipe-line  question  in  an  entirely  different 
manner.  Instead  of  a  floating  pipe  1  000  ft.  long,  deflected  across  the 
current  and  subject  to  its  resistance,  he  proposes  to  use  a  pipe  500  ft. 
long,  and  carry  it  straight  out  laterally,  at  right  angles  to  the  current  if 
necessary.  This  is  accomplishe-d  by  mounting  the  pipe  on  a  series  of 
boat-shaped  pontoons  with  swivel  supports  on  each.  The  pontoons  are 
sharp  at  bow  and  stern,  are  each  provided  with  a  rudder,  and  can  be  so 
steered  and  set  that  they  will  carry  the  pipe  out,  at  any  desired  angle 
from  the  dredge,  in  a  rapid  current,  without  any  deflecting  lines  or 
anchorage  whatever. 

The  enormous  output  made  as  a  test  record  by  the  Beta,  in  spite  of 
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many  and  serious  mechanical  defects,  is  a  j^rocf  of  what  sand  and  water  Mr.  Robinson, 
w^ill  do  when  brought  within  the  range  of  the  suction  of  2  400  H.-P. 
The  cutter  appliances  of  the  Beta,  consisting  of  six  vertical  cylindrical 
steel  cutters  6  ft.  x  6  ft.,  operated  by  26  bevel  and  other  gears,  contri- 
buted in  nowise  to  the  result,  except  possibly  as  a  strainer  to  admit 
water  and  thus  23revent  choking,  for  only  the  extreme  lower  end  of  the 
cutters  ever  came  in  contact  with  the  sand. 

As  a  result  of  the  experience  gained  the  entire  cutter  system  of  the 
Beta  has  been  discarded,  and  also  the  auxiliary  engines  and  winding 
gear,  and  the  dredge  fitted  with  a  water-jet  suction  and  anchor  winches, 
practically  on  the  design  of  those  used  on  the  Gamma. 

In  the  matter  of  boilers  for  these  dredges  there  is  some  difference  of 
opinion.  Three  of  the  dredges  are  fitted  with  Heine  water-tube  boilers, 
and  the  remainder  with  externally  fired,  cylindrical,  return-flue  boilers, 
set  in  brick-lined  casings-otherwise  known  as  "Mississippi  River" 
type.  The  Ram  has  cylindrical,  internally  fired,  tubular  boilers.  The 
old  river  type  of  boiler  has  remained  unchanged  for  many  years,  and 
steamboat  men  have  become  so  accustomed  to  it  that  its  use  is  second 
nature  to  them,  and  they  naturally  regard  the  modern  mechanical 
refinement  of  a  Avater-tube  boiler  with  suspicion  and  distrust.  The 
old-fashioned  boiler  answers  the  purpose  well  enough  with  unskilled 
labor  and  in  muddy  Avater,  and  for  these  two  reasons,  as  well  as  for  the 
fact  that  it  is  cheaper  in  first  cost,  it  has  the  advantage. 

The  result  of  the  experience  gained  with  the  six  previous  dredges 
may  be  expected  to  be  found  embodied  in  the  latest  dredge  which  is 
now  to  be  built  for  the  Mississippi  River  Commission. 

The  Beta,  Delta  and  Gamma  Avere  ordered  by  the  Mississippi  River 
Commission  fi'om  Lindon  W.  Bates,  the  New  York  Dredging  Com^Dany 
and  the  Bucyrus  Steam  Shovel  and  Dredge  Co.,  respectively,  for  the 
express  purjDose  of  demonstrating  whatever  merit  there  may  have  been 
in  the  three  designs.  The  commercial  results  shown  by  the  tests  of 
these  three  dredges  may  be  indicated  briefly  by  the  following  figures 
taken  from  the  paper  : 


First  cost. 

Operating 

expenses  per 

day. 

Test  Output. 

Dredge. 

Average 

cubic  yard.s 

per  hour. 

Cubic  yards 

per  horse-power 

per  hour. 

Beta 

Delta 

Gamma 

8218  162 

124  940 

85  530 

$221.63 
111.76 
100.51 

4920 
1829 
1523 

2.G0 
1.62 
3.28 

The  Mississippi  River  Commission  is  now  in  possession  of  many 
data  and  results  of  practical  work,  and  the  dredge  recently  called  for  in 
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My.  Kui.iiison.  tlie  HpeciticatioDH  issued  Jime  21st,  IHIJH,  may  bo  jissniiicd  to  be  based 
on  careful  study  of  tlie  i)erforiuaiiee  of  tliose  ab-(»ady  in  service. 
The  followinj;-  points  are  uoted  in  tliese  sjx'cifications  : 

(1)  Boilers  of  the  river  steamboat  type  are  retained. 

(2)  The  main  ])umi)s  and  enp^nes  are  of  tlie  (iammn  \y\n\  improved 
in  detail. 

(3j  The  feedinj^-  and  luinlin<>-  winches  are  i)ractically  of  the  (iuiainn 
type. 

(4)  The  dredge  is  to  be  self-propelling, 

(5)  The  discharge  pipe  is  to  be  500  ft.  long,  and  carried  on  to})  of 
l)ontoons  instead  of  being  partially  submerged. 

The  results  of  the  comparative  tests  that  were  made,  as  given  in  the 
paper,  cannot  fail  to  be  of  interest.  Such  tests  could  only  be  made  by 
the  Government,  as  they  involved  expense  that  no  contractor  or  private 
corporation  would  care  to  incur.  While,  in  the  main,  the  tests  ajjpear 
to  be  reliable  and  accurate,  some  of  the  statements  are  open  to  ques- 
tion :  For  instance,  on  page  285,  in  the  tests  of  the  Epsilou,  and  in  the 
third  and  seventh  tests  the  efficiency  is  given  as  83,6  and  91,8%", 
respectively.  As  this  efficiency  is  the  percentage  of  the  foot-pounds 
of  work  done  by  the  pump  to  the  foot-pounds  of  work  represented  by 
the  indicator  diagrams  of  the  engine,  it  represents  the  combined  effi- 
ciency of  both  pump  and  engine.  The  power  consumed  in  internal 
friction  of  the  engines  is  not  given,  but,  assuming  it  to  be  10%',  this 
would  make  the  net  efficiency  of  the  pump  92.9  and  102%,  for  the 
tests  in  question.  Needless  to  say,  such  a  result  is  impossible.  Some- 
thing appears  to  be  wrong  in  the  velocity  of  discharge.  In  Test  No. 
6,  with  738.3  I.  H.-P.,  the  velocity  is  16,6  ft,  -per  second,  and  in  Test 
No.  7,  with  717.1  I.  H.-R,  the  velocity  is  18.3  ft.  There  is  not  suffi- 
cient information  as  to  the  details  of  the  observations  to  enable  an 
intelligent  criticism  of  the  causes  of  these  discrepancies  to  be  made. 
Slight  errors  in  the  observations  or  instruments  and  changes  in 
conditions  might  cause  great  variation.  The  velocity  of  discharge 
appears  to  have  been  computed  on  the  assumption  that  the  entire  cross- 
section  of  the  pipe  was  moving,  whereas  this  may  or  may  not  have 
been  true. 

Mr.  Ockeison.  J.  A.  OcKEKSON,  M.  Am.  Soc.  C.  E. — ^The  author  is  highly  gratified 
with  the  scope  of  the  discussion  brought  out  by  the  paper.  The 
records  of  the  experiences  of  different  engineers  working  in  different 
fields  on  similar  problems  are  exceedingly  valuable  to  those  who  come 
after  them.  The  paper  has  at  least  served  a  good  purpose  in  bring- 
ing out  these  individual  expressions. 

In  reviewing  the  discussion  it  may  be  well  to  state  that  the  author 
did  not  intend  to  exhaust  the  subject  in  the  brief  space  of  a  single 
paper,  and  purposely  omitted  descriptions  of  many  channel  improve- 
ment  devices  that  have  come  to  his  notice.     It  may  also  be  well  to 
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state  that  he  aimed  to  limit  himself  to  devices   proposed  for,  or  used   Mr.  Ockerson. 
on,  the  Mississippi  River. 

With  these  exph\natious  Professor  Haupt  will  uuderstaud  why  the 
author  failed  to  "refer  to  the  pioneer  and  basic  patent,"  etc.,  and 
also  omitted  the  mention  of  many  devices,  several  ot  which  have  been 
described  by  Professor  Haupt. 

As  a  further  illustration  of  the  silting  up  due  to  the  retarding  in- 
fluence caused  by  contact  with  the  bottoms  of  barges  and  boats,  it 
may  be  mentioned  that  where  large  fleets  of  plant  are  tied  to  the 
banks  for  considerable  periods  of  time  the  shoaling  frequently  be- 
comes so  serious  as  to  necessitate  their  removal  to  some  new  site. 

A  dredge  and  its  fuel  barge  left  in  the  dredged  cut  has  been 
known  to  fill  it  up  to  such  an  extent  as  to  obliterate  the  cut  in  a 
single  day. 

Mr.  Edward  Flad  in  his  discussion  disputes  a  statement  made  by 
the  writer  with  regard  to  the  results  obtained  with  jets  and  mechani- 
cal agitators. 

The  following  extracts   from  the  official  reports  may  throw  some 

further  light  on  the  question.     The  engineer  officer  in  charge  says: 

"The  Zet((  differs  from  the  Epsiloit  in  the  use  of  a  mechanical 
agitator  in  j^lace  of  a  water-jet  agitator.  On  account  of  the  numerous 
break-downs  on  this  dredge,  which  did  not  amount  to  enough  to 
cause  a  rejection,  but  did  indicate  her  inferiority  as  a  working  ma- 
chine, it  was  finally  determined  to  add  a  water-jet  agitator,  and  the 
necessary  machinery  for  the  same  has  been  ordered." 

The   mechanical   engineer   under  whose   supervision  the  dredges 

w^ere  built,  says: 

"The  dredge  Zet<(  w^hich  was  fitted  with  a  mechanical  agitator,  did 
not  pass  the  ordeal  of  testing  so  satisfactorily.  *  *  *  The  record 
of  these  tests  is  a  record  of  stoppages  to  put  in  new  shearing  pins. 
*  *  *  The  performance  of  this  agitator  was  considered  so  unsatis- 
factory that  it  was  deemed  inexpedient  to  take  the  field  relying  solely 
upon  its  help  to  loosen  material  for  the  pumi).  *  *  *  The  results 
of  the  tests  of  the  Zeta  (w^hich  is  a  duplicate  of  the  Epsilon  with  the 
exception  of  the  agitators)  show  a  decided  diminution  in  the  quantity 
of  sand  delivered,  which  may  be  accounted  for  by  the  difference  in 
the  efficiency  of  the  agitators;  the  average  of  five  tests  with  the  ZeUi 
being  1  364  cu.  vds.,  and  of  the  Epsilon  2  553  cu.  vds. ,  of  sand  per 
hour." 

The  superintendent  of  dredges,  under  whose  personal  su^Dervision 
all  the  tests  were  made,  says : 

' '  It  was  found,  while  making  the  tests  with  the  Epsilon,  that  the 
best  capacity  test  was  obtained  when  pulling  ahead  at  the  rate  of 
about  9  ft.  per  minute.  When  the  test  of  the  Zefa  was  commenced  it 
was  found  impossible  to  pull  the  dredge  ahead  at  that  rate,  owing  to 
constant  breaking  of  agitator  shearing  pins.  It  was  therefore  neces- 
sary to  reduce  the  speed  of  advance  down  to  less  than  two-thirds  of 
that  of  the  Epsilon,  in  order  to  have  the  shearing  pins  last  long 
enough  to  make  the  barge  test.  ^  *  *  It  was  not  thought  advis- 
able  to  increase   the  size    of  these  pins  beyond  If  ins.,  as  it  might 
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Mr.  Oekerson.  break  oitber  tlio  bell-crank  or  Home  other  part  of  the  macrhinery  which 
was  becoming  badly  racked.  *  *  *  It  was  therefore  decided  to 
purchase  a  jet  pump  and  place  it  on  board  in  connection  with  this 
agitator  for  nse  in  the  field,  as  the  cai)acity  of  the  dredge  was  cut 
down  nearly  one-half,  owing  to  the  mechaui(ral  cutter." 

The  above  reports  were  written  ])efore  the  dredg(;s  had  been  used 
in  actual  channel  dredging.  Since  then,  they  have  seen  some  three 
months'  service  in  actual  work,  which  has  verified  the  above  con- 
clusions as  to  the  mechanical  agitator. 

Mr.  Flad  also  states  that  the  writer  is  mistaken  in  saying  of  the 
agitator,  "  It  will  therefore  be  taken  out,  and  jets  will  be  put  in."  Jets 
have  been  put  in,  and  the  mechanical  agitator  has  been  taken  out  and 
is  now  lying  on  the  "plunder  barge."  This,  however,  was  not  done 
until  it  was  tried  in  average  river  sand  under  ordinary  working  con- 
ditions and  found  to  be  deficient  as  an  agitator. 

With  this  slight  exception,  the  dredges  Epsllon  and  Zeta  have 
proven  in  actual  work  to  be  excellent  dredging  machines. 

Mr.  Kobinson's  discussion  is  of  special  interest  owing  to  his 
wide  experience  as  a  designer  and  builder  of  dredges.  He  seems 
to  question  the  reliability  of  some  results  of  the  tests  that  have 
been  described.  It  should  be  borne  in  mind  that  in  these  tests, 
the  dredges  are  put  to  their  best  paces  for  a  short  interval  of  time, 
and  therefore  may  be  expected  to  develop  an  unusual  degree  of 
efficiency. 

There  is  one  feature  of  the  tests  as  recorded  in  the  tabulations 
which  should  be  explained.  The  test  barge  is  1  000  ft.  away  from  the 
pump  when  the  tests  are  made.  The  indicator  cards,  revolutions  of 
pump  and  other  items  pertaining  to  the  mechanical  performance  of 
the  dredge,  used  in  deducing  the  results  are  determined  at  the  time 
when  the  valve  in  the  barge  is  open.  The  distance  between  the  two 
being  so  great,  and  the  time  interval  so  short,  the  conditions  noted  at 
the  dredge  may  not  reach  the  barge  until  after  the  valve  is  closed. 
As  the  material  is  continually  changing  in  both  character  and  quan- 
tity this  may  account  for  some  of  the  apparent  discrepancies.  The 
reason  the  observations  at  the  dredge  and  at  the  test  barge  are  not 
made  so  as  to  cover  the  same  conditions  is  because  the  operators  at 
the  dredge  are  not  permitted  to  know^  when  the  valve  in  the  barge  is 
to  be  opened.  In  this  way  the  natural  disjiosition  to  have  the  pipes 
filled  to  their  limit  with  sand,  just  as  the  test  is  made,  is  in  a 
measure  obviated. 

It  must  not  be  supposed,  however,  that  equal  indicated  horse- 
power will  give  equal  velocity  of  discharge,  as  it  is  no  uncommon 
thing  for  the  suction  head  to  change  bO%  in  a  brief  interval  of  time. 
This  is  due  to  the  variations  in  the  character  of  material,  which  at 
times  does  not  readily  enter  the  suction.  Considerable  power  is  there- 
fore used  up  at  the  suction  side  of  the  pump. 
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Mr.  Robinson  says:  Mr.  Ockerson. 

"  Something  appears  to  be  wrong  in  the  velocity  of  discharge.  In 
Test  No.  6,  with  738.3  I.  H.-P.,  the  velocity  is  16.6  ft.  per  second,  and 
in  Test  No.  7,  with  717.1  I.  H.-P.,  the  velocity  is  18.3  ft." 

He  failed  to  note  that  in  the  first  case  the  suction  head  was  17.0  ft. 
and  in  the  second  case  1'1.7  ft.,  while  the  delivery  head  remained  the 
same  in  the  two  cases. 

The  velocity  of  discharge  is  "  computed  on  the  assumption  that 
the  entire  cross-section  of  the  "  discharge  pipe  flows  full  during  the 
test. 

The  total  volume  found  in  the  test  barge  divided  by  the  number  of 
seconds  occupied  in  filling  the  barge,  gives  the  volume  per  second. 
This  volume,  divided  by  the  area  of  the  discharge  pipe,  gives  the 
velocity  of  flow  per  second.  With  the  pump  running  uniformly  at  the 
normal  speed,  and  with  the  high  velocity  of  discharge  attained,  it  does 
not  seem  probable  that  the  section  of  the  pipe  is  materially  reduced 
by  a  deposit  of  sand  at  rest  on  the  bottom. 

Under  abnormal  conditions,  such  as  running  the  pump  at  a  very 
high  speed  so  as  to  cause  a  slip,  there  would  be  a  very  low  discharge 
velocity.  This  would  very  seldom  happen  with  the  large  sized  pumps 
in  use. 

The  observations  of  all  kinds,  recorded  during  the  tests,  were  made 
with  great  care  and  are  believed  to  be  reliable  as  far  as  they  go.  If 
there  are  discrepancies  in  the  results  that  cannot  be  explained,  it 
should  be  remembered  that,  in  dealing  with  steam  and  water,  the 
laws  governing  their  expansion  and  flow  have  not  as  yet  been  fully  and 
satisfactorily  defined. 

Mr.  Mitchell  says: 

"  Occasionally  a  dredge-cut,  without  other  work  to  maintain  it,  may 
deepen  and  improve,  and  become  the  permanent  channel  for  that  low- 
water  season,  but  more  often  it  will  require  a  repetition  of  the  work  of 
the  dredge,"  etc. 

This  is  contrary  to  the  experience  on  the  lower  river.  The  cases 
where  dredging  has  to  be  repeated  during  the  same  low-water  season 
have  thus  far  been  excei^tional.  When  there  are  considerable  oscilla- 
tions of  stage,  the  cuts  sometimes  till. 

During  the  present  low-water  season  there  have  been  several 
oscillations  ranging  from  2  to  10  ft.  or  more.  In  one  case  a  cut  that 
had  been  completed  was  found  to  be  filled  up  by  the  rise  in  the  river, 
and  preparations  were  made  to  open  it  again  when  the  river  fell.  A 
survey  at  that  time  developed  the  fact  that  the  material  which  had 
filled  loosely  into  the  cut  was  all  washed  out  again. 

The  work  of  the  present  season  coincides  with  the  experience 
of  previous  work,  to  the  efi'ect  that  a  cut  once  well  opened  will 
generally  remain  in  good  condition  during  the  low-water  season,  and, 
perhaps,  even  longer.     The  exceptions  are  probably  due   to   faulty 
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:Mr OckiTs.m.  locatioDH,  or  nnuHiiiil  chun^cs  in  the  local  regiiiKni  or  in  the  Htaj^o  of 
tho  river. 

The  use  of  pontoons  for  su.stainiu}^' the  (lischurgo  pipes  has  some  ad- 
vantages over  the  floating  dlHcharge  pipes,  the  chief  of  which  is  to 
be  found  in  the  facility  with  which  the  successive  lengths  can  be 
coupled,  as  the  pipe  lies  entirely  above  water.  It  can,  perhaps,  also 
be  deflected  more  readily  than  the  lioatiug  i)ipe  line.  In  practice 
there  has  been  very  little  trouble  with  the  latter.  As  far  as  simplicity 
and  facility  of  handling  in  towing  are  concerned,  the  floating  pipes 
seem  to  be  better  than  the  pontoons. 

Mr.  Woolley's  description  of  the  work  done  at  the  mouth  of  the 
Red  River  is  a  very  interesting  account  of  a  successful  piece  of 
hydraulic  dredging. 

In  regard  to  the  length  of  discharge  pipe  necessary  on  the  bars  of 
the  Mississippi  River,  Mr.  Woolley  questions  the  necessity  for  using 
a  discharge  1  000  ft.  long.  There  are  many  cases  where  a  length  of 
500  ft.,  or  even  less,  is  ample,  and  in  such  cases  the  shorter  lengths 
are  very  generally  used.  There  are  also  cases  where  lengths  of  1  000 
ft.  are  essential.  The  results  of  tests  with  different  lengths  of  pipe 
will  be  found  in  the  tabulations  of  tests. 

It  has  apparently  been  a  matter  of  surprise  and  disappointment  to 
some  that  no  figures  have  been  given  as  to  the  amount  of  material 
moved  in  dredging,  and  as  to  the  cost  of  doing  the  work,  based  on  cost 
per  yard. 

Where  there  is  so  much  material  moving  from  natural  causes,  it  is 
impossible  to  arrive  at  anything  like  an  accurate  measurement  of  the 
amount  of  material  that  actually  passes  through  the  pumps  when 
dredging  in  the  channel. 

Objection  has  also  been  raised  to  the  method  used  in  determin- 
ing the  capacity  of  the  dredges,  as  the  time  involved  in  the  barge 
test  was  so  brief.  At  the  suggestion  of  the  writer,  tests  have 
been  made  recently  which  meet  the  last  objection.  They  were 
made  by  the  regular  crews  which  have  been  engaged  in  channel 
dredging,  and  as  nearly  under  the  normal  working  conditions  as 
practicable. 

In  making  these  tests  the  dredges  were  operated  in  a  "pocket" 
behind  a  sand  bar  where  there  was  no  current  to  bring  in  or  carry 
away  material,  and  where  the  sand  was  very  nearly  the  same  as 
channel  sand.  It  will  be  seen  that  these  tests  cover  ample  time  to 
give  good  working  results. 

Before  beginning  the  tests  the  site  to  be  dredged  was  cross- 
sectioned  with  great  care,  and  this  was  also  done  after  the  test  was 
completed.  This  gave  the  data  from  which  the  volume  handled 
by  the  pump  was  readily  computed.  The  results  obtained  are  as 
follows: 
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Dredge  Gamma.    Test  made  from  October  31st  to  November  3d,  1898 :  Mr.  OckerHon. 

Time  of  actual  dredging 45^  hours. 

Total  length  of  cut  made 4  566  ft. 

Average  depth  of  cuts 7.1  •* 

Average  advance  per  hour 100.3  *' 

Cost  per  lineal  foot  of  cut ^0898 

Total  volume  moved 45  856  cu.  yds. 

Average  volume  moved  per  hour 1  008    "     " 

Cost  per  cubic  yard  ^0.0089 

Average  steam  pressure 145.6  lbs. 

Average   number   of   revolutions  of   main   pump   per 

minute 150. 0 

Dredge  Delta.     Test  made  from  October  30th  to  November  3d,  1898: 

Time  of  actual  dredging 27  hrs.  23  mins. 

Total  length  of  cut  made 2  711  ft. 

Average  depth  of  cut 6.5  " 

Average  depth  of  suction.    13.6  *' 

Average  advance  per  hour 99. 0  ' ' 

Cost  per  lineal  foot  of  cut ^0.0926 

Total  volume  moved 34  462  cu.  yds. 

Average  volume  moved  per  hour 1  255    "     " 

Cost  per  cubic  yard ^0.0073 

Average  steam  pressure 151. 1  lbs. 

Average  number  of   revolutions   of   main   pump    per 

minute 140. 9 

In  both  of  the  above  tests  the  material  was  delivered  through  1  000 
ft.  of  discharge  pipe.  ^ 

The  cost  given  only  includes  the  cost  of  actual  dredging  time.  The 
Delta  began  the  tests  with  a  defective  cutter  shaft  which  caused  consider- 
able delay ;  an  unusual  amount  of  driftwood  was  encountered,  and  this 
also  caused  delay.  Including  all  these  delays,  together  with  time  used  in 
placing  plant,  changing  cuts,  etc. ,  the  cost  becomes  SO.  147  per  lineal  foot 
and  SO.  0116  per  cubic  yard.  On  cuts  3  and  4  the  Delta  was  pulled  ahead 
at  the  rate  of  138.3  and  177.5  ft.  per  hour,  respectively,  or  as  fast  as  the 
material  could  be  carried  away  by  the  discharge  pipes.  The  capacity  per 
hour,  under  these  conditions,  was  found  to  be  2  550  cu.  yds. ,  which  may 
be  considered  as  very  near  the  maximum  under  favorable  working  con- 
ditions. 

Dredge  Zeta.    Tests  made  November  3d  to  6th,  1898. 

The  chief  object  of  this  test  was  to  ascertain  the  facility  with  which  a 
dredge  with  water-jet  agitators  could  be  operated  through  a  sandbar,  a 
portion  of  which  extended  above  water.  Otherwise  the  conditions  were 
essentially  the  same  as  those  noted  in  connection  with  the  other  dredges, 
except  that  the  suction  extended  into  mud  which  clogged  the  opening 
and  developed  a  high  suction  head  with  an  abnormally  low  discharge. 
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Mr  (Vkorsoii.  Tlu>  (Innlf^c  roiidily  rut  her  way  into  a  dry  l)ar  for  a  distance  of 
550  ft.  and  an  average  width  of  about  200  ft.  Th(^  suction  was  lowc^red 
to  a  depth  of  17  ft,  below  the  water  surface,  and  the  bar  extended 
about  4  ft.  above  the  water,  givin*?  a  working  face  of  about  21  ft. 
('Uts  1  and  2  were  made  with  500  it.  of  discharge  pipe,  and  the  other 
four  cuts  with  350  ft.  of  pipe. 

The  results  may  be  summarized  as  follows : 

Total  time  of  actual  dredging 62  hrs.  55  mins. 

Total  length  of  cut  made 1  785  ft. 

Average  depth  of  cut  after  dredging 11  -f  ft. 

Average  depth  of  suction  below  top  of  bar 20.6  ft. 

Average  advance  per  hour 31 . 1  ft. 

Average  cost  per  lineal  foot . .  SO  307 

Total  volume  moved 35  287  cu.  yds. 

Average  volume  moved  per  hour 562  cu.  yds. 

Average  cost  per  cubic  yard SO .  015 

Average  steam  pressure 147  lbs. 

Average  number  of  revolutions  of  main  pump    per 

minute   180 

This  test  must  not  be  confounded  with  tests  made  under  normal 
conditions,  and  the  volume  moved  per  hour  is  no  measure  of  the  capa- 
city of  the  dredge  under  such  conditions,  but  it  serves  a  good  purpose 
in  showing  what  the  dredge  will  do  under  the  extraordinary  conditions 
described.  The  small  volume  moved  per  hour  may  be  attributed  to  the 
presence  of  mud  in  considerable  quantities.  This  doubtless  served  to 
clog  the  suction  and  check  the  proper  flow  of  material  to  the  pump. 
•  These  tests,  covering,  as  they  do,  a  comparatively  long  period  of 

time,  give  results  which  may  be  accepted  as  a  fair  measure  of  the 
normal  working  capacity  of  the  dredges  Gavimaand  Delia.  The  capa- 
cities given  would  probably  be  exceeded  somewhat  when  working  in 
channel  sand,  as  the  material  is  easier  to  handle  than  the  finer  sand 
found  in  the  up23er  bars. 

In  closing  this  discussion  it  might  be  well  to  state  that  the  results 
attained  during  the  low-water  season  of  1898  have  been  very  en- 
couraging for  dredging  as  a  means  of  temporarily  improving  the  low- 
water  navigation  of  the  river.  It  is  true  that  the  stage  of  the  river 
throughout  has  been  above  the  normal  low  water.  The  oscillations  in 
the  stage  have  been  frequent,  and  this  condition  is,  in  general,  detri- 
mental to  dredged  channels. 

Five  dredges  have  been  at  work  at  such  times  as  the  stage  was  low 
enough  to  enable  the  suctions  to  reach  the  bottom.  As  a  result  of  this 
dredging  it  can  be  said  that  in  every  case  where  dredging  was  done 
the  depth  was  increased  from  1  to  5  ft.  for  a  navigable  width  of  250 
feet  or  more. 
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WITH  DISCUSSION. 

The  immense  system  of  inland  navigation,  known  as  the  Great 
Lakes  of  the  St.  Lawrence  Basin,  possesses  many  features  in  common 
with  the  navigation  of  the  high  seas.  These  bodies  of  water  are  of 
great  magnitude.  The  vessels  which  sail  upon  them  rival  in  size  sea- 
going craft,  and  are  built  to  withstand  storms  which  approach  in  fury 
those  of  the  ocean  itself.  Light-houses  and  fog  signals  define  the 
position  of  dangerous  coasts,  and  breakwaters  are  required  to  protect 
the  open  roadsteads.  The  lake  ports  are  essentially  maritime  ports, 
and  the  connecting  channels   resemble  maritime  straits  and   canals 

*  Captain,  Corps  of  Engineers,  U.  S.  A.;  Lieutenant-Colonel  and  Chief  Engineer,  U. 
S.  Volunteers, 
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more  than  they  do  ordinary  rivers.  The  commerce  of  the  lakes  has 
now  reached  a  magnitude  which  makes  a  respectable  comparison  with 
the  ocean  commerce  of  various  ])arts  of  the  world.  Several  of  the 
lake  ports  do  a  business  exceeded  by  ])ut  few  seaports,  and  the  com- 
merce which  passes  the  Sault  Hte.  Marie  Canal  and  the  St.  Clair  and 
Detroit  rivers  surpasses  in  volume  that  of  the  world's  greatest  maritime 
canal.  Similarity  of  conditions  has  given  rise  to  similarity  of  prob- 
lems, such  as  the  protection  of  ports,  the  deepening  of  harbors,  and 
the  enlargement  of  connecting  channels,  which  are  common  objects 
in  the  interests  of  navigation,  alike  on  the  lakes  and  on  the  ocean. 

There  are,  however,  two  important  physical  characteristics  which 
create  a  notable  diflference  between  the  conditions  of  ocean  and  lake 
navigation.  One  of  these  is  the  existence  of  diurnal  tides  on  the  ocean 
which  presents  problems  of  a  distinct  character  not  met  with  except  in 
tidal  waters.  The  other  belongs  to  the  lakes,  and  relates  to  their  condi- 
tion as  bodies  of  fresh  water  with  a  perennial  overflow.  This  character- 
istic not  only  gives  rise  to  problems  new  and  distinct  in  themselves,  but 
it  aflfbrds  new  solutions  for  old  problems  pertaining  to  maritime  navi- 
gation in  general.  It  is  to  a  consideration  of  this  particular  feature  of 
the  navigation  of  the  Great  Lakes  that  the  present  paper  is  devoted. 

Notwithstanding  the  vast  magnitude  of  these  lakes  and  their  re- 
semblance in  many  particulars  to  tidal  waters,  they  are,  after  all,  only 
parts  of  an  immense  river  system  which  drains  a  large  area  of  country. 
They  are  subject  to  the  variable  conditions  of  water  supply  character- 
istic of  all  streams.  The  connecting  channels  and  the  final  outlet 
carry  a  continuous  current,  always  in  one  direction,  unlike  maritime 
straits  and  canals  through  which  the  water  may  flow  in  either  direction 
depending  upon  the  state  of  the  tide  or  of  the  wind.  But  while  the 
lakes  and  their  connecting  channels  thus  constitute  a  great  river  sys- 
tem, that  system  differs  from  nearly  all  others  in  this  particular — that 
the  flow  in  the  outlets  is  practically  exempt  from  those  variations  and 
irregularities  which  obtain  upon  nearly  all  other  streams. 

The  explanation  of  this  most  important  characteristic  is  to  be 
found,  of  course,  in  the  controlling  action  of  these  lakes  as  great 
reservoirs  interposed  in  the  course  of  the  stream.  The  storage  rep- 
resented by  a  few  inches  rise  and  fall  in  the  lake  levels  is  enormous, 
and  when  withheld  during  the  flood  season  and  released  in  the  dry 
season,  it  gives  to  the  outlets  a  regimen  of  flow  which  is  radically  dif- 
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ferent  from  that  of  an  ordinary  river.  This  influence  is  not  annual 
merely,  but  cyclic  as  well,  and  a  series  of  what  may  be  called  wet  years 
causes  a  general  rise  of  mean  level,  the  storage  of  which  maintains  the 
flow  in  the  outlets  during  the  ensuing  years  of  less  than  average  pre- 
cipitation. The  balance  of  forces  which  Nature  has  here  produced  in 
the  course  of  long  ages  is  one  of  the  most  marvelous  features  of  these 
lakes;  and  a  careful  contemplation  of  it  cannot  fail  to  convince  one 
that  an  almost  perfect  compromise  has  been  reached  between  the 
conflicting  oscillations  of  lake  level  and  outlet  discharge.  It  is  dif- 
ficult to  see  how  either  could  be  brought  nearer  to  absolute  uniformity 
without  a  resulting  departure  in  the  other  which  would  more  than 
offset  the  gain. 

Perfect  as  this  natural  condition  is,  however,  it  yet  does  not  satisfy 
the  ambition  of  those  who  make  commercial  use  of  it.  There  are  many 
who  consider  the  oscillation  in  lake  levels  as  an  evil  which  ought  not 
to  be  suffered  to  continue.  The  ship-owner,  who  loads  his  boat  to  the 
full  limit  of  harbor  depth,  complains  when  the  waters  subside  and 
compel  him  to  load  to  a  lighter  draft.  The  periodic  oscillation  in  par- 
ticular, which  every  now  and  then  results  in  a  continuous  subsidence 
of  mean  level  through  a  series  of  years,  is  very  damaging  to  com- 
mercial interests  and  naturally  causes  a  good  deal  of  apprehension. 
Lake  carriers  are  led,  on  account  of  it,  to  clamor  for  a  corrective, 
which,  if  applied,  might  entail  greater  evils  than  those  of  a  falling 
lake  level,  for  they  apparently  forget  that  it  is  this  very  subsidence 
of  level  which  keeps  the  water  in  the  connecting  channels  from  sub- 
siding in  a  much  greater  degree. 

Various  causes  have  contributed  to  give  this  subject  unusual 
prominence  in  recent  years.  A  period  of  what  might  be  called  dry 
years  culminated  in  1895,  in  the  lowest  mean  level  in  Lakes  Michigan, 
Huron  and  Erie  that  has  ever  been  experienced  since  the  commerce  of 
the  lakes  has  been  a  matter  of  great  moment.  The  artificial  enlarge- 
ment of  the  natural  cross-sections  of  some  of  the  connecting  channels, 
for  the  improvement  of  navigation,  has  been  thought  by  many  to  have 
contributed  to  this  result.  Simultaneously  with  the  continuance  of 
this  unfavorable  condition  were  the  commencement  and  vigorous  prose- 
cution of  a  project  which  contemplates  the  permanent  withdrawal  of  a 
large  amount  of  water  from  Lake  Michigan,  the  possible  maximum  of 
the  diversion  being  10  000  cu.  ft.  per  second.     All  of  these  coincident 
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ciiusos  of  iihirin  (ToiiUhI  no  littln  uiu'iisinnsH  unions  comincrcial  in- 
terestH,  and  j^ave  riHe  to  a  groat  deal  of  carnoHt  coiiHideratioii  eh  to 
ways  and  meauH  of  averting  the  threatened  dangers.  Several  public 
diacussionK  and  u  considerable  amount  of  i)rofessional  literature  on 
the  subject  were  the  first  result.  The  matter  finally  came  up  in  Con- 
gress in  the  shape  of  several  reports  which  were  made  the  basis  of  a 
bill*  to  provide  for  a  thorough  investigation  of  the  whole  question. 
In  the  meanwhile  Nature  commenced  removing  the  immediate  cause  of 
apprehension,  for  the  mean  lake  levels  have  been  rising  since  1895, 
and  very  likely  will  continue  to  rise  for  some  time  to  come.  As  a 
natural  result,  the  urgent  clamor  for  action,  which  was  so  prominent 
a  few  years  ago,  subsided  as  the  lake  levels  rose,  and  will  probably  not 
assume  troublesome  proportions  again  until  a  new  period  of  low  water 
arrives.  The  problem,  nevertheless,  is  before  us  for  solution,  and  the 
respite  afforded  by  the  natural  relief  now  being  enjoyed  should  not  be 
permitted  to  go  unimproved,  but  should  be  utilized  to  the  utmost  to 
bring  about  a  well-digested  plan  of  action  before  the  hour  of  neces- 
sity again  arrives. 

This  problem,  as  developed  by  the  general  discussions  already  re- 
ferred to,  aims  to  secure  three  objects: 

(1)  A  control  of  the  lake  levels  by  which  their  annual  and  periodic 
oscillations  may  be,  if  not  altogether  eliminated,  still  materially  re- 
duced in  range.  This  purpose  is  expressed  in  the  following  extract 
from  the  bill  proposed  to  Congress  in  the  winter  of  1895-6,  which 
directed,  among  other  things,  an  inquiry  and  an  investigation  as  to 
whether: 

*'it  is  practicable  to  control  the  waters  of  the  Great  Lakes  and  main- 
tain them  at  substantially  a  uniform  level  at  all  seasons  of  the  year, 
by  a  dam  or  dams  or  other  works  placed  in  Niagara  River  at  the  out- 
let of  Lake  Erie,  and  by  a  system  of  wing  dams  or  other  structures 
placed  in  the  Detroit  River  and  the  St.  Clair  River,  and  the  Sault  Ste. 
Marie  or  St.  Mary's  River,  at  or  near  the  respective  outlets  of  Lakes 
Saint  Clair,  Huron  and  Superior." 

The  words  "  substantially  a  uniform  level  "  are  not  specifically  in- 
terpreted, but  a  limit  of  oscillation  of  6  ins.  has  been  urged  as  a  prac- 
ticable one,  at  least  for  Lake  Erie. 

(2)  A  permanent  elevation  of  the  lake  levels  by  means  of  con- 
tracting works  in  the  outlets.     This,  it  is  urged,  would  be  the  sim- 

*  This  particular  bill  did  not  become  a  law. 
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plest,  most  efifective  and  most  economical  method  of  securing  a  per- 
manent increase  of  depth  in  the  ports  and  connecting  channels  of 
the  lakes. 

(3)  Some  means  of  counteracting  the  tendency  to  a  permanent  low- 
ering of  lake  levels  due  to  an  artitical  enlargement  of  natural  cross- 
sections  of  the  connecting  channels,  or  to  the  permanent  diversion  of 
any  portion  of  the  overflow  to  another  water-shed. 

It  may  be  accepted  as  a  preliminary  condition,  to  which  there  can 
be  no  qualification,  that  any  alteration  of  natural  conditions  in  the 
Great  Lakes,  which  shall  result  in  a  material  diminution  of  flow  in 
the  outlets  during  any  portion  of  the  navigation  season,  cannot  be 
considered  for  a  moment.  It  therefore  becomes  a  matter  of  the  first 
importance  to  determine  what  effect  the  attainment  of  any  of  the 
above  objects  will  have  on  the  flow  in  these  outlets. 

Inasmuch  as  the  navigation  system  of  the  Great  Lakes,  as  already 
pointed  out,  is  virtually  a  great  river  regulated  by  immense  reser- 
voirs distributed  along  its  course,  it  is  manifest  that  the  hydraulic 
features  of  the  problem  are  inseparably  bound  up  with  the  laws  of 
reservoir  action  in  the  regulation  of  stream  flow. 

FuNDAMENTAIi  PkOPOSITIONS   PkRTAINING  TO   THE  ACTION   OF  ReSERVOIES 
IN    THE    REGUIiATION    OF    StKEAM-FlOW. 

I. — The  effect  of  a  7iatural  reservoir  upon  a  stream  passing  through  it  is 
to  reduce  variations  and  irregularities  of  flow  and  to  give  the  stream  a  more 
uniform,  discharge  upon  leaving  the  reservoir  than  it  had  hefoi'e  entering. 

The  explanation  of  this  common  phenomenon  is  obvious.  When 
the  inflow  into  a  reservoir  increases,  the  outflow  will  not  generally 
increase  at  the  same  rate,  for  a  portion  of  the  inflow  will  be  ab- 
sorbed in  storage  due  to  a  rise  in  the  reservoir  level.  In  like  manner, 
when  the  inflow  is  decreasing,  the  outflow  will  not  generally  decrease 
at  the  same  rate,  for  it  will  be  reinforced  by  the  storage  which  flows 
out  as  the  reservoir  falls.  So  that,  while  the  total  outflow  may  equal 
the  total  inflow,  it  will  not  generally  show  the  same  extremes  of  varia- 
tion. The  eff'ect  is  analogous  to  that  of  a  balance  wheel  upon  the 
motion  of  machinery;  the  wheel  being  Wrtually  a  reservoir  of  force,  in 
which  irregular  and  sudden  impulses  are  stored,  and  from  which  the 
stored  force  is  paid  out  to  sustain  motion  whenever  there  are  sudden 
or  irregular  cessations  in  the  application  of  the  moving  force. 
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To  give  mathematical  ex})reHBioD  to  tbia  propositiou: 

Let  /S  reprcHent  supply  in  the  most  general  sense  of  that  term,  posi- 
tive and  negative,  including  inflow  from  other  reservoirs,  rain- 
fall, run-off,  evaj)oration,  and  all  other  sources  of  supply  or  loss 
except  the  discharge  of  the  outlet.  It  is  ex2)re8sed  in  second- 
feet  and  may  have  negative  values. 

Let  Q  represent  the  discliarge  of  the  outlet  in  second-feet. 

Let  h  represent  the  variable  height  in  feet  of  the  reservoir  surface 
above  any  datum,  and  also  of  the  outlet  immediately  at  the 
reservoir. 

Let  t  represent  the  time  in  seconds  from  an  assumed  origin  to  any 
value  of  h. 

Let  A  represent  the  area  of  the  reservoir  in  square  feet. 

Then,  at  any  instant,  the  rate  of  change  in  ?iwi\\  be  represented  by 
the  following  equation : 

{S—  Q)  dt  =  Adh (1) 

The  equation  for  the  discharge  of  the  outlet  is 

Q=f{h) (2) 

in  which/  (h)  always  increases  and  diminishes  with  7i,  its  particular 
form,  in  any  given  case,  depending  upon  the  character  of  the  outlet. 

From  equation  (1)  it  is  seen  that  whenever  h  is  increasing,  d  h  is 
positive,  and  Q  <i  S;  and  that  whenever  it  is  diminishing  d  h  is 
negative  and  §  >  S;  also,  that  when  h  and  §  are  at  maximum  or 
minimum,  dh  is  zero  and  Q  =■  S. 

In  any  cycle  of  changes,  the  maximum  value  of  S  precedes  and  is 
greater  than  the  maximum  value  of  §.  For  if  the  curves  of  S  and  Q 
were  both  plotted  to  the  same  time  scale,  and  if  both  maxima  were 
equal  and  simultaneous,  the  two  curves  would  be  tangent  to  each 
other  at  that  point  where  Q  =  S.  But  it  has  been  seen  that  when  Q  is 
approaching  its  maximum  it  is  less  than  S,  and  that  after  leaving  its 
maximum  it  is  greater  than  S.  The  two  curves  thus  intersect  at  the 
point  where  Q  =  S,  and  therefore  cannot  be  tangent;  and  since,  at 
this  point,  §  is  at  a  maximum  and  S  is  falling,  S  must  have  already 
passed  a  maximum  greater  than  that  of  Q.  In  like  manner,  it  will  be 
seen  that  the  minimum  of  Q  follows,  and  is  greater  (algebraically) 
than  that  of  S.  The  limits  of  oscillation  in  Q,  therefore,  lie  within 
those  of  S. 
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From  equation  (1)  it  will  also  be  seen  that,  other  things  being 
equal,  the  moderating  effect  of  a  reservoir  upon  stream  flow  varies 
directly  with  its  area. 

In  the  general  proposition  above  stated  the  word  ' '  natural  "  was 
used  by  way  of  qualification,  because  in  the  practical  uses  to  which 
artificial  reservoirs  are  often  put,  the  proposition  is  not  strictly  true. 
In  some  reservoirs  the  outlets  are  entirely  closed  during  certain 
periods,  and  the  water  is  all  released  at  other  periods,  so  that,  in  such 
cases,  the  natural  fluctuations  in  the  flow  of  the  stream  may  actually 
be  increased,  or  at  least  be  radically  altered  in  their  periods. 

Even  in  natural  reservoirs  there  are  apparent,  if  not  real,  excep- 
tions. If  a  reservoir  be  very  small  in  comparison  to  the  volume  of 
water  flowing  through  it,  but  little  larger  in  fact  than  the  channel  of 
the  stream  itself,  the  rise  in  the  reservoir  will  follow  so  closely  upon 
that  in  the  stream  that  the  two  may  appear  to  be  simultaneous  and 
equal.  This  is  but  one  illustration  of  what  may  be  stated  as  a  general 
rule,  that  every  stream  is  virtually  a  series  of  small  reservoirs  and  con- 
necting channels;  and  that  all  stream  flow  is  more  or  less  subject  to 
the  influence  of  reservoirs. 

Reservoirs  in  Series. 

As  a  corollary  to  the  foregoing  proposition,  it  follows  that,  if  sev- 
eral reservoirs  succeed  each  other  in  a  descending  series,  so  that  a 
supply  to  any  reservoir  must  flow  successively  through  all  below,  the 
fluctuation  of  level  in  the  different  reservoirs,  due  to  a  variable  supply 
to  an  upper  reservoir,  will  diminish  with  a  descent  of  the  series  and 
will  approach  zero  as  a  limit. 

It  has  been  seen  that  in  any  reservoir  the  variation  of   Q  is  less 

than   that   of  S,  but,    neglecting  local   supply,    Q  of   one   reservoir 

becomes  S  of  that  next  below.     Calling  this  S',  and  the  discharge  of 

the  lower  outlet,  Q',  there  results: 

Variation  Q'  <;  Variation  S'  <^  Variation  S,  etc. ; 

Variation  O 
but  Variation  h  =  —  (see  notation  just  below),   in  which  c, 

as  a  rule  in  natural  reservoirs,  will  increase  with  a  descent  of  the 
series.  The  change  in  each  term  of  the  above  ratio  is  therefore  such 
as  to  diminish  the  value  of  Variation  h*. 

*  The  term  "  variation,"  as  used  in  this  paper,  is  not  to  be  taken  in  its  mathematical 
signification,  but  simply  as  denoting  the  maximum  fluctuation  in  S  and  Q.  It  corre- 
spK)nds  to  the  term  ''  oscillation,"  as  applied  to  h. 
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There  ar<'  posHiblo  exceptionH  to  tluH  rule.  If  it  Hhould  haj)pen 
that  a  })articnlar  reHervoir  were  of  very  Hmall  area,  with  an  (engorged 
outlet,  in  which  the  value  of  c  were  actually  Bmaller  than  that  in  the 

outlet  next  above,  the  value  of might   be    greater   than 

for  the  next  preceding  reservoir.  Exami)le8  of  this  are  common  in 
the  flow  of  nearly  all  streams.  When  the  channel  of  a  river  is  en- 
gorged from  any  cause,  the  value  of  c  is  less  at  this  point  than  either 
above  or  below.  If  the  river  valley  above  be  considered  as  a  very 
small  reservoir,  we  shall  have  a  true  example  of  the  above  exception. 
It  is  known,  as  a  matter  of  fact,  that  the  rise  of  rivers  in  times  of 
flood  varies  materially  at  different  points  of  their  course  owing  to  this 
cause.  But  while  this  exception  is  true  of  such  extreme  cases  as  have 
been  here  cited,  it  would  not  be  true  of  any  ordinary  system  of 
reservoirs. 

For  a  more  specific  study  of  these  relations: 

Let  A  denote  the  area  of  the  reservoir  in  square  miles. 

Let  h  denote  the  height  in  feet  of  the  surface  of  any  reservoir  above 
the  mean  level  for  the  cycle.  For  the  first  reservoir  considered,  it 
will  be  written  h^;  for  the  next  reservoir  the  resulting  oscillation  will 
be  hy,  and  so  on  to  hf^. 

Let  c  denote  the  variation  of  Q  in  second-feet  for  a  change  of  1  ft, 
in  ?i,f(h)  being  assumed  to  be  a  right  line.* 

Let   P  denote  the   coefficient   of  reduction   of   S,    or    the    ratio 
Q  (maximum) 
S  (maximum) 

Let  p  denote  the  coefficient  of  reduction  of  h,  or  the  ratio  of  h  for 

•     I  •     -1    1  1      7  i.       i.1    i.        ..    -L  ^n  (maximum) 

one  reservoir  divided  by  h  for  that  next  above,  or  ,        , -. r  . 

^„_,  (maximum) 

Let  R  denote  the  interval  which  elapses  between  the  maximum  or 
minimum  of  S  in  any  reservoir,  and  the  resulting  maximum  or  mini- 
mum of  Q.  jK  is  expressed  in  degrees  of  arc;  a  full  circle,  or  360^, 
representing  a  complete  cycle,  taken  in  this  case  as  one  year. 

Let  the  variations  of  supply  be  represented  by  the  equation  S  = 
a  sin  i,  in  which  a  is  the  extreme  variation  in  second-feet  above  or 
below  the  mean,  and  t  is  degrees  of  arc,  of  which  360  make  a  complete 

cycle. 

*  In  streams  of  considerable  magnitude  and  small  variation  in  discharge,  the  as- 
sumption that  /  (h)  is  a  right  line  for  slight  changes  in  h,  involves  so  small  an  error  as 
not  to  impair  in  the  least  degree  the  vaUdity  of  the  mathematical  processes  in  which 
/  (h)  enters. 
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Then  the  f ollowiug  equations  may  be  written :  * 

1 
Sin  i?„  =      J  .  0  18c  \  2 


1 


P«  = 


\1  \0.18c„/ 


+  1 (4) 

0.18c„_^ 
Pn  =  v^^^„+(0.18cj^ (5) 


From  these  equations  it  is  seen  that,  for  a  given  cycle,  i2  is  a  func- 
tion of  area  and  outlet  alone,  and  independent  of  S ;  P  also  is  a 
function  of  area  and  outlet  alone;  and  p  is  a  function  of  area  and  of 
inlet  and  outlet. 

It  will  also  be  seen  that  E  decreases  as  A  increases,  or  as  c  of  the 
outlet  decreases ;  P  increases  as  A  decreases,  or  as  c  of  the  outlet  in- 
creases; while  p  increases  as  A  and  c  of  the  outlet  decrease,  and  as  c 
of  the  inlet  increases.  In  each  of  the  above  cases  the  converse  state- 
ment is  true. 

Inasmuch  as  the  conditions  which  control  the  oscillation  of  level 
in  natural  reservoirs  are  seldom,  if  ever,  such  as  to  bring  the  crests  of 
transmitted  waves  from  upper  reservoirs,  and  those  due  to  local 
supply,  simultaneously  together,  wave  interference,  which  to  some 
extent  neutralizes  the  combined  effect,  is  the  result.  In  other  words, 
the  maximum  oscillation  of  level  in  any  reservoir  of  a  series  is  never 
the  sum  of  the  maxima  of  local  and  transmitted  oscillations,  for 
these  are  never  exactly  superimposed ;  and  they  may  even  so  occur 
that  the  hollow  of  the  transmitted  wave  comes  upon  the  crest  of  the 
local  wave,  and  may  actually  cause  a  smaller  oscillation  than  if  there 
were  no  transmitted  wave. 

As  a  general  proposition  it  may  be  said  that,  in  a  series  of  natural 
reservoirs,  such  as  has  been  described,  each  with  its  independent  local 
supply,  the  oscillation  of  levels  will  be  mainly  controlled  by  the 
transmitted  supply  when  the  reservoir  area  is  relatively  small,  and  by 
the  local  supply  when  its  area  is  relatively  large. 

For  the  better  illustration  of  the  principles  above  enunciated,  let 
the  following  example  be  considered.  Let  there  be  five  reservoirs, 
*  See  mathematical  analysis  hereto  appended. 
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and  assume  the  area  of  each  to  be  10  000  square  miles,  the  range  of 
variation  in  S  to  be  100  000  second-feet,  and  to  be  the  same  for  each  of 
the  reservoirs;  and  the  values  of  c,  beginning  with  the  first  reservoir, 
to  be  10  000,  15  000,  20  000,  25  000  and  30  000  second-feet.  The  values 
of  i?,  P  and  p,  as  computed  from  equations  (3),  (4)  and  (5),  may  then 
be  written  as  follows: 


Reservoir. 

R. 

P. 

P- 

No.  1 

81  days. 
76     •' 
71      '• 
67      " 
62      " 

0.177 
0.261 
0.339 
0.410 
0.475 

6!  174 
0.254 
0.328 
0.396 

No.  2 

No.  3 

No.  4 

No.  5 

The  accompanying  oscillation  curves  (Fig.  1)  show  for  each 
reservoir  the  element  of  total  oscillations  which  comes  from  local 
supply,  and  that  from  each  of  the  reservoirs  above,  and  enables  one  to 
judge  at  once  by  the  eye  what  proportion  of  the  total  oscillation  in 
any  case  is  due  to  local  supply,  and  what  to  transmitted  supply.  In 
the  example  above  given,  in  which  the  reservoirs  are  relatively  large, 
the  oscillation  is  mainly  due  to  local  supply.  For  instance,  in  the 
third  reservoir,  the  maximum  oscillation,  due  to  local  supply,  is  95h% 
as  great  as  the  actual  oscillation,  and  occurs  12  days  earlier.  The 
maximum  transmitted  oscillation  is  25^%  as  great  as  the  actual,  and 
occurs  68  days  later. 

To  show  what  would  be  the  effect  upon  a  comparatively  small 
reservoir,  suppose  that  in  the  above  series,  in  place  of  the  third  unit, 
there  is  introduced  a  reservoir  of  the  following  size  and  character- 
istics: Area,  400  square  miles;  range  of  variation  in  S,  4  000  second- 
feet;  c  of  outlet,  20  000  second-feet.  It  will  then  be  found  that  the 
maximum  of  oscillation,  due  to  local  supply,  is  30%  as  great  as  the 
actual,  and  occurs  67  days  earlier;  while  the  maximum  of  osciUation, 
due  to  transmitted  supply,  is  94%  as  great  as  the  actual,  and  occurs 
20  days  later.  In  this  reservoir,  therefore,  the  oscillation  of  level 
would  be  mainly  controlled  by  the  supply  received  from  above. 

II. — Ant/  reduction  of  the  normal  osciUation  of  level  in  a  natural  reser- 
voir will  increase  the  variation  of  flow  in  the  outlet ;  and  any  reduction  of 
the  normal  variation  of  -flow  in  the  outlet  will  increase  the  oscillation  of  level 
in  the  reservoir. 
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From  (Hpiatiou  (1)  it  will  be  neon  that,  if  the  OHcillatiou  of  level  of 
a  reHcrvoir  is  to  be  dimiuiflhetl,  {S —  Q)  d  t  muHt  be  diminisbed,  and 
cousociuontly  the  valueH  of  {S —  Q)  must  be  diminished  ;  but  since 
the  variation  of  S  from  its  mean  is  greater  than  that  of  Q,  and  since 
the  variation  of  *S  is  here  assumed  to  remain  unchanged,  Q  must  be 
brought  nearer  to  S,  and  its  own  variation  must  be  increased. 

The  truth  of  the  above  proposition  is  readily  apparent  without 
matliematical  demonstration.  If  a  reservoir  be  prevented  from  rising 
by  any  amount,  the  water  represented  by  the  storage  under  normal 
conditions  must  be  run  out,  and  the  flow  in  the  outlet  must  be  corre- 
spondingly increased.  With  a  falling  reservoir  exactly  the  opposite 
process  applies,  and  the  flow  of  the  outlet  must  be  diminished  by  any 
restriction  of  the  normal  amount  of  fall.  Finally,  if  the  oscillation  of 
level  be  eliminated  altogether,  Q  will  become  equal  to  S — the  condi- 
tion of  an  unreservoired  stream. 

The  importance  of  this  proposition  arises  from  its  relation  to  the 
problem  of  controlling  the  oscillation  of  levels  in  the  Great  Lakes. 

The  principle  laid  down  in  Proposition  II  is  at  first  sight  incon- 
sistent with  equation  (2).  In  discussing  that  equation  it  was  seen 
that/  {h)  increases  or  diminishes  with  h.  But  it  has  just  been  shown 
that  a  reduction  of  the  fluctuations  of  h  from  its  normal  condition 
will  increase  the  variation  of  Q,  or  /  (/z).  The  explanation  of  this 
apparent  paradox  is,  that  any  change  in  the  normal  variation  of  ?i^ 
can  only  be  brought  about  by  some  modification  of  the  form  or  co- 
efficients of  /  {h)  ;  and  that  while  h  and/  {h)  increase  and  decrease  to- 
gether for  a  fixed  condition  of  the  outlet,  the  rule  has  no  application 
to  a  change  from  one  condition  of  the  outlet  to  another. 

The  converse  of  Proposition  II  is  not  necessarily  true;  that  is, 
that  an  increase  of  oscillation  in  reservoir  level,  or  of  variation  in  out- 
let discharge,  will  diminish  the  variation  or  oscillation  in  the  other. 
See  remarks  on  artificial  reservoirs  under  Proposition  I. 

HI. — In  a  series  of  resei^voirs,  such  as  has  been  descinbed,  if  a  perma- 
nent negative  supply  be  introduced  at  any  point,  that  is,  if  a  portion  of  the 
supply  be  permanently  withdraion  from  any  reservoir,  it  will  cause  a  lower- 
ing of  ihe  mean  level  throughout  the  e7itire  system  below. 

This  is  apparent  from  equation  (2)  in  which  Q  and  h  increase  or 
diminish  together.  If,  therefore,  Q  be  permanently  diminished,  h  must 
also  be  diminished,  and  the  mean  level  of  the  reservoir  will  be  lowered. 
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The  lowering  of  the  mean  level  in  any  reservoir,  under  the  above 

assumption,  will  be  such  as  to  make  —  ^  h',  in  which  q  is  the  nega- 

c 

tive  supply  and  h'  is  the  resulting  fall  in  the  moan  level. 

A  permanent  negative  supply,  however,  unless  of  great  relative 
magnitude,  would  have  but  little  influence  on  the  range  of  oscillation 
in  the  reservoir,  provided  the  range  of  variation  of  /S  were  not  changed. 
If/  Qi)  were  a  right  line,  there  would  be  no  change  in  the  oscillation, 
but  if  the  function  were  of  a  form  in  which  h  appears  at  a  higher 
power  than  unity,  the  oscillation  of  level  would  be  increased  by  any 
lowering  of  the  mean  level.* 

Under  the  assumption  upon  which  Proposition  III  is  based,  the 
fall  in  mean  level,  resulting  from  the  introduction  of  a  negative 
supply,  cannot  be  prevented  by  artificially  increased  storage  in  any 
part  of  the  system.  For  assuming  that  J  Q  d  t  ior  the  cycle  is  not 
to  be  changed,  C  -{■  qdi  must  equal  C  —  q  dt,  in  which  q  and  q'  are  the 
rates  at  which  storage  is  accumulated  during  part  of  the  cycle,  and 
expended  during  the  remainder.  The  total  supply  to  the  reservoir 
below  is  therefore  not  changed,  and  any  increase  during  one  period 
can  be  secured  only  by  a  corresponding  decrease  during  a  previous 
period.  This  might  alter  somewhat  the  oscillation  of  level,  but  would 
be  powerless  to  prevent  a  lowering  of  mean  level  due  to  a  permanent 
reduction  of  suiDply.f 

Such  a  result  can  be  prevented  only  by  changing  the  form  or  coeffi- 
cients oif{h)  in  all  outlets  below  the  point  where  the  negative  supply 
is  introduced— in  other  words,  by  contracting  the  outlets  so  as  to  di- 
minish the  normal  discharge  at  mean  level  by  an  amount  equal  to  the 
negative  supply. 

*  This  may  be  a  proper  place  to  notice  a  fact  which  is  of  some  interest  as  a  theoreti- 
cal refinement,  although  of  no  practical  importance.    . 

The  mean  level  of  a  i-eser\'oir  will  rise  as  its  fluctuations  of  level  are  diminished,  and 
fall  as  the  fluctuations  are  increased— the  mean  discharge  remaining  the  same— and  the 
mean  level  will  stand  highest  when  there  is  no  fluctuation  of  level,  or  when  the  flow  in 
the  outlet  is  constant. 

This  law  results  fi'om  the  nature  of/  {h)  in  equation  (2).  If  it  were  a  right  line,  that 
is,  if  the  variation  in  discharge  per  unit  variation  in  h  were  the  same  at  all  point.s  of  7i, 
then  the  mean  level  would  always  be  the  same  for  the  same  discharge.  But  /  ( h)  is  nearly 
always  a  curve  in  which  its  value  inci-eases  more  rapidly  than  that  of  h.  In  the  weir 
formulas,  for  example,  h  appears  at  the  |  power,  while  m  ordinary-  sti-eams  the  paraboHc 

function,  ch'^,  is  true  within  narrow  limits.  It  is  obvious,  therefore,  that  J  f  h)  d  t  for 
values  of  h  above  the  mean  level,  must  be  greater  than  for  the  same  values  below,  and 
since  the  mean  discharge  during  the  cycle  cannot  be  increased,  the  plane  of  mean  level 
must  be  somewhat  below  that  corresponding  to  a  constant  discharge.  In  general,  how- 
ever, the  difference  of  mean  level  would  be  inappreciable. 

+  Referring  to  the  last  preceding  note,  it  will  be  seen  that  if  the  storage  in  the  reser- 
voir be  so  manipulate!  as  to  reduce  the  oscLQation  of  levels  in  the  reservoirs  below,  the 
mean  level  would  be  sUghtlv  raised  ;  and  if  so  manipulated  as  to  increase  the  oscilla- 
tions, the  mean  level  would' be  sUghtly  lowered.  But  such  effects  would  ordinarily  be 
infinitessinnal  in  value. 
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IV. — Assuming  the  supply  to  remain  unchanged,  no  modiUcation  of  the 
normal  osciUation  of  level  in  a  reservoir,  or  of  the  normal  variation  of  flow 
in  the  outlet,  is  possible  excepA  hy  some  modijication  of  the  form  or  coefficients 
off  [h). 

This  proposition  embodies  the  entire  question  of  the  character  of 
works  in  the  outlets  of  reservoirs  designed  to  control  or  modify  the 
normal  oscillations  of  h  and  Q.  Without  entering  at  all  into  details  of 
construction,  it  may  be  broadly  stated  that  works  of  this  class  must  take 
one  of  two  forms,  depending  upon  the  immediate  object  to  be  attained. 
If  that  object  be  a  reduction  of  oscillation  of  levels  in  the  reservoir, 
then  the  controlling  works  must  be  of  such  a  character  as  to  increase 
the  value  of  c  [equations  (3),  (4),  (5) J.  If,  on  the  other  hand,  the  object 
be  to  restrict  the  variations  of  flow  in  the  outlet,  then  the  controlling 
works  must  be  of  such  a  character  as  to  diminish  the  value  of  c.  The  first 
purpose  may  be  accomplished  by  widening  the  outlet  and  diminishing 
the  depth,  as  by  the  use  of  a  long-crested  weir  around  the  head  of  the 
outlet,  and  the  second  by  narrowing  the  outlet  and  increasing  the  depth. 

Inasmuch  as  works  of  improvement,  such  as  the  deepening  of  nat- 
ural channels,  and  works  of  simple  contraction,  such  as  wing  dams, 
piers,  etc.,  generally  increase  the  depth  and  diminish  the  -v^-idth,  such 
works  tend  to  uniformity  in  outlet  discharge  at  the  expense  of 
uniformity  of  level  in  the  reservoir. 

Application  of  the  Foregoing  Propositions  to  the  Reservoir  System 

OF  THE  Great  Lakes. 

This  system  embraces  five  distinct  reservoirs,  the  names  and  areas 
of  which,  together  with  the  areas  of  the  tributary  water-sheds,  are  as 
follows : 

Name.  Area  of  water  surface.  Area  of  water-shed. 


Lake  Superior 31  800  square  miles.  48  600  square  miles. 

Lake  Michigan-Huron* 45  600        ••  ••  97  800 

Lake  St.  Clair+ i  495        ••  "  5  100 

Lake  Erie i  10  000         •  •  25  700 

Lake  Ontario 7  450        "  •  25  530 

*  In  this  discussion  Lakes  Michigan  and  Huron  will  be  considered  as  a  single  body  of 
water. 

+  The  areas  in  this  table  are  taken  from  the  report  of  the  L'.  S.  Deep  Waterways 
Commission  for  1896.  except  that  the  water-shed  of  Lake  St.  Clair,  as  given  in  that  re- 
port, has  been  diminished  by  1  220  square  miles,  and  this  area  added  to  that  of  the  Lake 
Erie  water-shed.  The  water-shed  map  of  the  Commission  report  includes  a  considerable 
area  in  the  St.  Clair  water-shed  which  would  seem  to  drain  into  the  Detroit  River  below 
a  point  where  it  could  have  any  effect  upon  the  levels  of  Lake  St  Clair. 
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Tlu'  connect  iii^  cliiinncls  ur(^  of  conHidcrable  leugth  and  irrej<nlarity, 
bill  the  rctiUtlation  of  crtects,  due  to  tlic  time  required  for  the  water 
to  How  throuf^h  them,  is  ])ro})al)ly  in  no  (rase  j^reater  than  twenty-four 
liours.  It  may  he  mueh  h»ss,  if  those  i)orti()Us  are  omitted  which  an^ 
practically  inlets  of  the  lakes,  takinj^  their  stage  directly  from  that  of 
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the  lakes,  and  only  those  stretches  are  considered  where  the  stage  is 
dependent  solely  on  the  discharge. 

Although  existing  data  do  not  permit  the  precise  determination  of 
the  values  of  c  for  the  various  outlets,  they  may  be  stated  within  a 
l^robable  limit  of  error  that  will  answ^er  all  the  purposes  of  a  rigid 
demonstration. 
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The  values  of  c,  here  assumed,  are  as  follows: 

For  Sault  ^te.  Marie  River 17  000  second-feet. 

"    St.  Clair  and  Detroit  Rivers 26  000 

*'    Niagara  River 30  000        "         " 

♦'    St.  Lawrence  River 34  000 

Deductions  from  Proposition  I. 
To  appreciate  fully  the  moderating  effect  of  these  reservoirs  upon 
the  stream  flowing  through  them,  as  explained  under  Proi30sition  I 
(page  359),  it  will  be  of  interest  to  make  a  comparison  vdih.  other  well- 
known  streams  of  similar  magnitude.  Take,  for  this  purpose,  the 
Ohio  River  at  its  mouth,  the  Missouri  at  its  mouth,  and  the  Mississippi 
at  the  mouth  of  the  Missouri,  and  let  them  be  compared  with  the 
Niagara  at  Buffalo.  The  areas  of  water-sheds  of  these  four  streams, 
and  their  mean  discharge  in  second-feet,  are  as  follows:* 


Niagara.    \     Ohio. 


Water-shed  in  square  miles 265  095      !    205  750 

Discharge  in  second-feet... 232  800     '307  000 


Missouri.     Mississippi. 


530  810  171  570 

100  000  130  000 


The  accompanying  diagram.  Fig.  3,  exhibits  graphically  the  varia- 
tions in  mean  monthly  discharge  of  these  streams  for  the  year  1883. 
The  actual  maxima  and  minima  show,  of  course,  a  considerably  larger 

,.  ^1         4.1  XI  1  XI         X-       (maximum  discharge) 

divergence  than  the  monthlv  means,  the  ratios  ; — : — ^ ^^ — = ^-^ 

(minimum  discharge) 

for  the  above  year  being,  for  the  Ohio,  28.22;  for  the  Missouri,  29.00, 
and  for  the  Mississippi,  10.29.  For  Niagara  the  ratio,  disregarding 
wind  effects,  probably  does  not  exceed,  in  any  one  year,  1.50. 

In  terms  of  absolute  quantities,  the  storage  by  which  this  result  is 
produced  may  be  readily  determined.  The  mean  annual  oscillation 
of  level  in  Lake  Superior,  based  upon  25  years'  observations,  is  0.93 
ft.,  in  Lake  Michigan-Huron,  1  ft.,  and  in  Lake  Erie,  1.16  ft.  These 
oscillations  represent  an  aggregate  storage  of  2  419  billion  cubic  feet 
of  water — greater  than  the  over-flow  excess  of  the  Mississippi  River  at 
Cairo  in  the  great  flood  of  1897,  and  equivalent  to  about  153  000  second- 
feet  for  a  period  of  six  months.  The  maximum  annual  oscillation  is 
about  twice  the  above  mean,  and,  of  course,  represents  twice  the 
amount  of  storage. 

*  The  above  data  for  discharge  are  based  upon  25  years*  record  (1871-1895)  for 
Niagara,  and  6  years'  record  (1880-1885)  for  the  other  streams. 
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OSCILLATION  CURVES  IN  THE  GREAT  LAKES 

SCALE  OF  /    IN  DEGREES —  360  EQUALS  ONE  YEAR 
0         IW W    0 leo  8<}0  540 780    0 IBO 

"*«■     "*»      JUIV   IIM.    NOV.     JAN.    H^R.MM.     HAY      Julr    llrT.    Nllv.     JAN.    MM.      nIy      Jl/lY  llrT.      NOV.      JAN.    HAD.  MiOT     MAY    JULV    UfT.    NdV. 


-0.5  ft.  * 


-  +  0.5  ft. 


+  0.5  ft. 


LOCAL  OSCILLATIONS  LOCAL  AND  TRANSMITTED  OSCILLATIONS  TOTAL  OSCILLATIONS 

x  actual  levels  a  actual  levels  less  effects  from  above    •  calculated  levels 

Fig.  4. 
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Not  less  in  magnitude  and  importance  is  the  cyclic  oscillation 
referred  to  earlier  in  this  paper.  During  the  period  from  1872  to  1876, 
for  example,  the  mean  annual  levels  of  the  lakes  above  Niagara  rose 
continuously,  the  aggregate  storage  being  about  4  000  billion  cubic 
feet.  During  the  next  three  years  the  levels  fell  continuously,  the 
aggregate  loss  of  storage  amounting  to  about  3  600  billion  cubic  feet. 

The  enormous  moderating  influence  of  these  vast  storage  reservoirs 
thus  practically  eliminates,  not  only  the  regularly  recurring  changes 
in  supply,  but  all  sudden,  erratic,  or  transient  irregularities,  and  pro- 
duces a  flow  in  the  outlets  which,  as  already  stated,  is  practically 
uniform  from  one  year's  end  to  the  other. 

In  applying  the  formulas  (3),  (4)  and  (5),  to  the  Great  Lakes,  no 
attempt  has  been  made  to  go  farther  than  to  adapt  them  to  the  mean 
curves  based  upon  25  years'  observations.  To  these,  the  ordinary  sine 
curve,  used  in  the  analysis,  has  been  fitted  as  closely  as  possible.  The 
correspondence  of  the  curves  is  not  exact,  but  is  near  enough  not  to 
affect  the  general  conclusions  drawn  from  the  discussion. 

The  following  table  gives  the  value  of  the  retardation  R,  and  the 
coefficients  of  reduction  P  and  p,  for  the  five  lakes: 


Name  of  lake. 

i?. 

P. 

P- 

Superior 

85.7 
85.3 
6.1 
62.5 
51.3 

0.096 
0.102 
0.994 
0.475 
0.635 

Michigan-Huron 

0.067 

St.  Clair 

0.994 

Erie 

0.412 

Ontario 

0.560 

This  table,  and  the  accompanying  oscillation  curves,  Fig.  4,  form 
a  complete  exhibit  of  the  local  and  transmitted  elements  of  the  aggre- 
gate oscillation  in  each  unit  of  the  system.* 

Column  (2)  explains  the  well  known  fact  that  the  highest  and  lowest 

stages  in   the   lakes   occur   long  after   the  periods  of  maximum  and 

minimum  of  supply  have  passed.     However,  from  the  curves  and  from 

column  (2)  the  approximate  mean  dates  of   maximum   or   minimum 

supply  for  each  of  the  lakes  can  be  determined.     To  do  this,  take  from 

the  curve  of  oscillation  due  to  local  supply  in  any  lake  the  dates  of  its 

maximum  and  minimum,  and  from  these  subtract  the  corresponding 

retardations  in  column  (2).     The  results  deduced  by  this  process  are 

*  The  effect  of  the  variable  supply  to  Superior  consumes  291  days  in  reaching  Ontario, 
and  its  maximum  is  then  only  V^  of  the  total  maximum  oscillation  in  the  latter  lake. 
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fjjiven  in  the  table  below,   ami  fall  well  within  the  jn-obable  limits  of 
actual  occurrence. 


Name  (»f  Lnke. 


Superior 

Michij^iin-Huron 

St.  Clair 

Erie 

Ontario 


Date  of 
actual 
/(   max. 


Sept. 
July 
July 
June 
June 


Date  of  [Hate  of  Date  ofl  R^ta,,,aJi,at«  of  Date  of 
Jmlllc.rS'    ,S.        »•-•        Nmax.    Nmin. 


Sept. 

July 

April 

June 

May 


Mar.  Mar. 

Dec.  Jan. 

Dec.  Oct. 

Feb,  1  )ec. 

Dec.  ,  Nov. 


86 

85 

fW 
51 


June       Dec. 
April      Oct. 

April  '  Oct. 
April      Oct. 

April  j  Sept. 


The  quantity  S,  it  must  be  borne  in  mind,  is  a  very  complex  one. 
It  is  the  result  of  at  least  three  important  and  ever  active  causes — pre- 
cipitation upon,  and  evaporation  from,  the  surface  of  the  reservoir, 
and  run-oflf  from  the  tributary  water-shed.  The  first  and  third  ele- 
ments are  always  positive  and  the  second  always  nej^ative;  but  their 
maxima  and  minima  are  rarely  coincident,  and  probably  none  of  them 
coincide  very  closely  with  the  actual  aggregate.  Precii^itation,  as 
based  upon  many  years'  observations,  has  two  yearly  maxima,  occur- 
ring usually  in  June  and  September,  and  two  minima,  occurring 
usually  in  August  and  February.  Run-off  has  its  maximum  generally 
in  those  months  when  the  melting  of  the  winter  snows  occurs.  This  is 
ordinarily  in  March  for  the  lower  lake  region,  and  in  April  for  the 
Lake  Superior  region.  The  minimum  of  run-oflf  spreads  over  a  pretty 
long  period,  ranging  from  September  to  February,  and  is  controlled, 
not  only  by  actual  precipitation,  but  by  the  influence  of  cold  weather 
in  congealing  precipitation  and  checking  the  flow  of  streams.  The 
maximum  of  evaporation  occurs  generally  in  July  and  August,  and  the 
minimum  in  the  period  from  December  to  February;  but  there  are  cer- 
tain phenomena,  to  be  referred  to  later  on,  which  indicate  a  higher 
winter  rate  of  evaporation  than  is  generally  supjDOsed. 

The  complex  and  variable  elements,  of  which  the  actual  local  supply 
for  any  of  the  lakes  is  made  up,  render  it  extremely  hazardous  to  pre- 
dict from  them  the  time  of  actual  maximum  and  minimum ;  for  these 
may  incline  toward  any  of  the  component  elements  which  happen  at 
the  time  to  predominate.  No  method  seems  so  rational  as  that  above 
applied  of  working  backward  from  the  known  dates  of  maximum  and 
minimum  oscillations  due  to  local  supply. 

Assuming  the  mean  discharge  of  the  outlets  to  be,  for  Sui^erior, 
75  000  second-feet;  for  Michigan-Huron,  195  000  second-feet;    for  St. 
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Clair,  200  000  second-feet;  for  Erie,  225  000  seeond-feet;  for  Ontario, 
260  000  second-feet;  the  corresponding  local  supply  for  each  of  the 
lakes  in  thousands  of  second-feet  per  month,  based  upon  the  twenty- 
five  year  curves,  is  found  to  be  as  follows: 


Month. 


January . . 
February. 

March 

April 

May 

June 

July 

August. .. 
September 
October . . 
November 
December, 


Superior. 


—  2 
+  31 
+  75 
-fll5 
+152 
+164 
+153 
+119 
+  75 
+  31 

—  2 

—  14 


Michigan-Huron . 

St.  Clair. 

Erie.       1 

Ontario. 

+111 

+19 

+43 

+62 

+185 

+21 

+52 

+74 

4235 

+20 

+  55 

+? 

+255 

+  15 

+  49 

+  66 

4-240 

-r  8 

+37 

+  49 

+191 

4-  1 

+  23 

+  27 

+129 

—  5 

+  7 

+  8 

+  55 

-  7 

-1-  2 

—  4 

+    5 

—  6 

—  5 

—  5 

—  15 

—  1 

+  1 

+J 

+    0 

+  6 

-'■  13 

+!^ 

+  47 

+13 

+27 

+  43 

The  results  here  given  are  to  be  taken  only  as  general  approxima- 
tions, in  the  absence  of  precise  data  as  to  the  mean  discharge  of  the 
outlets;  but  they  serve  to  show  the  fact,  intended  to  be  brought  out 
here,  that  at  certain  seasons  there  is  a  negative  supply  on  all  of  the 
lakes.  The  cause  will  naturally  be  attributed  to  the  preponderance 
of  evaporation  at  such  times  over  rainfall  and  run-off;  but  the  perplex- 
ing feature  of  the  phenomenon  is  that  in  one  lake  in  particular — Supe- 
rior— this  negative  supply  comes  in  months  when  evaporation  is  sup- 
posed to  be  at  a  minimum.  An  examination  of  Table  No.  2  will  show 
that  on  all  the  lakes  there  are  large  deficiencies  at  times,  even  in  winter 
months.  No  explanation  suggests  itself  except  that  evaporation  from 
ice  and  snow  on  the  lakes  may  be  greater  than  is  commonly  supposed. 

Relative  Ejects  of  Local  and  Transmitted  Supplies.— V\2iie  XXXVI, 
showing  oscillation  curves,  affords  a  striking  illustration  of  the  observa- 
tion made  in  discussing  Proposition  I  (page  359),  viz.,  that,  in  the  general 
case,  the  oscillation  of  levels  will  be  controlled  by  the  transmitted  supply 
when  the  reservoir  is  relatively  small,  and  by  the  local  supply  when  it 
is  relatively  large.  Thus,  the  maximum  of  oscillation  in  Michigan- 
Huron,  if  due  to  local  supply  alone,  would  be  4%  greater  than  it  actu- 
ally is,  and  would  occur  about  three  days  earlier.  The  maximum  of 
oscillation,  if  due  to  the  transmitted  supply  from  Superior  alone,  would 
be  only  1%  as  great  as  it  actually  is,  and  would  occur  141  days  later. 

For  St.  Clair,  the  local  maximum  would  be  about  b^%  as  great  as 
the  actual,  and  would  occur  about  57  days  earlier;  while  the  trans- 
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nut  ted  umxiiumii  would  l>r  K;{^',f  as  great  as  tlu'  actual,  and  would 
ocHuir  82  days  later. 

For  Erie,  the  local  inaxiiiniiu  would  ]»c  about  ^i)%  as  f^roat  aH  the 
actual,  aud  would  occur  about  20  days  earlier;  while  the  trausmitted 
maximum  would  be  about  Sd%  as  great  as  the  actual,  and  would  occur 
51  days  later. 

For  Outario,  the  local  maximum  would  be  about  HH%  as  great  as 
the  actual,  aud  would  occur  about  28  days  earlier;  while  the  trans- 
mitted maximum  would  be  about  47%"  as  great  as  the  actual,  and 
would  occur  about  64  days  later. 

From  these  figures,  and  from  the  curves,  an  excellent  idea  may  be 
had  of  the  parts  which  local  and  transmitted  supplies  play  in  the  ac- 
tual oscillations  of  the  lakes.  Except  in  St.  Clair,  it  is  seen  that  the 
local  supply  is  the  controlling  factor,  and  that  in  one  lake — Michigan- 
Huron — the  transmitted  supply  actually  diminishes  the  total  fluctua- 
tion. In  St.  Clair  the  transmitted  supply  controls  — as  was  to  have 
been  expected  on  account  of  its  relatively  small  area, 

It  is  also  plain  that  any  attempt  to  control  the  fluctuations  of  one 
lake  by  modifying  the  inflow  from  another  will  produce  only  insig- 
nificant results. 

In  like  manner  it  is  manifest  that  the  oft-asserted  mutual  depen- 
dence of  levels  between  Michigan- Huron  and  Erie,  evidence  of  which, 
it  is  urged  by  some,  is  the  fact  that  their  difference  of  level  scarcely 
ever  varies  as  much  as  1  ft.  ,*  has  no  foundation  in  fact.  St.  Clair  com- 
13letely  interrupts  the  continuity  of  flow  on  account  of  the  fluctuation 
due  to  its  own  local  supply,  f 

*  Lake  Michigan-Huron  and  Lake  Erie  rise  and  fall  together,  not  because  of  any 
mutual  dependence  of  levels,  but  because  similar  climatic  forces  are  operating  simul- 
taneously in  both  basins.  The  fact  that  their  levels  do  not  move  in  closer  unison— that 
sometimes  Erie  is  falling  when  Michigan-Huron  is  rising,  and  vice  rersa— still  further 
negatives  the  probability  of  any  very  intimate  relation  between  the  oscillations  of  level 
in  these  two  bodies  of  water. 

+  The  influence  of  St.  Clair  upon  the  dischargie  of  the  Detroit  River  may  even  be 
greater  than  has  been  here  assumed.  Unfortunately  there  are  no  actual  data  as  to  the 
oscillation  of  levels  in  this  lake,  and  it  has  been  necessary  to  deduce  a  curve  from 
known  data,  such  as  the  area  of  the  lake,  the  inflow  from  Michigan-Huron,  and  an  as- 
sumed S.  based  upon  the  similarity  of  climatic  conditions  on  the  watersheds  of  Michigan- 
Huron,  Erie  and  St.  Clair.  In  this,  however,  an  error  may  have  been  made  ni  assuming 
an  eccentricity  for  the  St.  Clair  curve  of  supply  but  little  greater  than  that  for  the  other 
lakes.  The  water-shed  of  St.  Clair,  compared  with  the  lake  area,  is  relatively  much  larger 
than  those  of  the  other  lakes,  as  may  be  seen  from  the  following  ratios  of  lake  to  land  area: 

Superior 1.5 

Michigan-Huron 2.1 

St.  Clair 10.3 

Erie 2.4 

Ontario 3.4 

Remembering  that  S  is  the  algebraic  sum  of  precipitation  on  the  lake  surface,  eva- 
poration from  it,  and  run-off  from  the  water-shed,  a  little  consideration  of  the  character 
of  these  elements  will  show  that  as  run-off  predominates  over  rainfall  and  evaporation, 
the  eccentricity  of  S  will  increase.  It  is  quite  possible,  therefore,  that  the  range  of  local 
supply  for  St.  Clair  has  not  been  assumed  large  enough,  and  that  the  oscillations  of  level 
in  that  reservoir  are  due,  to  a  greater  extent  than  has  been  admitted,  to  local  supply. 
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Deductions  from  Proposition  II. 

Table  No.  2,  appended  to  this  paper,  shows  in  detail,  month  by 
month  for  twenty-five  years,  and  for  each  of  the  five  lakes,  the  amount 
of  storage  accumulated  or  lost,  both  in  terms  of  h  and  in  thousands 
of  second-feet  per  month.  It  also  shows  similar  data  for  the  mean  of 
the  twenty-five  years.  Table  No.  3  shows  the  oscillation  of  mean  an- 
nual level  in  feet  in  each  of  the  lakes  from  1871  to  1895,  inclusive, 
■with  the  equivalent  storage  in  thousands  of  cubic  feet  for  the  period 
of  one  year.  Table  No.  4  shows  the  rate  in  second-feet  at  which 
storage  corresponding  to  a  rise  or  fall  of  6  ins.  on  each  of  the  lakes 
would  have  to  be  accumulated  or  expended  in  periods  varying  from 
one  to  three  months.  The  tables  show,  not  only  the  data  for  each  lake 
by  itself,  but  the  cumulative  effects  in  descending  the  series,  suppos- 
ing the  causes  to  be  operating  simultaneously  throughout  the  system. 

These  tables  supply  ample  data  for  conclusions  as  to  the  practic- 
ability of  controlling  the  levels  of  the  lakes  within  fixed  limits — say, 
6  ins.  Thus,  let  it  be  assumed  that  the  outlet  of  any  of  the  lakes, 
Superior,  for  instance,  is  to  be  so  regulated  that  the  annual  oscillation 
of  the  lake  level  shall  not  exceed  0.5  ft.  The  amount  of  storage  rep- 
resented by  a  depth  of  0.5  ft.  on  Lake  Superior  is  equivalent  to  168  000 
second-feet  for  one  month.  Now,  during  the  months  from  March  to 
September,  in  1871,  for  example,  storage  was  accumulated  in  this  lake 
at  the  following  rates  in  thousands  of  second-feet:  March.  146;  April, 
168;  May,  178;  June,  40;  July,  24;  August,  20;  September,  34.  Assum- 
ing that  this  storage  is  to  be  reduced  to  an  equivalent  of  168  000  second- 
feet  for  one  month,  and  that  the  reduction  is  to  be  taken  from  the 
months  of  most  rapid  accumulation,  it  would  give  the  following  re- 
sults :  It  would  reduce  the  storage  in  March  by  38,  in  April  by  60,  and 
in  May  by  70,  and  would  leave  for  each  of  these  months  108  000 
second-feet*  which  would  have  to  be  run  out  in  addition  to  the 
normal  discharge.  This,  it  will  be  understood,  is  based  upon  the  im- 
possible supposition  that  climatic  conditions  can  be  foreseen  so  as  to 
apply  the  allowable  storage  of  0.5  ft.  to  those  months  of  most  rapid 
accumulation.  In  actual  i^ractice,  of  course,  no  such  result  could  be 
realized,  and  the  increase  of  outflow  would  be  greater  than  above  in- 
dicated. 

Applying  this  process  to  the  ensuing  period  of  falling  levels,  from 
October,  1871,  to  April,  1872,  it  will  be  found  that  for  the  months  of 
*  For  values  of  mean  discharge  of  the  various  lakes,  see  p.  375. 
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Det'tMiilxT  jiiul  Janiiarv  tlic  outflow  would  liuvc  luul  t<»  Ik-  n-duceil  bv 
94  000  HiH'oud-feet  *,  and  tOr  the  otluT  iiiontlis,  diiriiif^  wliicli  the 
lako  was  i'ulliu^,  by  the  full  amouuts  giveu  iu  the  table.  It  requiren 
no  roinniont  to  show,  not  only  the  inii)ra(ti(abilit.v,  but  tin;  utter  iin- 
poHsibility  of  any  Hiich  aceomplishment. 

However,  the  difficulty  here  (iucouutercd  wouKl  cvidoutly  Ix'  lews 
in  the  lower  units  of  the  system,  if  considered  by  themselves,  for 
there  the  reservoir  area  is  much  less  and  the  How  of  the  outlets  much 
greater.  To  see  what  effect  would  be  i)roduced  ui)ou  the  flow  of 
Niagara  by  a  reduction  to  0.5  ft.  of  the  oscillation  in  Erie,  a])ply  the 
above  process  to  that  lake  for  the  year  1871-72.  It  will  be  found  that 
the  outflow  would  not  have  been  increased  by  more  than  2-4  000 
second-feet,  nor  restricted  by  more  than  32  000  second-feet.  There 
are  other  years,  however,  in  Avhicli  the  increase  of  outflow  would 
have  been  much  greater,  but  it  may  be  assumed  that  any  jDracticable 
restriction  of  the  oscillation  of  Erie  to  a  limit  of  0.5  ft.  would 
probably  not  often  increase  or  decrease  the  flow  in  the  outlet  by  more 
than  30  000  second-feet.*  Whether  a  change  of  this  amount  in  the 
normal  variation  of  flow  of  Niagara,  i^articularly  in  the  low-water 
period,  could  be  admitted,  is  at  least  an  open  question,  and  one  that 
would  have  to  be  settled  before  regulation  could  actually  take  place. 

If  regulation  to  a  limit  of  6  ins.  were  simultaneously  applied  to  all 
the  lakes,  or  even  to  Michigan-Huron  and  Erie,  the  cumulative  effect 
on  Niagara  would  render  the  project  wholly  impossible. 

It  wdll  probably  impress  any  one  who  carefully  examines  this  sub- 
ject that  an  interference  with  the  normal  annual  oscillation  of  levels 
of  the  lakes  will  at  best  be  an  uncertain  and  hazardous  undertaking; 
and  that,  if  such  interference  were  to  take  place,  it  might  better  be 
for  the  purpose  of  increasing,  rather  than  diminishing,  the  oscillations 
of  levels  in  the  reservoir,  and  of  thus  reducing  the  variations  of  flow 
in  the  outlet. 

It  is,  after  all,  not  so  much  the  annual  oscillation  that  gives  rise  to 
complaint  on  the  jDart  of  navigators  as  the  long  periodic  oscillation. 
The  real  source  of  trouble  is  the  continuous  subsidence  of  levels 
through  several  years,  by  which  the  carrying  poAver  of  the  great  ships 
is  constantly  reduced,  and  their  earning  capacity  diminished.  Can 
these  periodic  oscillations  be  eliminated,  and  can  the  mean  annual 
levels  be  always  maintained  above  a  minimum  jjlane? 

*  For  values  of  mean  discharge  of  the  various  lakes,  see  p.  375. 
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So  far  as  the  rise  is  concerned,  the  problem  is  certainly  feasilole,  for 
the  increased  flow,  due  to  its  elimination,  when  spread  over  such  long 
periods,  would  not  be  objectionable,  even  in  its  cumulative  effects. 

The  case  is  not  equally  clear  in  regard  to  the  subsidence  of  levels. 
An  extreme  example  of  the  fall  of  the  mean  annual  levels  of  Michigan- 
Huron  and  Erie  is  that  of  the  year  1894-95.  Michigan-Huron  dropped 
during  that  period  at  a  rate  of  42  000  second-feet,  and  Erie  at  the  rate 
of  8  220  second-feet;  but  Superior  in  the  meantime  rose  by  an  average 
of  1  700  second-feet.  To  have  prevented  the  subsidence  of  levels  in 
Michigan-Huron  and  Erie  would  have  required  a  uniform  reduction  of 
the  normal  discharge  of  Michigan- Huron  by  40  300  second-feet,  and  of 
Erie  alone  by  8  220  second-feet,  while  the  cumulative  effect  in  Erie 
would  have  been  48  520  second-feet.  This  being  a  period  when  the 
normal  discharge  of  these  rivers  was  injurioiisly  small,  these  reduc- 
tions would  probably  not  have  been  admissible  during  the  navigation 
season.  If  restricted  to  one- third  of  a  year,  that  is,  to  the  winter 
season,  they  would  have  been  120  900  second-feet  for  Michigan-Huron, 
24  663  second-feet  for  Erie  alone,  or  145  560  second-feet  as  the  cumula- 
tive effect  from  Michigan-Huron  and  Erie.  As  the  normal  discharge  of 
Michigan-Huron  at  this  time  was  probably  between  150  000  and  175  000 
second-feet,  and  of  Erie  not  much  more  than  200  000  second-feet,  the 
elimination  of  the  cyclic  fluctuation  alone  would,  it  is  seen,  have  in- 
volved a  reduction  of  discharge  in  the  outlets,  during  the  entire  winter 
season  of  four  months,  of  nearly  75  per  cent. 

Should  full  investigation  show  that  this  amount  of  reduction  in 
the  discharge  of  the  outlets  during  the  non-navigation  season  could 
be  permitted  without  injury  to  any  interests,  the  possibility  of  uni- 
form regulation,  such  as  is  here  assumed,  would  still  be  dependent 
upon  a  condition  which  can  never  be  realized.  It  is  impossible  to 
forecast  climatic  conditions  for  anything  like  the  periods  covered  by 
these  cycles.  Those  charged  with  the  control  of  the  outlets  must 
always  be  for  the  most  part  in  the  dark  as  to  what  is  going  to  happen 
in  regard  to  rainfall  and  run-off.  It  is  therefore  clearly  impossible  to 
fix  in  advance,  even  for  the  period  of  a  single  year,  a  uniform  rate  at 
which  the  discharge  of  the  outlets  must  be  increased  or  diminished  in 
order  to  prevent  a  change  in  the  mean  annual  level.  The  only  way  to 
accomplish  this  result  that  suggests  itself  would  be  to  accumulate  an 
amount  of  storage  in  the  lakes  during  each  winter,  and  the  ensuing 
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period  of  hi^h  water,  equal  to  iho  maximum  Hubsidonce  which  ex- 
perience shows  may  be  expected  to  follow  during  the  low- water  HeaRon. 
If  this  were  done,  the  levels  could  always  be  maintained  above  a 
minimum  plane.  This  result,  however,  could  be  attained  only  at  the 
cost  of  increasing  now  and  then  the  annual  oscillation. 

Of  course,  to  make  any  regulation  of  the  lake  levels  practicable  the 
mean  levels  must  be  raised  somewhat,  in  order  to  be  able  to  secure 
the  increase  of  outflow  which  would  at  times  be  necessary ;  but  this 
elevation  of  mean  level  is  in  itself  one  of  the  ends  contemplated  by 
the  general  scheme  of  lake  level  regulation.  Taken  by  itself  it  is  un- 
questionably a  practicable  matter,  at  least  within  small  limits.  Such 
a  step  would  indeed  involve  grave  difficulties  in  the  outlets  themselves, 
to  which  reference  will  presently  be  made,  and  will  always  be  com- 
plicated with  the  question  of  damages,  but  so  far  as  the  simple  matter 
of  raising  the  levels  of  the  lakes  is  concerned,  there  can  be  not  the 
slightest  doubt  of  its  feasibility.  It  is  in  fact  claimed  that  this  has 
already  been  accomplished  in  Lake  Superior  by  works  placed  in  the 
outlet  of  St.  Mary's  River  for  other  purposes.  These  works  consist  of 
bridge  piers  and  water-power  works,  and  the  contraction  of  the  outlet 
has  been  such  as  to  give  an  estimated  rise  of  0.5  ft.  in  the  level  of  the 
lake,  prior  to  January,  1896.* 

The  question  of  permanently  raising  the  levels  of  the  lakes  is,  or 
may  be  made,  entirely  independent  of  that  lake  level  regulation.  A 
simple  contraction  of  the  outlets  will  accomplish  the  first  purpose, 
but  not  the  second.  It  would  in  fact  increase  the  oscillation  some- 
what, in  accordance  with  a  principle  brought  out  in  discussing  Pro- 
position IV  (page  369),  that  if  the  outlet  of  a  reservoir  be  narrowed  or 
deepened,  the  value  of  c  will  be  diminished,  and  the  oscillation  of  level 
will  be  increased  while  the  variation  in  flow  will  be  lessened. 


Deductions  from  Peoposition  III. 

The  third  of  these  general  propositions  relates  to  the  effects  upon 
the  lake  levels,  of  the  diversion  of  any  jjortion   of  the  supply  of  the 

*  Report  by  E.  E.  Haskell,  U.  S.  Asst.  Engineer,  dated  January  11th,  1896.  Although 
it  is  true  that  the  level  of  Lake  Superior  was  rising  for  several  years  prior  to  1896. 
while  the  levels  of  the  lower  lakes  were  falling,  still  the  climatic  conditions  are  dis- 
similar enough  to  lead  one  to  hesitate  in  attributing  this  particular  rise  to  artificial 
causes  alone. 
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Great  Lakes  to  other  watersheds,  and  to  the  methods  of  counteracting 
such  effect.  The  specific  application  of  the  proposition  now  in  view, 
IS  to  the  Chicago  Drainage  Canal  with  its  contemplated  diversion  of 
10  000  second-feet,  and  to  the  scheme  advocated  by  some  engineers  of 
diverting  a  much  larger  amount,  say  30  000  second-feet,  to  help  out 
the  low-water  navigation  of  the  Mississippi.  That  such  diversions 
will  permanently  lower  the  levels  of  all  the  lakes,  below  and  including 
that  from  which  they  are  taken,  is  certain.  The  amount  of  this 
lowering  is  a  function  of  c  of  the  various  outlets,  and  its  correct 
determination  depends  upon  the  prior  correct  determination  of  this 
coefficient. 

Among  the  suggestions  advanced  for  counteracting  this  lowering 
effect  is  that  of  storing  water  in  Lake  Superior  to  make  up  the  amount 
of  diversion.  A  reference  to  the  discussion  of  Proposition  III  (page 
366)  will  show  the  fallacy  of  this  scheme.  The  storage  of  water  in 
Lake  Superior  must  commence  by  cutting  off  the  outflow.  When  the 
stored  water  is  run  out,  the  total  increase  of  flow  over  the  normal  con- 
dition will  only  be  equal  to  the  previous  decrease.  In  other  words, 
the  total  supply  to  the  lakes  below,  upon  which  their  mean  level 
depends,  cannot  be  altered  a  particle  by  storage. 

The  only  way  the  effects  of  diversions  can  be  counteracted  is 
to  contract  the  outlets,  so  that  the  flow  through  them  at  the 
normal  mean  level  shall  be  diminished  by  an  amount  equal  to  the 
diversion. 

Analogous  to  the  effect  which  must  result  from  the  permanent 
withdrawal  of  any  portion  of  the  supply  of  the  lake  system  to  other 
water-sheds  is  that  due  to  an  increase  of  the  cross-sections  of  the 
outlets  resulting  from  improvements  in  the  interests  of  navigation. 
Such  works  must  necessarily  result  in  a  permanent  lowering  of 
mean  level  in  the  reservoir  above.  The  remedy  is,  of  course,  to 
contract  the  outlets  sufficiently  to  diminish  the  outflow  at  the  normal 
mean  level  by  an  amount  equal  to  the  increase  caused  by  the  enlarge 
ment  of  section.  In  superficial  area  the  contraction  would  have 
to  be  greater  than  the  previous  enlargement,  for  the  whole  change 
thus  made  in  the  cross-section  is  in  the  direction  of  deepening  and 
narrowing  the  outlet;  and  a  deep  and  narrow  channel  will  carry 
more  water  than  a  wide  and  shallow  one  of  the  same  area  of  cross- 
section. 
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DEDirrXIONH    I'lJOM    Phoi'ohition    IV. 

All  works  iuteudotl  to  chaiigi^  the  1ov(^1h  of  the  lakes,  to  control 
their  oscilhitious,  to  eouuteract  (liverttious,  or  to  regulate  the  flow  of 
the  outlets,  must  be  i)laced  directly  in,  or  at  the  head  of,  the  outlets 
themselves.  The  two  broad  classeH  into  which  such  works  must  fall 
have  already  been  pointed  out,  viz. : 

(i)  Works  tending?  to  increase  the  width  and  diminish  the  depth, 
with  the  result  of  diminishing  oscillation  of  level  and  increasing  varia- 
tions of  discharge;  and 

(2)  Works  tending  to  contract  the  width  and  increase  the  depth, 
with  the  result  of  increasing  oscillation  of  levels  and  diminishing 
variations  in  discharge. 

The  only  example  of  a  work  under  the  first  class  is  that  proposed 
by  some  engineers  for  controlling  the  level  of  Lake  Erie.  For  obvious 
reasons,  the  regulation  of  the  levels  of  this  lake  is  of  more  import- 
ance than  that  of  any  of  the  others.  There  need  only  be  mentioned 
its  vast  harbor  interests,  and  the  fact  that  at  least  two,  and  probably 
three,  canals  will  in  the  future  lead  directly  from  its  lower  extremity 
to  Ontario  or  to  the  Hudson  River.  A  fixed  depth  in  these  harbors 
and  over  the  miter  sills  is  of  great  importance.  To  secure  uniformity 
of  level  it  has  been  proposed  to  enclose  the  head  of  Niagara  by  a  fixed 
weir,  which  will  give  the  desired  permanent  increase  in  elevation  of 
level,  and  which  shall  be  of  such  length  that  a  change  of  depth  on  the 
crest  of,  say,  6  ins.  will  so  modify  the  outflow  as  to  prevent  a  rise  or 
fall  of  level  of  more  than  that  amount. 

Two  objections  appear  to  be  conclusive  against  this  arrangement: 
(a)  The  very  advantage  which  first  commends  it,  that  of  automatic 
regulation  of  oscillations,  would,  in  reality,  prove  a  serious  disad- 
vantage; and  (b)  the  whole  result  can  be  accomi3lished  in  a  simpler, 
more  effective,  and  less  expensive  way  by  works  placed  directly  in  the 
outlet. 

The  trouble  with  the  automatic  action  of  the  long-crested  weir  is 
that  it  would  always  give  the  same  discharge  for  the  same  depth  of  over- 
flow; whereas,  the  best  regulation  of  the  discharge  might  require  that 
it  be  not  always  the  same  for  the  same  stage.  It  has  been  seen  that  a 
regulation  of  the  levels  of  Erie  within  a  limit  of  6  ins.  would  increase 
or  decrease  the  normal  flow  in  Niagara  at  times  by  as  much  as  30  000 
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socond-feet ;  but  the  range  of  the  normal  variation  itself  above  or  below 
the  mean  doubtless  frequently  amounts  to  80  000  second-feet.  The 
weir  must  therefore  be  of  such  length  that  a  variation  of  fi  ins.  in  the 
de}>th  of  flow  over  its  crest  will  give  a  variation  of  discharge  of  GO  000 
second-feet.  TMien  it  is  considered  that  changes  of  2  to  4  ft.  in  gauge 
readings  due  to  wind  effects  '•  are  of  so  frequent  occurrence  as  to  be 
considered  common,'*"  and  that  changes  of  from  4  to  8  ft.  are  not 
rare,  the  effect  of  a  long  weir  upon  the  discharge  of  Niagara,  in 
times  of  heavy  winds,  would,  it  is  readily  seen,  be  disastrous.  With 
a  rising  lake  the  matter  would  be  of  less  consequence;  for  if  the 
level  of  the  lake  were  regulated  but  a  foot  or  two  above  its  jiresent 
mean  stage,  the  increased  overflow  would  choke  up  the  outlet  and 
drown  out  the  weir;  but  ■v\-ith  a  falling  lake,  no  such  counteract- 
ing effect  would  be  experienced,  and  Niagara  River  would  frequently 
run  dry. 

As  before  stated,  the  whole  result  exj^ected  from  the  long  weir  can 
be  obtained  in  a  simpler,  more  effective  and  less  expensive  way,  by 
works  placed  directly  in  the  outlet.  The  form  of  structure  which 
appears  to  be  essential  to  a  rational  regulation  of  the  levels  of  the 
lakes  is  one  that  shall  be  in  a  measure  under  the  control  of  human 
agencies.  Disclaiming  any  i3uri)ose  of  jDroposing  technical  or  specific 
details  of  construction,  the  following  general  plan  may  be  suggested 
as  embodying  what  would  seem  to  be  the  most  jDracticable  method 
of  control.  At  a  suitable  section  of  the  outlet,  preferably  where  rock 
foundation  may  be  had,  let  a  series  of  piers,  similar  to  bridge  piers,  be 
erected  at  proper  intervals,  whose  aggregate  area  of  cross-section  be- 
low the  water  surface  will  be  equal  to  the  contraction  of  the  channel 
section,  which  is  necessary  to  secure  the  desired  permanent  elevation 
of  the  mean  level  of  the  lake.  These  piers  would,  thus,  by  themselves, 
accomplish  that  jDaii:  of  the  purpose  of  regulation  which  relates  to  a 
13ermanent  elevation  of  level.  For  the  purpose  of  controlling  the 
oscillations,  some  arrangement  by  which  the  area  of  the  new  cross- 
section  can  be  enlarged  or  diminished  is  necessary.  To  accomplish 
this,  let  a  sill  be  anchored  to  the  bottom  of  the  river  from  pier  to  pier, 
And  let  a  bridge  be  laid  from  i^ier  to  pier,  but  slightly  elevated  above 
the  water  surface.  Upon  this  bridge,  at  convenient  intervals,  let 
proper  arrangements  be  made  for  the  handling  of  good-sized  needles 

*  Eeport  of  the  United  Stales  Deep  Waterways  Commission,  for  1896.  p.  156. 
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which  may  be  lowered  into  tlie  river  au«l  supported  by  the  bridge  at 
the  upper  end,  and  by  the  sill  at  the  lower  end.  Or,  better  still,  these 
needles  eouhl  be  fixed  jxu'niaueutly  in  position,  l)ut  balanced  on  the 
longitudinal  axis,  so  that  the  broad  Hat  surface  or  the  narrow  edge, 
as  desired,  could  be  presented  to  tlic  cinreut.  These  needles,  when 
in  place,  need  not  be  adjacent,  but  there  may  be  open  intervals  be- 
tween them;  the  main  point  being  that  their  aggregate  area  shall  be 
sufficient,  by  proper  manipulation,  to  give  the  desired  control  over 
the  flow  in  the  outlet.  A  navigable  pass  of  sufficient  width  should  be 
left  entirely  free  from  obstruction.  With  an  arrangement  of  this  sort, 
all  the  advantages  of  the  fixed  weir  may  be  realized,  with  the  very  im- 
portant additional  advantage  of  adaptation  of  control  to  actual  con- 
ditions as  they  arise.  Such  a  structure  ought  to  be  much  cheaper  than 
a  long  weir.  Its  care  and  management  would  cost  something,  but  the 
expense  from  this  cause  ought  not  to  l)e  great. 

One  important  drawback  will  always  be  encountered  with  any  form 
of  contraction  that  can  be  devised.  The  raising  of  the  level  of  the 
lakes  will  increase  the  sloj>e  at  the  site  of  the  works  of  contraction, 
and  may  develop  currents  of  such  rapidity  as  to  interfere  seriously 
with  the  passage  of  boats.  At  the  Sault  Ste.  Marie  this  is  a  matter  of 
less  importance,  for  locks  there  are  a  necessity  any  way,  and  the  only 
effect  would  be  to  increase  the  lift.  Even  this  might  not  result  if 
Michigan-Huron  and  Superior  were  each  raised  by  a  like  amount.  But 
in  passing  from  Huron,  St.  Clair  or  Erie  into  the  rivers  below,  the  case 
is  diflferent,  and  contracting  works  might,  and  probably  would,  develop 
strong  currents  and  sharp  slopes  in  their  immediate  vicinity.*  It 
is  doubtful  if  the  simultaneous  and  equal  raising  of  Erie  and  Michi- 
gan-Huron would  obviate  the  difficulty,  for  the  increased  channel 
depth  would  diminish  the  slopes,  and  would  tend  to  concentrate  the 
fall  at  the  contracting  works.  It  might  be  necessary  to  have  a  series 
of  works,  one  below  another,  with  the  area  of  contraction  gradually 
diminishing  so  as  to  let  the  slope  down  gently  by  distributing  it  over 
a  considerable  distance.  In  any  event,  the  use  of  locks  would  be  too 
serious  an  inconvenience  to  merit  consideration.! 

*  The  outlets  of  both  Michigan-Huron  aud  Erie  have  engorged  sections  where  they 
leave  the  lakes:  and  even  in  their  natural  conditions  show  marked  slopes  and  high  ve- 
locity of  flow  at  these  points. 

t  It  is  scarcely  necessary  to  invite  attention  to  the  international  feature  of  this 
problem.  No  radical  step  in  the  direction  of  lake-level  regulation  can  be  taken,  except 
with  the  co-operation,  or  at  least  consent,  of  Canada.  It  is,  in  fact,  by  no  means  im- 
probable that  this  feature  of  the  question  may  prove  the  most  embarrassing  of  all. 
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Physical   Data. 

It  will  have  been  observed  that,  iu  this  discussion,  the  primary  data 
upon  which  the  oscillation  of  lake  levels  depends— those,  namely,  of 
precipitation,  evaporation,  and  run-off — have  been  dealt  with  scarcely 
at  all.  In  fact  S  does  not  appear  in  equations  (3),  (4)  and  (5), 
but  only  the  quantities  A,  h  and  c.  The  discussion  of  the  reservoir 
question  therefore  depends  upon  a  knowledge  of  the  area  of  the  lakes, 
the  oscillation  of  the  levels,  and  the  characteristics  of  flow  in  the  out- 
lets. The  first  of  these  elements  is  known  with  precision.  The  second 
has  been  a  matter  of  record  for  nearly  forty  years,  and  in  this  dis- 
cussion is  based  upon  a  period  of  observation  of  twenty-five  years. 
The  data  are  not,  indeed,  all  that  could  be  wished.  The  records  have 
not  been  made  up  from  self -registering  gauges,  as  would  have  been 
the  better  plan,  but  from  observations  taken  at  a  particular  hour 
each  day.  Considering  the  sudden  effects  of  winds  and  barometric 
changes  on  the  levels  of  the  lakes,  it  is  clear  that  the  individual 
records  cannot  be  of  much  value;  but  since  erroneous  values  are 
liable  to  occur  as  much  on  one  side  of  the  truth  as  on  the  other,  the 
monthly  means  of  daily  readings  are  probably  not  far  from  correct, 
while  the  mean  of  so  long  a  period  as  twenty-five  years  must  be  very 
accurate. 

Of  the  discharge  of  the  outlets  comparatively  little  is  yet  known. 
In  this  matter,  however,  it  is  not  so  much  the  absolute  value  of  the 
mean  discharge  that  is  needed,  as  the  variations  from  the  mean.  In 
other  words,  Q  is  of  less  importance  than  c.  In  the  assumption  of  c  it 
has  been  necessary  to  proceed  somewhat  in  the  dark,  but  nevertheless 
with  confidence,  because  a  considerable  \ariation  in  c  will  not  mate- 
rially affect  the  results  with  reservoirs  of  such  magnitude  as  the  Great 
Lakes.  In  like  manner  the  assumption  that  /  {h)  is  a  right  line  is  so 
near  the  truth  that  its  departure  therefrom  cuts  no  figure  whatever 
in  the  general  result.  It  is  confidently  believed,  therefore,  that  the 
general  conclusions  here  arrived  at  will  not  be  essentially  modified  by 
more  exhaustive  data. 

It  is,  nevertheless,  of  great  importance  to  a  final  solution  of  the 
problems  of  the  lakes  that  these  data  be  made  as  complete  as  possible. 
The  future  records  of  the  lake  levels  should  be  kept  with  self-register- 
ing gauges,  and  there  should  be  one  of  these  for  Lake  St.  Clair  as  well 
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as  for  tlu'  other  lakes.  'Vhv.  diHcharge  measurements  should  embrace 
every  phase  of  flow  iu  the  outlets,  and  particnhir  care  should  be  exer- 
cised to  secure  simultaneous  measurements  at  various  stations  alonf< 
the  cliaunels  connecting  Huron  with  p]rie.  It  is  a  matter  of  conf^rat- 
ulation  to  know  that  these  important  steps  are  now  in  contemplation 
by  the  existing  Deep  Waterways  Commission. 

Concerning  -S',  the  collection  of  data  appears  to  be  altogether  of 
secondary  importance,  and  this  for  the  excellent  reason,  that,  having 
..4,  Jf,  c  and  Q,  S  can  be  determined  from  them  more  accurately  than 
in  any  other  way.  If  the  difficulties  in  the  way  of  a  satisfactory 
determination  of  any  one  of  the  elements  of  /S — precipitation,  evapo- 
ration, or  run-off — are  considered,  it  will  be  conceded  that  an 
approach  to  the  problem  from  that  direction  is  wholly  injudicious. 
Take  Lake  Superior,  for  example.  The  precipitation  at  any  one  of 
the  points,  Duluth,  Marquette,  Sault  Ste.  Marie,  White  River  or 
Port  Arthur,  around  the  shore  of  the  lake,  varies  materially  from 
that  at  any  other  point.  Admitting  that  correct  records  can  be  kept 
at  these  points,  how  is  the  true  proportion  of  lake  area  to  be 
assigned  to  each  in  order  to  determine  the  average  precipitation  over 
the  w^hole? 

The  question  of  evaporation  is  still  more  unsatisfactory.  There  is 
no  practicable  method  of  determining  it  accurately.  How  are  the 
effects  of  winds  on  such  great  bodies  of  water  to  be  determined?  It  is 
known  that  waves  increase  the  exposed  area  about  21%,  while  the 
spray  from  breakers  adds  still  more;  but  at  the  same  time  the 
commotion  of  the  water  brings  up  the  cooler  depths  to  the  surface 
and  lowers  the  temperature  upon  which  the  evaporation  largely 
depends.^ 

Again,  observations  taken  near  shore  might  not  hold  for  the  interior 
of  the  lake,  where  the  atmosphere  may  reasonably  be  assumed  to  be 
more  laden  with  moisture  and  to  be  of  a  lower  temperature.  The 
element  of  evaporation  from  ice  and  snow  would  be  a  very  uncertain 
one,  owing  to  the  absence  of  any  definite  knowledge  of  the  extent  of 
ice-covered  areas.  With  these  inherent  uncertainties  in  the  jDroblem 
of  determining  the  rate  of  evaporation  on  the  lakes,  great  confidence 
can  hardly  attach  to  any  attainable  results. 

*  In  midsummer  the  surface  temperature  on  Lake  Superior  was  found  by  (tco.  Y . 
Wisner.  M.  Am.  Soc.  C.  E..  to  fall  5  or  6=  after  heavy  winds. 
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The  riin-ofif  from  the  land  area  of  the  basin  eouhl  hv  determined 
with  tolerable  accnracy  for  any  one  year,  by  a  continuous  gauging  of 
a  sufficient  number  of  streams,  but  the  results  would  be  of  little  value 
for  another  year  in  which  conditions  might  be  very  different. 

It  is  therefore  not  apparent  why  this  particular  line  of  data  should 
receive  special  attention.  The  complex  expression  which  gives  their 
combined  effect  is  already  integrated  in  the  rise  and  fall  of  the  lake 
levels  and  in  the  flow  of  the  outlets,  and  if  these  are  known,  S  can  be 
determined  from  them  better  than  it  can  ever  be  measured. 
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TABLE  No.   1 — Water  Levels  of  the  (Jreat  Lakes. 

fFrom   tl\(>   KeixM-t   of  tlic   UniUMl   States  Deep   Waterways  Commission.    18%.) 

Lake  Sui)erior,  at  Superior,  Wis. ,  and  Marquette,  Mich. 

Monthly  mean  of  Avater  levels  below  the  x>lane  of  reference  of  United 
States  Lake  Survey  (high  water  of  1838). 

Elevation  of  the  plane  of  reference  above  mean  tide  at  New  York  City 

is  604.76  ft. 


Yeai'. 

Jan. 

Feb. 

Mar. 

Apr. 

"1 
Feet. 

May 

June 

July 

Aug. 

Sept. 

Oct. 

Nov. 

Dec. 

Mean 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet 

Feet. 

1871... 

3.a5 

4.45 

4.03 

3.53 

3.00 

2.88 

2.81 

2.75 

2.65 

2.72 

2.79 

3.53 

3.25 

1872... 

3.85 

3.96 

4.08 

4.18 

3.53 

3.15 

2.88 

2.71 

2.55 

2.65 

2.80 

3.10 

3.29 

1878... 

3.20 

3.65 

3.62 

3.61 

3.01 

2.71 

2.42 

2.24 

2.18 

2.28 

2.42 

2.72 

2.84 

1874. . . 

3.17 

3.19 

3.23 

3.13 

3.06 

2.86 

2. 48 

2.39 

2.29 

2.23 

2.41 

2.72 

2.76 

1875... 

3.04 

3.08 

3.04 

3.04 

2.82 

2.46 

2.47 

2.38 

2.15 

2.30 

2.44 

2.64 

2.65 

1876... 

2.84 

3.05 

3.14 

3.11 

2.57 

1.89 

1.50 

1.39 

1.50 

1.83 

1.99 

2.27 

2.26 

187?... 

2.63 

2.87 

3.13 

3.21 

3.22 

3.00 

2.62 

2.56 

2.72 

2.72 

2.93 

3.00 

2.88 

1878... 

3.12 

3.00 

3.77 

3.80 

3.53 

3.25 

3.18 

3.30 

3.47 

3.40 

3.60 

3.92 

3.45 

1879... 

3.82 

3.86 

3.56 

3.95 

4.31 

4.08 

3.84 

3.72 

3. as 

3.74 

3.82 

4.12 

3.89 

1880... 

4.44 

4.48 

4.57 

4.54 

3.85 

3.02 

2.87 

2.88 

2.88 

2.93 

2.99 

3.25 

3.5() 

1881... 

3.51 

3.61 

3.70 

3.79 

3.49 

3.05 

2.99 

2.M 

2.71 

2.37 

2.44 

2.72 

3.11 

1882... 

3.07 

3.32 

3.43 

3.51 

3.35 

3.33 

2.88 

2.76 

2.72 

2.89 

2.91 

3.10 

3.11 

188S... 

3.33 

3.62 

3.62 

3.37 

3.36 

3.26 

3.01 

2.99 

3.03 

3.23 

3.38 

3.49 

3.31 

1884... 

3.56 

3.59 

3.71 

4.00 

3.78 

3.58 

3.44 

3.43 

3.16 

2.80 

2.90 

3.11 

3.42 

1885... 

3.34 

3.52 

3.60 

3.65 

3.32 

3.04 

2.80 

2.68 

2.75 

2.92 

3.07 

3.40 

3.17 

1886... 

3.60 

3.73 

3.79 

3.70 

3.45 

3.31 

3.24 

3.33 

3.. 35 

3.25 

3.40 

3.54 

3.47 

1887... 

3.85 

3.83 

3.52 

3.35 

3.56 

3.40 

3.12 

3.04 

3.18 

3.25 

3.49 

3.71 

3.44 

1888... 

3.82 

3.81 

3.88 

3.88 

3.41 

2.63 

2.44 

2.30 

2.35 

2.44 

2.58 

2.93 

3.04 

1889... 

3.25 

3.47 

3.64 

3.63 

3.28 

3.16 

2.97 

2.78 

2.65 

2.81 

3.12 

3.42 

3.18 

1890... 

3.56 

3.69 

3.93 

3.96 

3.75 

3.30 

3.00 

2.85 

2.72 

2.75 

2.96 

3.32 

3.32 

1891... 

3.68 

3.81 

3.85 

3.89 

3.69 

3.64 

3.44 

3.. 37 

3.43 

3.38 

3.49 

3.90 

3.63 

1892... 

3.90 

4.18 

4.31 

4.30 

3.97 

3.59 

3.56 

3.44 

3.39 

3.49 

3.66 

3.94 

3.81 

1898... 

4.22 

4.31 

4.26 

4.16 

3.66 

3.14 

2.84 

2.78 

2.87 

2.90 

3.06 

3.29 

3.4<) 

1894... 

3.47 

3.65 

3.56 

3.41 

2.63 

2.41 

2.35 

2.22 

2.30 

2.28 

2.33 

2.52 

2.76 

1895... 

2.82 

3.04 

3.21 

3.31 

2.94 

2.62 

2.42 

2.37 

2.23 

2.18 

2.47 

2.80 

2.70 

Mean 

25yrs. 
1871-95 

3.48 

3.63 

3.69 

3.68 

3.38 

3.07 

2.86 

2.78 

2.76 

2.79 

2.94 

8.22 

3.19 
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Table  No.   1 — {CoDtivued). 

Lake  Michigan,  at  Milwaukee,  Wis. 

Monthly  mean  of  water  levels  below  the  plane  of  reference  of  Unite«l 
States  Lake  Survey  (high  water  of  1838). 

Elevation  of  the  plane  of  reference  above  mean  tide  at  Xew  York  City 

is  584.34  ft. 


Year. 

Jan. 

Feb. 

Mar. 

Apr. 

May 

June 

July 

Aug. 

Sept. 

Oct. 

Nov. 

Dec. 

Mean 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

1871... 

3.12 

3.20 

2.60 

2.40 

2.05 

2.01 

1.98 

2.21 

2.88 

3.57 

3.62 

4.21 

2.82 

1872. . . 

A.M 

4.34 

4.56 

4.31 

4.06 

3.69 

3.66 

3.68 

3.75 

3.87 

4.16 

4.82 

4.10 

1873. . . 

4.82 

4.78 

4.47 

3.90 

3.34 

2.71 

2.75 

2.65 

2.84 

2.90 

3.13 

3.17 

3.45 

1874. . . 

3.21 

2.92 

2.77 

2.87 

2.89 

2.52 

2.59 

2.58 

2.83 

3.18 

3.38 

3.72 

2.96 

1875. . . 

3.92 

3.99 

3.93 

3.57 

3.01 

2.77 

2.80 

2.63 

2.70 

2.85 

3.06 

3.25 

3.21 

1876. . . 

3.30 

3.10 

2.77 

2.57 

1.95 

1.54 

1.20 

1.27 

1.32 

1.90 

1.80 

2.27 

2.08 

1877... 

2.41 

2.40 

2.40 

2.02 

2.13 

2.06 

2.09 

2.21 

2.42 

2.41 

2.53 

2.59 

2.31 

1878. . . 

2.71 

2.78 

2.62 

2.60 

2.30 

2.16 

2.15 

2.47 

2.67 

2.78 

2.91 

3.23 

2.62 

1879... 

3.54 

3.53 

3.49 

3.50 

3.37 

3.30 

3.21 

3.40 

3.52 

3.74 

3.96 

3.93 

3.54 

1880... 

3.89 

3.98 

3.94 

3.77 

3.43 

2.89 

2.67 

2.64 

2.94 

3.28 

3.60 

3.77 

3.40 

1881... 

3.76 

3.55 

3.26 

2.35 

2.84 

2.61 

2.64 

2.64 

2.87 

2.54 

2.71 

2.81 

2.88 

1882... 

3.03 

3.04 

2.67 

2.54 

2.44 

2.17 

2.11 

1.92 

2.04 

2.45 

2.66 

2.99 

2.51 

1883... 

3.25 

3.21 

3.12 

2.91 

2.43 

2.07 

1.47 

1.50 

1.69 

1.91 

2.36 

2.44 

2.36 

1884... 

2.66 

2.54 

2.29 

2.11 

1.90 

1.74 

1.90 

2.04 

2.29 

2.29 

2.65 

2.68 

2.26 

1885. . . 

2.67 

2.44 

2.48 

2.29 

1.93 

1.72 

1.63 

1.42 

1.56 

1.70 

2.00 

2.29 

2.01 

1886... 

2.06 

2.04 

1.76 

1.49 

1.23 

1.16 

1.35 

1.58 

1.82 

1.92 

2.26 

2.59 

1.77 

1887. . . 

2.67 

2.30 

2.14 

2.19 

1.99 

1.86 

1.92 

2.06 

2.40 

2.85 

3.18 

3.30 

2.41 

1888... 

3.48 

3.53 

3.35 

3.14 

2.76 

2.49 

2.48 

2.60 

2.75 

3.00 

3.05 

3.63 

3.02 

1889. . . 

3.65 

3.68 

3.70 

3.69 

3.61 

3.15 

2.97 

3.21 

3.38 

3.63 

3.98 

4.16 

3.57 

1890... 

4.08 

4.12 

4.14 

3.82 

3.59 

3.18 

3.11 

3.19 

3.39 

3.50 

3.84 

4.19 

3.68 

1891... 

4.21 

4.45 

4.26 

3.95 

3.85 

3.70 
3.85 

3.87 

3.94 

4.17 

4.53 

4.93 

4.99 

4.24 

1892... 

4.87 

4.68 

4.78 

4.72 

4.30 

3.84 

3.76 

3.96 

4.20 

4.47 

4.74 

4.35 

1893... 

4.75 

4.61 

4.50 

4.04 

3.74 

3.41 

3.39 

3.56 

3.88 

4.02 

4.41 

4.48 

4.07 

1894. . . 

4.47 

4.44 

4.18 

4.03 

3.49 

3.33 

3.30 

3.38 

3.81 

4.02 

4.29 

4.&4 

3.95 

1895... 

4.82 

4.93 

4.96 

4.76 

4.60 

4.55 

4.66 

4.78 

5.05 

5.42 

5.64 

5.75 

4.99 

Mean 

25yrs. 

3.59 

3.54 

3.41 

3.18 

2.93 

2.67 

2.63 

2.68 

2.92 

3.14 

3.39 

3.63 

3.14 

1871-95 
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Tabl?:  No.    1 — (Continiw.d). 

Lake  Erie,  at  Cleveland,  Ohio. 

Monthly  inoau  of  water  levels  below  the  plane  of  reference  of  United 
States  Lake  Survey  (high  Avater  of  1838). 

Elevation  of  the  plane  of  reference  above  mean  tide  at  New  York  City 

is  575.20  ft. 


Year. 


1871 . . 
1872.. 
1878.. 
1874.. 
1875.. 
1»76.. 
1877. . 
1878.. 
1879.. 
1880.. 
1881.. 
1882.. 
1883.. 
1884.. 
1885.. 
1886.. 
1887.. 
1888.. 
1889.. 
1890.. 
1891.. 
1892.. 
1893.. 
1894.. 
1895.. 


Mean 
25  vrs. 
1871-95 


Jan. 

Feb. 

Mar. 

Feet. 

Feet. 

Feet. 

2.66 

2.99 

2.54  ; 

3.53 

3.77 

3.86 

3.95 

3.94 

3.87 

2.06 

2.01 

1.98 

3.54 

3.71 

3.57 

2.75 

2.19 

1.54 

2.36 

2.52 

2.75 

2.29 

2.15 

2.02 

2.60 

2.74 

2.71   ! 

2.57 

2.53 

2.39  1 

3.50 

3.39 

3.07 

2.00 

2.00 

1.55 

2.83 

2.62 

2.43 

2.32 

2.06 

1.87 

2.84 

3.05 

3.19 

1.56 

2.29 

2.48 

2.49 

2.07 

1.26 

2.84 

3.11 

3.01 

2.80 

2.96 

3.12 

2.73 

2.44 

2.32 

2.80 

2.82 

2.36 

3.80 

4.01 

3.97 

3.94 

3.86 

3.64 

3.27 

3.39 

3.36 

3.88 

4.11 

4.10 

2.88 

2.91 

2.76 

Apr. 

May 

June 

July 

Aug. 

Sept. 

Oct. 

Nov. 

Dec. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet.i 

2.06 

1.79 

1.76 

1.78 

1.99 

2.16 

2.83 

3.01 

3.45 

3.66 

3.22 

2.85 

2.86 

2.89 

3.12 

3.29 

3.62 

3.&5 

2.59 

1.92 

1.84 

1.86 

1.92 

2.32 

2.62 

2.82 

2.45  ' 

1.81 

1.72 

1.65 

1.62 

1.78 

2.24 

2.68 

3.10 

3.31 

3.17 

2.70 

2.27 

2.14 

2.15 

2.29 

2.78 

2.93 

2.71  1 

1.02 

0.70 

0.59 

0.70 

1.00 

1.17 

1.70 

1.62 

1.96  1 

2.32 

2.07 

1.99 

1.75 

1.89 

1.97 

2.37 

2.45 

2.37  i 

1.60 

1.34 

1.34 

1.34 

1.58 

1.71 

2.06 

2.26 

2.18  1 

2.35 

2.20 

2.11 

2.08 

2.30 

2.63 

2.86 

3.33 

3.07  1 

2.23 

1.96 

1.85 

1.76 

2.00 

2.23 

2.67 

2.75 

3.09  1 

2.37 

1.97 

1.73 

1.78 

2.10 

2.45 

2.50 

2.68 

2.47 

1.33 

1.13 

0.98 

1.05 

1.19 

1.46 

1.91 

2.23 

2.74  , 

2.31 

1.85 

1.15 

0.95 

1.01 

1.32 

1.64 

2.02 

1.99  ! 

1.32 

1.05 

0.97 

1.19 

1.35 

1.78 

2.11 

2.59 

2.66  ' 

2.37 

1.64 

1.13 

1.17 

1.16 

1.31 

1.41 

1.53 

1.58  • 

1.60 

1.30 

1.20 

1.22 

1.43 

1.67 

1.90 

2.31 

2.26 

1.24 

1.06 

1.03 

1.27 

1.59 

1.82 

2.41 

2.68 

2.66 

2.38 

2.13 

2.00 

1.85 

1.95 

2.39 

2.76 

2.70 

2.82 

2.77 

2.59 

2.16 

1.96 

2.27 

2.66 

3.08 

3.35 

3.09 

1.83 

1.49 

1.12 

1.50 

1.94 

2.13 

2.32 

2.35 

2.58  , 

2.49 

2.67 

2.53 

2.63 

2.90 

3.08 

3.46 

3.90 

3.83  ! 

3.41 

2.61 

1.85 

1.73 

2.08 

2.40 

2.96 

3.29 

3.56  1 

2.91 

2.07 

1.88 

2.16 

2.50 

2.88 

3.23 

3.63 

3.55 

2.96 

2.57 

2.26 

2.38 

2.75 

2.92 

3.24 

3.48 

3.55 

3.85 

3.63 

3.54 

3.65 

3.73 

3.83 

4.31 

4.41 

4.25 

2.32 

1.96 

1.75 

1.78 

1.98 

2.24 

2.60 

2.84 

2.88 

Feet. 

2.42 

3.38 

2.67 
2.16 
2.83 
1.41 
2.23 
1.82 
2.58 
2.34 
2.50 
.63 
.84 
.77 
.87 
,77 
1.80 
2.50 
2.73 
2.06 
2.96 
2.97 
3.02 
3.01 
3.94 


2.41 
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Table  No.   1 — [Coatlnned). 

Lake  Ontario,  at  Oswego,   Xew  York. 

Monthly  mean  of  water  levels  above  the  zero  of  the  United  States 
Engineer  gauge,  the  elevation  of  which  zero  is  244.21  ft.  above 
mean  tide  at  New  York  City. 


Year. 

Jan. 

Feb. 

Mar. 

Apr. 

May 

June 

July 

Aug. 

Sept. 

Oct. 

Nov. 

Dec. 

Mean 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

Feet. 

1871... 

1.94 

1.77 

1.98 

2.58 

3.00 

2.94 

2.78 

2.34 

2.00 

1.50 

1.09 

0.78 

2.06 

1872... 

0.61 

0.39 

0.23 

0.72 

0.84 

1.17 

1.23 

1.07 

0.78 

0.62 

0.57 

0.23 

0.71 

1873... 

0.19 

0.26 

0.38 

2.34 

2.88 

2.80 

2.76 

2.48 

2.06 

1.61 

1.48 

1.67 

1.74 

1874. . . 

2.23 

2.63 

3.18 

3.07 

3.05 

3.14 

3.09 

2.86 

2.22 

1.82 

1.25 

0.91 

2.45 

1875. . . 

0.61 

0.26 

0.52 

1.32 

1.59 

1.75 

1.78 

1.64 

1.43 

1.15 

0.96 

0.78 

1.15 

1876. . . 

1.19 

1.85 

2.40 

3.38 

3.96 

4.18 

4.25 

3.79 

3.18 

2.84 

2.48 

2.30 

2.98 

1877... 

1.77 

1.50 

1.65 

2.34 

2.41 

2.31 

2.35 

2.08 

1.65 

1.22 

1.13 

1.26 

1.81 

1878... 

1.36 

1.57 

2.27 

2.52 

2.86 

2.85 

2.81 

2.73 

2.47 

2.21 

2.09 

2.90 

2.39 

1879... 

2.69 

2.33 

2.18 

2.59 

2.68 

2.71 

2.55 

2.20 

1.78 

1.34 

0.95 

0.98 

2.08 

1880... 

1.20 

1.48 

1.82 

2.00 

2.15 

2.39 

2.40 

1.97 

1.60 

1.19 

1.15 

0.98 

1.69 

1881... 

0.62 

0.61 

1.27 

1.69 

1.87 

2.09 

-2.16 

1.84 

1.28 

1.06 

1.06 

1.06 

1.38 

1882... 

1.61 

1.78 

2.38 

2.71 

2.90 

3.41 

3.40 

3.07 

2.69 

2.18 

1.76 

1.47 

2.45 

1883... 

1.20 

1.26 

1.50 

2.02 

2.67 

3.37 

3.90 

3.72 

3.24 

2.80 

2.57 

2.43 

2.56 

1884... 

2.39 

2.76 

3.44 

4.05 

4.07 

3.97 

3.76 

3.53 

3.10 

2.68 

2.18 

2.03 

3.16 

1885... 

2.02 

1.75 

1.47 

2.15 

2.95 

3.32 

3.46 

3.31 

3.09 

2.90 

2.95 

3.12 

2.71 

1886. . . 

3.4S 

3.55 

3.69 

4.31 

4.52 

4.32 

3.92 

3.48 

3.12 

2.83 

2.39 

2.30 

3.49 

1887. . . 

2.05 

2.80 

3.31 

3.52 

4.08 

4.04 

3.76 

3.25 

2.64 

2.25 

1.90 

1.63 

2.94 

1888... 

1.32 

1.18 

1.42 

2.05 

2.12 

2.16 

2.22 

2.12 

1.73 

1.37 

1.30 

1.29 

1.69 

1889... 

1.50 

1.64 

1.81 

2.05 

2.20 

2.51 

2.70 

2.45 

1.89 

1.45 

1.05 

1.62 

1.91 

1890... 

2.13 

2.48 

2.81 

3.05 

3.41 

4.04 

3.87 

3.20 

2.85 

2.52 

2.60 

2.39 

2.95 

1891 .. . 

2.07 

2.33 

2.87 

3.35 

3.13 

2.71 

2.43 

1.99 

1.56 

0.92 

0.32 

0.29 

2.00 

1892... 

0.39 

0.36 

0.49 

1.07 

1.13 

1.69 

2.20 

2.12 

1.92 

1.48 

1.21 

1.08 

1.26 

1893... 

0.75 

0.64 

1.12 

1.87 

3.03 

3.25 

2.99 

2.45 

2.18 

1.66 

1.25 

1.10 

1.86 

1894... 

1.44 

1.62 

1.92 

1.97 

2.15 

2.68 

2.48 

1.90 

1.39 

1.14 

0.81 

0.46 

1.66 

1895... 

0.37 

0.31 

0.21 

0.76 

0.88 

0.76 

0.47 

-1-0.22 

—0.12 

—0.46 

-0.71 

—0.68 

0.17 

Mean 

25  yrs. 

i  1.49 

1.56 

1.85 

2.38 

2.66 

2.82 

2.79 

2.47 

2.07 

1.69 

1.43 

1.38 

2.05 

1871-95 

1 
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TABLE   No.  2.— Monthly  Chanokk  in   Watei{  Levi  l  oi-  the  Great 
Cubic  Feet  vku  Second  pkk  Month,   and   imi;  Ci  m- 

}i\    cuiunliitivr    (»ttoct  iH    hoYo    niciiiit    tlie  increaBe  or  decreaHe  in  tlie 

level  in  the 


Ontario. 


1871. 
January 
February 
March 
April 
May 
June 
July 
August 
September 
October 
November 
December. 

1872. 
January 
February 
March 
April 
May. 
June 
July.... 
August 

September 

October 

November 

December 

1873. 
January 
February 

March 

April 

May 

June 

July 

August 

September. . . 

October 

November  . . . 
December 

1874. 

January  

February .... 

March 

April 

May 

June 

July 

August 

September. . . 

October 

November  . . . 
December 


—  84 
+176 
+109 

—  5 
+  22 
+259 
+  93 

000 
-186 
—228 
—246 
—317 
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Lakes,   with    Corresponding    Rates   of    Storage    in   Thousands    of 
ULATiVE   Effects   in    the   Lakes   below   Superior. 

normal  discharge  of  any  outlet   by  the  elimination  of  oscillations  of 
lakes  above. 


1875. 

January  

February  

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

1876. 

January  

February  

March 

April 

May 

June 

July 

August 

September 

October 

November 

December; 

1877. 

January  

February  

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

1878. 

January  

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 


Superior. 


-0, 
— 0. 

+0, 
0, 
+0, 
+0, 
— 0, 

^: 

— 0. 
— 0, 
— 0, 

— 0. 
-0. 
-0, 

+0. 
-f-0. 
-1-0. 
— 0, 
— 0, 
-0, 
-0, 

— 0. 
— 0, 
— 0. 
— 0. 
-0, 

±2: 

4-0, 
— 0, 
0. 
— 0, 
-0. 

— 0, 
+0, 
— 0, 
— 0. 

tl: 

+0. 
-0. 
— 0. 
+0, 
— 0. 
— 0. 


-a 
a 
o 


(«■ 


0) 


w 

o 

CO 


32—106 
04—14 

04  +  14 
00 

22  +  74 
36-1-121 
01—  3 
09  4-  30 

23  -{-  77 


50 

—  47 

—  67 


20—  66 
21  —  72 
09  —  30 
03-1-  10 
54-1-182 
68-1-229 
39-1-131 
11  +  36 
11  —  37 
33—111 
16  —  54 
28—  94 


36 
24  — 


-119 


—  90 

—  27 

—  3 
+  74 
4-128 

06'^  20 
161-  54 

oo! 

21 !—  71 
07  —  24 

12U  40 
12+  42 
77  i— 268 
03  —  10 
27+  91 
28;+  94 
07-1-  24 
12,  —  40 
17  —  57 
071+  24 
20!—  67 
321—104 


Michigan-Huron 


Ontario. 


a 
o 

S  o 


01 

C  ft 


CO 


C« 


+ 


—0.21 
—0.28 
—0.19 
-0.18 

-1-0.41 
+0.66 
+0.55 
-f-0. 98 
+0.58 
-1-0.22 
-1-0.07 
—0.46 
—0.61 
—0.34 
—0.36 
—0.18 

—0.53 

—0.27 
+0.15  + 
+0.69  + 
+0.07  + 
—0.10—  8 
+0.04+  3 
—0.27  —  21 
—0.43  —  34 
—0.43,—  34 
—0.09—  7 
+0.13+  10 

+0.10+  8 
-^0.21  +  17 
4-0. 704-  57 
-fO.25  +  20 
+0.34+  27 
—0.01!—  1 
—0.04'-    3 


—0.08 
—0.26 
—0.26 
—0.12 


6 
20 

20 
9 


—0.30—  23 
-0.35  —  29 

+0.26'+  21 

— 0.80;+  63 

-0.27, 

+0.16 

+0.03 

—0.14 


+  32 
+  53 

4-  44 
4-  77 
+  46 
4-  17 
+    6 

—  36 

—  48 

—  27 

—  28 

—  14 


a>  ^ 

3  u 

IW 
I*  S  - 

"3  i  - 

£.2 


-1-0.81;+  64 


K 


—248 
—  97 
+  80 
4-279 
-^415 
4-295 
1 
99 
11 
—196 
—179 
—150 


X 


—  62 
-1-139 
+246 
+238 
+561 
+45<; 
+289 

—  64 
—127 
—474 

—  26 
—371 

—267 
—117 
—103 

+255 

—  34 
+108 
+142 

—  73 
—197 

—  71 
—144 

—  35 

—  81 
+  39 
—117 
+  64 
+290 
+161 
4-  26 
—223 
—187 

—  86 
—160 
—191 
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TABLE  No.  2— 


1879. 

.Taiumry 

P>bfuary . . . 

3Iarch 

April 

May 

June 

July 

August 

September. . 

October 

November  . . 
December. . . 

1880. 

Jciiuiary 

February . . . 

March 

April 

May 

June 

July 

August 

September. . 

October 

November . . 
December. . . 

1881. 

January  

February . . . 

March 

April 

May 

June 

July 

August 

September. . 

October 

November . . 
December. . . 

1882. 

January  

February . . . 

March 

April 

May.. 

June 

July 

August 

September. . 

October 

Noveniber  . . 
December. . . 

1883. 

January  

F'ebruary  . . . 

March.. .' 

April 

May 

June 

July 

August 

September. . 
October  . .  . . 
November  . 
December. . . 


Sri'KIlIOK. 


4-0.10 
—0.04 
-1-0.80 
—0.39 
— 0.3G 
4-0.23 
4-0.24 
4-0.12 
—0.11 

-1-0.  m) 

—0.08 
—0.80 

-0.32 
-0.04 
—0.09 
-1-0.03 
4-0. 09 
-f-0.83 
4-0.15 
—0.01 

o.oo! 

—0.05 
—0.06 
-0.26' 

! 
-0.26 

-o.iol 

—0.09] 
—0.09 

4-0.30 
-[-0.44 
4-0.06 
-h0.05j 
4-0.23 
4-0.34 
—0.07 
-0.28 


-h  88 

—  14 

4-104 
—131 
—121 

4-  77 
4-81 
4-  40 

—  37 
4-  30 

—  27 
—101 

-106 

—  14 

—  31 

+  10 
4-232 
4-279 
4-  50 

—  3 

—  17' 

—  20 

—  87 


—  35 

—  31 

—  30 
-J-101 

+148 
4-  20 

-\-  77 
4-114 

—  24 

—  94 


t 


116 
87 
38 
27 
54 

151 
40 


—0.35 
—0.25 
-0.11 
—0.08 

0.16 

0.02 
4-0.45 
^0.12  .. 
-h0.04  4-  13 
—0.17  —  57 
-0.02|—  7 
—0.191—  64 

—0.28  —  76 
-0.29—101 

0.00 

+  0.25  4-  84 
4  0.01+  3 
+  0.10-1-34 
4-0.25,4-  84 
+0.02]+  7 
-0.04  —  13 
— 0.20  _  67 
—0.15;—  50 

0.11  —  37 


MiCHKiAN    Hi   HON. 


§s 
o 
B 

1)  4-' 

n 

OS 


—0.81  -147 
4-0.01'+  5 
-|-0.04i4-  20 
—0.01—  5 
+0.13+  68 
4-0.07!4-  84 
-|-0.09|4-  43 
-0.19—  90 
—0.12—  58 
-0.22:— 106 
—0.22-106 
-1-0.08  +  14 


+0.04 
— 0.0<V 
+0.04' 
+0.17 
+0.34' 
-1-0.54 
+0.22 
4-0.03 
-0.30 
-0.34! 
— 0.32i 
—0.17; 

+0.01! 
+0.21 
+0.29 
-0.09 
—0.49 
+0.23, 
-0.03 
0.00' 
-0.23 
+0.33 
—0.17 
—0.10 

-  0.22 
—0.01 
+0.37 
+0.13 
+0.10 
+0.27 
4-0.06 
+0.19 
-0.12 
—0.41 
—0.21 
—0.33 

-0.26 

+0.04 
r0.09 
+0.21 
+0.48 
+0.36 
+0.60 
-0.03 
—0.19 
—0.22 
—0.45 
—0.08 


+  19 

—  44 

+  20 

—  82 
--164 
—260 
--106 
-4-  14 
—145 

161 
154 

—  82 

+  5 
+105 
+145 

—  4^i 
—236 
—111 

—  14 

— iii" 

+159 

—  82 

—  48 

104 
5 

+184 

-  63 

-  48 
+130 
+  29 
+  90 

—  58 
-198 
-101 
-159 

—123 

+  20 

—  45 
+  101 
+231 
+174 
-289 

—  14 

—  92 
—106 
—217 

—  39 


id 

teg) 

(Do 
^  I 

S-2 

3  - 

o 


—114 

—  9 
+124 
—186 

—  58 
+111 
-fl24 

—  50 

—  <)5 

—  76 
—183 

—  87 

—  87 

—  58 

—  11 
+  92 
--396 
—539 

156 
11 
—145 
-181 
—174 
—169 

—  81 
+  70 
+114 

—  73 
—135 
+259 

—  6 

—  17 

—  34 
+273 
—106 
—142 

—220 

—  92 
+146 
+  3fi 
+102 
+137 
+180 
+130 

—  45 
—255 
—108 
—223 

—199 

—  81 

—  45 
^185 
-234 
+208 
+373 

—  7 
—105 
—173 
—267 

—  76 


Krik. 


— 0.42i—  44 
—0.14  —  15 
+0.03+  8 
+0.36  +  38 
+0.15- 
+0.09 
+0.03 
—0.22 
—0.33 
—0.23 
-0.47  —  50 
+0.26'+  27 


+0.50+  52 


+0.04 -- 
4-0.14 


-0.16+  17 


--0.27 
--0.11 
--0.09 
—0.24 
—0.23 
—0.44 
—0.08 
—0.34 


4 
15 


29 
12 
10 
25 
24 
47 
8 
36 


—0.41 
+0.11 
+0.32 
+0.70 
+0.40 
—0.24 
—0.05;  — 
-0.32  — 
— 0.a5  — 
— 0.05i— 
— 0.18—  19 
+0.21  +  22 


+0.47 
0.00 
+0.45 
+0.22 
+0.20 
+0.15 
—0.07 
—0.14 
—0.27 
—0.45 
-0.32 
—0.51 

-0.09 
+0.21 
+0.19 
+0.12 
+0.46 
4-0.70 
+0.20 
-0.06 
—0.31 
-0.32 
—0.38 
+0.03 


+  49 


+  49 
+  23 
+  21 
+  16 

—  7 

—  15 

—  29 

—  48 

—  34 

—  54 


9 

231 
21 
13 

49 

74 
+  21 

-  6 

-  33 

-34 

~i 

-t-     o, 


—158 

—  24 

+127 

—  98 

—  42 
+121 
+127 

—  73 
—130 
—100 
—183 

—  60 

—  35 

—  54 

4 
109 
--425 
—551 
—166 
14 
—169 
—228 
—182 
—205 

-124 

+  82 
+149 

+     1 

—  93 
+284 
+     1 

—  16 

—  71 
+268 
—125 
—120 

—171 

—  92 
+195 
+  59 
+123 
+153 

+ir3 

+115 

—  74 
—303 
—142 

—277 

—208 

—  58 
+  66 
+198 
+283 
+282 
4-394 

—  13 
—138 
—207 
—307 

—  73 


Ontario. 


-0.21 
—0.36 
—0.15 

4-0.41 
+0.09 
+0.03 
—0.16 

-o.m 

—0.42 
—0.44 
—0.89 
4-0.08 

0.22 

+0.28 

—0.84 

—0.18 

0.15 

0.24 

0.01 

0.43 

—0.37 

—0.41 

—0.14 

—0.17 

—0.86 
-0.01 
+0.66 
—0.42 
—0.18 
—0.22 
+0.07 
—0.32 
—0.56 
—0.22 
0.00 
0.00 

+0.55 
+0.17 
+0.60 
4-0.33 
+0.19 
+0.51 
—0.01 
—0.33 
-0.38 
—0.51 
—0.42 
-0.29 

—0.27 
+0.06 
+0.24 
+0.52 
+0.65 
+0.70 
+0.53 
—0.18 
—0.48 
—0.44 
—0.23 
-0.14 


•Sg. 

it  ^ 


l 


—  16 

—  29 

—  12 
82 

7 
2 

—  13 

—  27 

—  33 

—  85 

—  31 
+  2 

17 
22 
27 
14 
-I-  12 
--  19 
--  1 
33 

—  29 

—  32 

—  11 

—  13 

—  28 

—  1 
54 
33 

+  14 

—  17 
+  6 

—  25 

—  44 

—  17 


t 


t 


43 

14 

+  49 

+  26 

15 

40 

1 

—  26 

—  30 

—  40 

—  33 

—  23 

—  21 
4-  5 
+  20 
+  41 
+  51 
+  55 
+  42 

—  14 

—  38 

—  35 

—  18 

—  11 
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{Continued). 


Superior.     Michujan-Hirox. 


0 
O 

r-,   C     I 

•s| ! 

o 


1884. 

January — 0.07 

February —0.03 

March..; —0.12 

April — 0.2y, 

May +0.22 

June +0.20 

July +0.14i 

August +o.or 

September -t-0.27 

October +0.3H 

November  ....  — -0.10 

December —0.21 

1885.  ' 

January — 0.23 

February — 0.18 

March...' —0.08 

April —0.05, 

May +0.33| 

June +0.28 

July 1+0.24 

+0.12 
—0.071 
-0.17 
—0.15 
—0.33 


—  23 

—  10 

—  41 

—  98 
+  74 
+  67 
+  47 
4-  3 
+  91 
+121 

—  34 

—  71 

—  76 

—  63 

—  28 

—  17 
111 


— 0.22i 

+0.121 
+0.25 
+0.18I 
+0.21' 
+0.161 
—0.16 
—0.14 
—0.25' 
0.00; 
—0.36; 
—0.03 

+0.01 
+0.23 
— 0.O4' 
+0.19 
+0.36i 


•c 

c 
o    . 

9i  -til 
CO  c 


—104 

+  59 
-1-1231 

+  87i 
+1011 

+  77: 

—  66; 

-121! 


August 
September , 
October  — 
November  , 
December. , 

1886.  I 

January — 0.20i 

February —0.13 

March...' -0.06 

April +0.09 

May +0.25 

June 14-0.14 

July i-l-0.07; 

August —0.09 

September....  —0.02 

October +0.10 

November — -0. 15 

December — 014 

1887. 

January — 0.31 

February -1-0.02' 

March  . .' +0.31 : 

April.. 4-0.17 

May —0.21' 

June +0.16 

July +0.28: 

August 4-0.08' 

September —0.14 

October -0.07 

November — 0.24 

December —0.22 

1888.  j 

January — O.ll! 

February +0.01 

March —0.07 

April.. 0.00 

May -K).47i 

June +0.78; 

July i-}-0.19| 

August -i-0.14i 

September....  —0.05 

October —0.09 

November — 0.14 

December —0.35! 


J-  94|+0.21 
4-  81-1-0.09 
+  40+0.21 

—  241—0.14 
_  571-0.14 

—  50—0.30 
— lllj-0.29 

—  66+0.23; 

—  45  +0.02 

—  21  +0.28 
+  30+0.27 
+  84+0.26 
4-  47+0.07. 
4-  241—0.19 

—  30|— 0.23 

—  71—0.24 

—  34|-0.10 

—  501—0.34 

—  47—0.33! 

—103—0.08 

+  7|+0.37. 
+1081+0.16 
+  57—0.05 


—  71 
+  54 
+  94 
+  26 

—  47 

—  24 

—  81 

—  74 


-f 


+0.20 
+0.13 
-0.06 
—0.14 
—0.34 
—(1.45 
—(1.33 
-0.12 


—0.18 
—0.05 
+0.18 

i+0.21 

+158+0.38 
+262+0.27 
+  64  -fO.Ol 
+  46—0.12 

—  17—0.15 

—  .301—0.25 
_  47|— 0.05 
—118—0.58 


—174 

—  14 

+  5 
4-115 

—  20 
+  92 
+174 
+101 
+  43 
+100 

—  68 

—  68 
—145 
-140 

-^109 
+  10 
+140 
+130 
+125 
+  34 

—  92 
—109 
—116 

—  48 
—164 

-159 

—  38 

-hi  84 
-^  80 

—  24 
+  96 

+  m 

—  29 

—  66 
—164 
-217 
-159 

—  .58 

—  85 

—  25 
+  88 
-hlO] 
+183 
+130 
+    5: 

—  57 

—  ?2 
—121 

—  24 
-280 


si 

6 


—127 
+  49 
+  82 

—  11 
+175 
+144 

—  30 

—  63 

—  30 
+121 
—208 

—  85 


Erie. 


■X.   - 


X. 


u 

3  O 

£  5 
>!§ 

^   I     • 

a  o  u 

5 


Ontario. 


—0.26 
-1-0.19 
-j-0.55 
+0.27 
+0.08 
—0.22 
—0.16 
1—0.43 
1-0.33 
—0.48 
—0.07 


—  71    —0.18 

—  52    -0.21 


-  48 
+  75 
+285 
+195 
+124 
+140 

—  92 
—125 
—195 
—251 


—0.14 
-rO.82 
+0.73 
+0.51 
—0.04 
-fO.Ol 
—0.15 
—0.10 
-0.12 
—0.05 


+ 


34 

28 
20 
58 
2t) 

8 


—  23 

—  17 

—  45 

—  35 

—  51 

—  7 

—  19 

—  23 

—  15 


54 

4 

1 

16 

11 

13 

5 


+  43 

+0.02 

_i_    2 

—  35 

-O.TS 

—  80 

+119 

—0.19 

—  21 

-1-160 

+0.88 

-r  93 

+209 

+0.30 

+  32 

+  81 

-Ui.lO 

^  11 

-  68 

—0.02 

—    2 

-139 

—0.21 

—  22 

—123 

—0.24 

-  25 

—  14 

—0.23 

—  24 

-214 

—0.41 

—  43 

-206 

4-0.05 

+    5 

—141 

—0.23 

—  24 

+191 

+0.42 

+  46 

T-188 

-{-0.81 

+  89 

-j-  33 

+0.02, 

+    ''i 

+  25 

+0.18 

+  19 

+117 

+0.03 

+     3 

+  65 

—0.24 

—  25 

—  40 

-0.32 

—  Ji3 

—211 

—0.23 

—  24 

-241 

-0.59 

-  62 

—240 

-0.27 

-  29 

—132 

+0.02 

—    2 

-121 

-0.18 

—  19 

—  22 

—0.27 

—  29 

+  64 

+0.10 

+  11 

-i-101 

+0.63 

+  67 

+a4i 

+0.25 

+  26 

+392 

+0.13 

4-  14 

+  69 

+0.15 

+  16 

—  11 

-0.10 

—  10 

—  89 

—0.44 

—  47 

—151 

—0.37 

—  39 

-  71 

+0.06 

4-     6 

-398 

—0.12 

—  13 

—161 

+  77 
4-102 
4-47 
+201 
+152 

—  53 

—  80 

—  75 
+  86 
—259 

—  92 

—  90 
+  29 

—  63 
+162 
+362 
+249 
^120 
+141 
-108 
—136 
—208 
—256 

+  45 
—115 
4-  98 
+253 
+241 
+  92 

—  70 
—161 
—148 

—  38 
—257 
—201 

—165 
+237 
+277 
+  35 
+  44 
+120 
+  40 

—  73 
—235 
—303 
—269 
-130 

-140 

—  51 
+  75 
+168 
+367 
-t-406 
+  85 

—  21 
—136 
—190 

—  65 
—412 


a 

en  *- 

§C 
o 
^6 

c  oi 

•"  P. 

o 

CO 


-0.041 

-f0.37i 
+0.68; 
+0.61 
+0.02! 
—0.10 
—0.21; 
—0.23; 
—0.48! 
—0.42: 
—0.50, 
— 0.15| 

— O.Oll 
—0.27, 
—0.28! 
-1-0.68 

-K).80 

+0.37 
4-0.14 
—0.15 
—0.22 
—0.191 
+0.05! 
+0.17 


—    3 

+  30 
+  54 
+  48 


+ 


2 

8 
17 
18 
34 
33 
39 
12 


—  1 

—  22 

—  23 

+  54 
+  63 
+  29 

+  11 

—  12 

—  17 

—  15 
+  4 
+  13 


+0.36! 

+0.07 
+0.14' 
+0.62, 
+0.21 1 
—0.20 
—0.40! 
-0,44; 
—0.36 
-0.29: 
-0.44! 
—0.09 

—0.25 
+0.75 
+0.51 
+0.21; 
+0.56 
i— 0.04! 
'—0.28: 
—0.51! 
!— 0.61 
—0.39; 
—0.35 
1-0.27 

1-0.31 

—0.14 
1+0.24 
4-0.63 
1+0.07 
+0.04 
+0.06 
—0.10 
—0.39 
—0.36 
1-0.07 
1-0.01 


t 


+  28 
6 
11 
+  49 
+  17 

—  16 

—  32 

—  34 

—  28 

—  23 

—  35 

—  7 

—  19 
+  61 
+  42 
+  17 
+  44 

—  3 

—  22 

—  40 

—  48 

—  31 

—  27 

—  21 

—  24 

—  11 
+  19 
+  50 
+  6 
+    3 

±1 

—  31 

—  28 

—  6 

—  1 


o  c    • 

0)  os  2 
te  bc'C 

?^^  a 

SO  u 

O 


-164 
+107 
+156 
4-  95 
+206 
+144 

—  70 

—  98 
—109 
+  53 
—298 
—104 


+ 


91 

7 
86 
-1-216 
-425 
—278 
—131 
4-129 
—125 
—151 
—204 
—243 

+  73 
—109 
+109 
4-302 
+258 
+  76 
—102 
—195 
—176 
—  61 
—292 
—208 

-IW 
^298 
+319 
+  52 
+  88 
+117 
+  18 
—113 
—283 
—334 
—296 
—151 


-164 

—  62 
+  94 
+218 
+373 
-M09 
+  90 

—  29 
—167 
—218 

—  71 
^418 


'^9('^        CHITTENDKN  OX    HKSKUVOIR  SYSTEM   OF  (IREAT  LAKES. 

TABLE  No.  2 


1889. 
.January.. 
F^ebrimry 
March 


Superior. 


—0.32 
—0.22 
-0.17 


MiCBiaAK-HURON. 


April +0.01 

May -i-0.35 

June 4-012 

July +0.19 

August +0.19 

September....  +0.13 

October —0.16 

November —0.31 

December —0.30 

1890. 

.January —0. 14 

February -0.13 

March —0.24 

April —0.03 

May +0.21 

June +0.45 

July 1-0.30 

August +0.15 

September....  +0.13 

October —0.03 

November — 0.21 

December —0.36 

1891. 

January.. . —0.36 

February —0.13 

March —0.04 

April —0.04 

May i+0.20 

June +0.05 

July +0.20 

August -1-0.07 

September —0.06 

October +0.05 

November —0.11 

December —0.41 

1892.  i 

January O.OOj 

February — 0.28 

March —0.13 

April +0.01 

May +0.33 

June -fO.38 

July -j-0.03 

August +0.12 

September  .  . .  +0.05 
October — O.IO 


§a 
o 
S 

a  P. 


CO 


— 10<) 

—  7( 

—  59 

-1-118 
+  40 
+  64 
+  63 
+  44 

—  .54 
—104 
-101 

—  46 

—  45 

—  83 

—  10 
+  71 
+151 
+101 
+  50 
+  44 

—  10 

—  71 
—121 

—119 

—  45 

—  14 

—  13 

+  67 

+  17 
+  67 
-r  23 

—  20 
+  17 

—  37 
—139 


M 


-0.02 
—0.03 
—0.02 
+0.01, 
+0.08 
-1-0.46 
-1-0.18 
— O.24I 
— 0.17i 
—0.25 
—0.35 
—0.18 

+0.08 
—0.04 
—0.02 
+0.32 
-H).23 
+0.41 
+0.07 
-0.08 
-0.20 
—0.11 
—0.34 
—0.35 

-0.02 
-0.24 
-fO.19 
+O..3I 
+0.10 
-1-0.15 
-0.17 
—0.07 
-0.23 
—0.36 
—0.40 
-0.06 


November 
December. 


—0.17 
—0.28 


-H).i2 

—  96  -fO.19 

—  44-0.10 
+  3;  f0.06 
+111+0.42 
-fl28;-f0.45 
+  10+0.01 
-4-  40+0.08 
-1-  17—0.20 

—  JM  — 0.24 

—  57I— 0.27 

—  94I— 0.27 


—  9 

—  15 

—  101 
+  5 
+  39 
+222 
+  87 
—114 

—  82 
-121! 

—1691 


+  38 

—  20 

—  10 
+154 
+111 
+198 
+  .34 

—  38 

—  96 

—  5^:5 
—164 
—169 

—  9 
—120 
-t-  95 
+150 
+  48 
+  72 

—  82 

—  33 
—111 
—174 
—193 

—  29| 

+  57i 
+  93 

—  49 

+  29: 

+203 
+217 
+  5 
+  .38 

—  96 
—116 
—130 
—1.30 


I? 


o 


—115 

—  92 

—  69 
+  8 
+157 
+262 
+1.51 

—  51 

—  38 
—175 
—273 
—188 

—  8 

—  65 

—  93 
+144 
+182 
-I-.349 
+135 
+  12 

—  52 

—  63 
—235 
—290 

—128 
—165 
+  81 
+137 
+115 
+  89 

—  15 

—  10 
—131 
—157 
—230 
—168 

+  57 

—  3 

—  93 
+  32 
+314 
-h345 
+  15 
+  78 

—  79 
—1.50 
-187 
—224 


Erik. 


+0.02 
1—0.16 
—0.16 
fO.35 
-^0.18 
+0.43 
-1-0.20 
1-0.31 
1-0.39 
—0.42 
-0.27 
+0.26 

'+0.36 
+0.29 
+0.12 
+0.49 
-1-0.34 
+0.37 
-0.38 
—0.44 
—0.19 
—0.19 
—0.03 
—0.23 

--0.22 
—0.02 
+0.46 
—0.13 
—0.18 
+0.14 
—0.10 
—0.27 
—0.18 
'-0.38 
1-0.44 
+0.07 

+0.03 
—0.21 
+0.04 
-1-0.56 
+0.80 
+0.76 
-1-0.12 
—0.35 
-0.32 
—0.56 
—0.33 
—0.27 


o  o 
8  £ 


H. 


+ 


2 

17 

—  17 
+  37 

4-  45 

+  21 

—  32 

—  41 

—  44 

—  29 

+  27 


;3§ 


o 


+  .37 

-\-  29 

+  32 

-  33 

+  13 

—  80 

-f  52 

-H9«) 

+  36 

+218 

-f-  39 

+388 

—  40 

+  95 

—  46 

—  34 

—  20 

-  72 

—  20 

—  83 

-  3 

—2.38 

—  24 

—314 

—  23 

—  2 

+  50 

—  14 

—  19 

+  15 

—  11 

—  28 

—  19 

—  40 

—  47 
+    7 

+     3 

—  23 

4-  4 
4-  58 
+  85 
+  80 

+  13 

—  36 

—  34 

—  59 

—  35 

—  29 


—113 
— 1W» 

—  86 
+  45 
+176 
-t-307 
+172 

—  83 

—  79 
—219 
—.302 
—161 


Ontario. 


5  o 


aK 


35 


r    :  5 

ba      I  GO 


i  s  o 

>  o  c 

If 

o 


—151 
—167 
+131 

-fl23 
+  96 
+104 

—  26 

—  38 
—150 
—197 
—277 
—161 

+  60 

—  26 

—  89 
+.90 
+399 
-4-425 
+  28 
+  42 
—113 
-209 
—222 
—253 


+0.21 
+0.14 
+0.17| 
-f-0.24! 
4-0.151 
-1-0.31 

+0.19: 

—0.25 
-0.56 
—0.44 
—0.40 
+0.57 

+0.51 
+0.35 
4-0.33 
-J-0.24 
+0.36 
+0.63 
—0.17 
-0.67 
—0.35 
— 0.;i3 
-t-0.08 
—0.21 


+  14 

+  1« 
4-  12 
+  24 


+ 


4- 


-0. 
+0. 
+0. 
+0. 
— 0. 
— 0. 
-0, 
— 0. 
-0. 
-0. 
— 0, 
-0, 


+  40 
+  29 
-^  27 
+  19 
+  28 
+  50 

—  13 

—  52 

—  28 

—  26 
+  6 

—  17 

—  25 

+  21 
+  44 
+  38 

—  17 

—  33 

—  22 

—  34 

—  .34 
-  50 

—  47 

—  2 


+0.10 
—0.03 
+0.13 

+0.58 
+0.06! 
+0.561 
+0.511 
-0.08! 
—0.20 
-0.44 
—0.27 
—0.13 


+ 


+  1? 
-f-  46 

+  5 

4-  44 

4-  40 

—  6 

—  16 

—  35 

—  21 

—  10 


—  97 

—  98 

—  72 
+  64 
+188 
+331 
4-187 
—102 
-123 
—254 
—334 
—116 

+  69 

—  4 

—  5:3 

+215 
+246 
+438 
+  82 

—  86 
—100 
—109 
—232 
—331 

—176 
—146 

+175 
+161 
-h  79 
+  71 

—  48 

—  72 
—184 
—247 
—324 
—163 


+  68 

—  28 

—  79 
+136 
--404 
--469 

—  68 
--  36 
—129 
—244 
—243 
—263 


CHITTENDEN  ON  KESEKVOIR  SYSTEM  OF  <iREAT  LAKES.        39? 


{Continued). 


Superior. 


c 
o 

S  0< 


1893.  ' 

January —0.28 

rebruarv —0.09 

March -fO.05 

April -i-O.lO 

May +0.50 

June +0.52 

July +O..S0 

August +O.0G 

September....  —0.09 

October —0.03 

Noyember — 0.16 

December —0.23 

18W. 

January —0.18 

Februai-y -0.18 

March +0.09 

April +0.15 

May +0.78 

June +0.22 

July +0.06 

August +013 

September....  —0.08 

October +0.02 

Noyember — 0.05 

December '—0. 19 

1895.  ' 

January —0.30 

February — 0.22 

March -O.IT 

April -0.10 

May +0.37 

June +0-32 

July 1+0.20 

August +0.05 

September +0.14 

October -^0.05 

Noyember  ....  —0.2^1 

December i  — 0.33. 

Mean  for  25  l 

years. 
1871-95. 

January —0.26 

February 1—0.15 

March...' —0.06 

April +0.01 

May +0.30 

June +0.31 

July +0.21 

August +0.08 

September....  +0-02 

October —0-03 

Noyember —0.15 

December —0.28 


MiCHIGAN-HrRON. 

h 

•a 

o.  • 

c 

^S   • 

o 

V^ 

.k^ 

a 

■""^ 

■f'A 

0) 

<s  s 

C 

%:  as 

T-t     i. 

cS  be 

c 
o 

at 

^•g 

"S 

1i 

s 

"3 

4^ 

g 

^^ 

s 

o 

sr 

Ui 

OQ 

o 

Erie. 


Ontario. 


—  93—0.01 

—  31+0.14 

-^  17+0.11 
+  34+0.46 
+168+0.30 
+175  +0.33 
+l01-t-0.02 
+  20  -0.17 

—  30—0.32 

—  10—0.14 

—  54—0.39 

—  7?  —0.07 

—  60+0.01 

—  63  +-0.03 

—  31+0.26 
-I-  50+0.15 
-V262+0.54 
+  74+0.16 
+  201+0.03 
+  43i— 0.08 

—  27,-0.43 
+    7-0.21 

—  17—0.27, 

—  64  -0.35! 


—  99 

—  77 

—  59 

—  34 
+124 
+108 
+  6 


-0.18 

— o.ii! 

—0.03 
+0.20 
+0.16 
+0.05 
—0.11 


17;-0.12 

-  471—0.27 

-  17i— 0.37 

-  98j— 0.22 
-111  -O.lli 


—  52 

—  21 
^    3 

+101 
+104 
+  70 
+  26 

+    I 

—  10 

—  50 

—  94 


—  5 

+  70 
-i-  55 
-^222 
^145 
-H59 
-4-  10 

—  81 
— 1S4 

—  68 
—188 

—  34 


—  98 
^  39 
-i-72 
+256 
+313 
+334 
+111 

—  61 
—184 

—  78 
—242 
—111 


-0.04 

+0.05' 
+0.13 
+0.23 
+0.25 
+0.26 
+0.04 
-0.05 
—0.24 
—0.22 
—0.25 
—0.24 


+  15 
-^130 

—  72 
260 

77 
14 

—  38 
—207 
—101 
—1.30 
—169 

—  85 

—  55 

—  15 

-r  96 
+  77 
+  24 

—  53 

—  57 
—130 
—178 
—106 

—  53: 


-  191 

+  25' 
-I-  65 
-rllO 
+120 
+125 
^  19 

—  24 
—115 
—106 
—120 
—115; 


i    I 


X  u 


'td 

1  — 

82 

1-1 1- 

effect, 
igan-H 

s 

eft 

""  *i 

•5^ 

se  1 

txc 

-  .'  i 

■x. 

^ 

c 
c 

^  2 

T-l    U 


— <^»..38 
-i-0.08 
-M).22 
+0.73 
+0.!^ 
+0.19 
-0.28 

— o.ai 

—0.38 

— o.a5 

-0.40 
+0.08, 


—  40 
-^  9 
-T-24 

+  77' 
+  89 
+  20 

—  30 

—  35 

—  40 

—  37 

—  42 
-r     8 


—  48 
—161 
+122 
+522 
+151 
+  34 
+  5 
—2:34 

—  U 
—147 
—23:5 

—181 
—132 

—  74 
4-  62 
-r201 
+132 

+  14 

—  40 

—  83 
—161 
—204 
—164 


55    +0.28:  +  29 


-0.12 
-J-0.03 
+0.40 
+0.:B9 
+0..31 
-0.12 
— 0.3T 
—0.17 
—0.32 
—0.24 
—0.07 

—0.33 
-0.23 
+0.01 
+0.25 
+0.22 
+0.09 
—0.11 
—0.08 
-0.10 
-0.48 
—0.10 
+0.16, 


—105 

—  27 

-^^ 
+113 
+221 
+229 
+  89 
-t-  2 
—108 
—116 
—170 
—209 


0.00 
-0.03 
+0.15 
+0.44 
+0.36 
+0.21 
—0.03 
—0.20 
—0.26 
—0.36 
—0.24 
i-0.04 


—  13 
+  3 
+  42 
-f  41 
+  33 

—  13 

—  .39 

—  18 

—  U 


—  34 

—  25 
+  1 
+  26 
+  23i 
~   10 

—  12 

—  8 

—  11 

—  51 

—  11 
+  17 


0 

—  3 
-4-  16 
+  46 
+  38 
+  22 

—  3 

—  21 

—  27 

—  38 

—  25 

—  4! 


—138 
^  48 
+  96 
+333 
+402 
+354 
+  81 

—  96 
—224 
—115 
—284 
—103 

—  26 

—  61 
-rl64 
+1&4 
+563 
+184 
+  21 

—  34 
—252 
-128 
—172 
-•^40 

—218 
—157 

—  73 

+  88 
+224 
+142 

—  48 

—  94 
—212 
—215 
—147 


K 


—0.33 
—0.11 
4-0.48 
+0.75 
+1.16 
+0.22 
—0.26 
—0.54 
—0.27 
—0.52 
—0.41 
—0.15 

I  I 

-H).34i 
-U1.18 
+0.30 
+0.05 
4-0.18 
-fO.53 
-0.20 
-0.58 
—0.51 
—0.25 
—0.33 
—0.35 

-0.09 
—0.06 
—0.10 
+0.55 
+0.12 
-0.12 
-0.29 
—0.25 
—0.34 

— o.ai 

—0.25 
:+0.03, 


t 


;-^     =  !2 


1-1 

^  eS  C 

m 

s^ - 
o 


t 


—105  ;+0.11! 

—  30  '+0.07 
-^  60  +0.28 
-^159  4-0.53 
+259  1+0.28 
+251  ,+0.16 

4-  86  — o.as 

—  19    -0.32 


+ 


—135 
—154 
—195 
—218 


—0.40 
—0.38 
i— 0.26 
1-0.05; 


—  26 

—  9 
39 
59; 
91! 

+  ITi 

—  20! 

—  42 

—  21 

—  41 

—  32 

—  12 


26 

15' 

24 

4 

42! 
16 
45 
40 
20 
26 
28 


—  8 

-r    9, 

—  9; 

—  23; 

—  19 

—  27 


20 


8, 

6| 
22, 

41 

21 

12; 

2' 
25 
32 

3o; 

211 

4 


-Ifri 
+  3*.» 

+1^0 

+392 
+49:3 
+371 
+  61 
—138 
—245 
—156 
-316 
—115 

0 

—  46 
+188 
+168 
4-577 
-T-226 
+    5 

—  TV 
—292 
—148 
—198 
—268 

—225 
—162 

—  81 
+131 
+233 
+133 

—  21 

—  67 
—121 
—239 
—235 
—145 


—  97 

—  24 
+  82 
+200 
+280 
-4-263 

—  84 

—  44 
-167 
-184 
—216 
—217 


3l>8        CHITTKNDKX  OX   RESKIiVOIU  SYSIKM  OF  OKKAT  LAKES. 


TABLE  No.   3. — Oscillations  in  Mean  Annual  Levels  of  the  Great 
PER  Second  for  each  Period  of  One  Year.     The  Table 

Effect  at  each  Lake  by  Adding 


Perio<L 

Lake  Superior. 

Michigan-Huron. 

Fluctuation. 

Storage. 

Fluctuation. 

Storage  for 
single  lake. 

Cumulative 
storage. 

1870-71 

-0.36 
—0.04 
-1-0.45 
-1-0.8 
+0.11 
+0.39 
—0.62 
—0.57 
—0.44 
+0.33 
-1-0.45 
0.00 
—0.20 
—0.11 
+0.25 
—0.30 
-i-0.03 
+0.40 
—0.14 
—0.14 
—0.31 
-0.18 
+0.35 
+0.70 
+0.06 

—10.1 

—  1.1 

+12.6 
+  2.2 
+  3.1 
+11.0 
—17.4 
—16 
—13.8 
+  9.3 
+12.6 
0.0 

—  5.6 

—  3.1 
+  7.0 

—  8.4 
+  0.8 
-HI. 2 

—  3.9 

—  3.9 

—  8.7 

—  5.1 
+  9.8 
+19.7 
+  1.7 

-0.07 
-1.28 
-M).65 
+0.49 
—0.25 
+1.13 
—0.23 
-0.31 
—0.92 
+0.14 
+0.52 
-1-0.37 
+0.15 
+0.10 
+0.25 
+0.24 
-0.64 
-0.61 
—0.55 
—0.11 
-0.56 
-0.11 
+0.28 
—0.12 
—1.04 

—  2.8 
—51.6 
+26.2 
+19.8 
—10.1 
-H45.5 

—  9.3 
—12.5 
—37.1 
+  5.6 
+21.0 
+14.9 
+  6.1 
+  4.0 
+10.1 
-f  9.7 
-25.8 
—24.6 
—22.2 

—  4.4 
—22.6 

—  4.4 
+11.3 

—  4.8 
—41.9 

—12.9 

1871-72 

—52.7 

1872-73 

+38.8 

1873-74 

+22.3 

1874-75 

—  7.0 

1875-76 

+56.5 

187&-77 

—26.7 

1877-78 

1878-79 

1879-80 

-28.5 
—50.9 
+14.9 
-1-33.6 

1880-81 

1881-82 

1882-83 

1883-84 

+14.9 
+  0.3 
+  0.9 
+17.1 
+  1.3 

1884-85 

1885-86 

1886-87 

—25.0 

1887-88 

—13.4 

1888-89 

—26.1 

1889-90 

—  8.3 

1890-91 

—31.3 

1891-92 

1892-93 

—  9.5 

+21.1 
--14. 9 

1893-94..., 

1894-95 

-40.2 
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Lakes,  and   the  Equfv^^lent  Stoeage  in  Thousands   of  Cubic  Feet 
GrvES  the  Values  foe  each  Lake  and  the  Cumulatfv'E 
the    Stoeage   in   Those   Above. 


Erie. 

i 
Ontario. 

Period. 

1 

Fluctua- 

Storage for 

Cumulative 

Fluctua- 

Storage for 

Cumulative 

tion. 

single  lake., 

storage. 

tion. 

single  lake. 

storage.       | 

1870-71 

—0.59 

—  5.2 

—18.1 

—1.41 

—  9.3 

—27.4          1 

1871-72 

—0.96 

—  8.5 

—61.2 

—1.35 

-  8.9 

—70.1 

1872-73 

-1-0.71 

+  6.3 

+45.1 
—36.5 

+I.a3 

-f-  6.8 

+51.9           1 

1873-74 

-(-0.51 

1        +  4.5 

-H).71 

+  4.7 

-1-31.2          1 

1874-75 

—0.67 

-5.9 

—12.9 

—1.30 

—  8.6 

—21.5 

1875-76 

+1.42 

+12.6 

+69. 

+1.83 

-fl2.1 

+81.2          1 

1976-77 

—0.82 

-  7.2 

-33.9 

—1.17 

—  7.7 

-41.6 

1877-78 

+0.41 

+  3.6 

—24.9 

-K).58 

+  3.8 

—21.1 

1878-79 

—0.76 

—  6.7 

—57.6 

—0.31 

—  2.0 

—59.6 

1879-80 

+0.24 

+  2.1 

+17.0 

—0.39 

—  2.6 

—14.4 

1880-81 

—0.16 

—  1.4 

+32.2 

—0.31 

—  2.0 

-1-30.2 

1881-82 

-i-0.87 

-1-  7.7 

+23.6 

+1.07 

—  7.0 

+33.3          1 

1882-83 

—0.21 

—  1.9 

-  1.6 

-f-O.ll 
-1-0.60 

—  0.7 

—  0.5 

1883-84 

+0.07 

+  0.6 

+  1.5 

—  4.0 

+  5.5           1 

1884-85 

-0.10 

1         -0.9 

+16.2 

—0.45 

—  3.0 

+13.2           1 

1885-86 

+0.10 

!         +  0.9 

+  2.2 

+0.78 

+  5.1 

+  7.3          1 

1886^ 

—0.03 

-0.3 

—25.3 

—0.55 

—  3.6 

—28.9          1 

1887-88...... 

—0.70 

—  6.2 

—19.6 

—1.25 

—  8.2 

—27.8          1 

1888-89 

—0.23 

—  2.0 

—28.1 

+0.22 
—1.04 

+  1.5 

—26.6 

1889-90 

+0.67 

i         +  5.9 

—  2.4 

+  6.9 

+  4.5 

1890-91 

—0.90 

-  8.0 

—39.3 

—0.95 

-  6.3 

—45.6 

1891-92...... 

—0.01 

—  0.1 

—  9.6 

—0.74 

—  4.9 

—14.5 

1892-93...... 

—0.05 

—  0.4 

+20.7 

^-0.60 

+  4.0 

-^24.7 

189-3-94 

+0.01 

+  0.1 

+15.0 

—0.20 

—  1.3 

+13.7 

1894-95 

-0.93 

1         "  ^'^ 

—48.4 

—1.49 

—  9.8 

-58.2 
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TABLE  No.  4. — Storage  in  Thousands  of  Cubic  Feet  per  Second 
Represented  by  a  Uniform  Rise  or  Fall  of  1  Ft.  and  of  6  Ins. 
FOR  Periods  Varying  from  I  to  6  Months,  in  the  Great  Lakes 
of  the  St.  Lawrence  Basin. 


Lake 

Lake  Michigan- 

Lake  Erie. 

Lake  Ontario. 

Superior. 

Huron. 

1 

1ft. 

6  ins. 

1ft. 

6  ins. 

1ft. 

6  ms. 

Time. 

. 

1  ft. 

6  ins. 

C  c3 

umula- 
tive 
effect. 

C  eg 

umula- 

tive 
effect. 

£6 

btM 

umula- 
tive 
Bffect. 

13  c8 

umuia- 
tive 
effect. 

S6 

fl  c8 

umula- 
tive 
effect. 

11 

umula- 
tive 
effect. 

02 

482 

818 

241 

^ 

OQ 

924 

OJ 

53 

a 

M 

u 

C/2 

39 

^ 

1  month 

336 

168 

409 

106 

462 

79 

1  003 

501 

2  months. . . 

168 

84 

241 

409 

121 

204 

53 

462 

26 

231 

39 

501 

20 

250 

3  months. . . 

112 

56 

161 

273 

80 

136 

35 

308 

18 

154 

26 

334 

13 

167 

4  months. . . 

84 

42 

121 

205 

60 

102 

26 

231 

13 

115 

20 

251 

10 

125 

5  months. .. 

67 

34 

96 

164 

48 

82 

21 

185 

11 

92 

16 

201 

8 

100 

6  months. . . 

56 

28 

80 

136 

40 

68 

18 

154 

9 

77 

13 

167 

7 

84 
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A    MATHEMATICAL    ANALYSIS    OF    THE    INFLUENCE    OF 
RESERVOIRS   UPON  STREAM-FLOW. 

By  James  A.  Seddon,*  M.  Am.  Soc.  C.  E. 

The  fluctuation  in  the  levels  of  a  system  of  lakes  only  differs  in  its 
magnitude  from  the  filling  and  emptying  of  a  lock  or  a  reservoir  under 
varying  conditions  of  inflow  and  outflow,  though,  of  course,  the  true 
level  over  such  large  areas  is  not  so  easily  observed.  The  action  of  the 
winds  will  certainly  greatly  change  the  levels  at  different  points,  the 
surface  will  answer  to  difference  in  barometric  pressure,  and  small 
tidal  effects  may  be  found,  and  even  after  the  primary  disturbance  is 
removed,  the  whole  body  of  water  may  have  been  set  to  rocking  back- 
ward and  forward  like  a  pendulum.  It  is  thus  only  in  the  mean  of  a 
large  number  of  points  that  the  true  level  may  be  determined,  or,  as 
in  actual  practice,  in  the  average  of  a  time  long  enough  to  eliminate 
these  shorter  variations;  but,  this  true  level  determined,  all  its  varia- 
tions are  results  alone  of  the  inflow  and  the  outflow. 

The  inflow  will  be  called  supply,  and  designated  by  S,  and  the  out- 
flow, discharge,  and  designated  by  Q,  each  taken  in  cubic  feet  per 
second,  and  with  A  representing  the  area  of  the  lake  in  square  feet,  h 
its  level  on  a  scale  of  feet  and  Ttime  in  seconds.  The  fundamental 
equation  of  its  fluctuation  is 

{S—Q)  d  T=Adh (I) 

In  this  equation,  S,  the  supply  of  the  lake,  is  made  up  of  the  run- 
off from  the  drainage  basin  surrounding  it,  which  has  its  annual  rise 
and  fall,  like  the  high  and  low-water  periods  of  a  river  in  a  similar 
basin.  But,  unlike  the  river,  the  direct  rainfall  on  its  large  area  gives 
it  at  times  a  much  more  concentrated  supply,  and  undoubtedly  now 
and  then  its  actual  levels  are  subject.to  finite  changes  in  comparatively 
insignificant  intervals  of  time;  but  averaged  up,  as  these  are  in  the 
mean  monthly  levels,  the  effect  of  this  direct  supply  approaches  the 
annual  cycle,  and  for  a  number  of  years  must  closely  correspond  to 
the  variation  of  normal  rainfall,  and,  finally,  from  these  positive  ele- 
ments of  supply  there  must  be  taken  the  negative  element  of  evapo- 
ration, which  has  perhaps  of  all  of  them  the  most  regular  variation 
with  the  seasons. 

*  U.  S.  Assistant  Engineer. 
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Thus,  wbilo  the  actual  supply  in  a  given  year  can  never  be  exactly 
represented  by  any  regular  vuriutiou,  the  general  tyi)e  of  supply  may 
very  fairly  bo  assumed  as  a  nunirreut  annual  oscillation,  and  taken  in 
its  simplest  form,  as  Si  +  "  »iu  ^'  where  6',  is  a  mean  value  of  supjdy 
and  /  is  a  time  arc  on  a  circle,  whose  whole  circumference  represents 
one  year,  while  as  sin  t  passes  from  its  extreme  values  of  -f  1  to  —  1, 
the  extreme  oscillation  of  supply,  of  course,  corresponds  to  the  value 
of  2  n. 

Unlike  supply  in  its  arbitrary  character,  Q,  the  discharge  from  the 
lake  is,  of  course,  determined  at  any  time  solely  by  the  value  of  //,  or 
the  level  of  its  outlet  at  that  time.  Just  what  relation  exists  between 
Q  and  h  is  a  matter  of  observation.  Were  the  outlet  a  jilain  weir  of 
length  /,  with  H  measuring  the  height  above  its  crest,  the  relation 

would  he  Q  =  'd.S  I  H'- ,  while  the  form  that  has  more  generally  been 
applied  to  the  flow  of  rivers  is  ^  =  C  H"^;  where  H  again  gives  the 
level  above  an  approximate  zero  of  discharge,  and  C  is  a  constant 
to  be  determined  from  the  discharge  observations.  Either  of  these 
more  general  expressions,  however,  makes  the  solution  of  Equation  I 
unnecessarily  difficult,  and  in  the  small  oscillation  of  a  lake  surface 
it  is  sufficient  to  take  Q  as  made  up  of  a  constant  element  §,,  the 
value  of  discharge  at  an  assumed  level,  and  a  variable  element  c  h, 
where  h  gives  the  surface  at  any  time  above  or  below  this  arbitrary 
level,  and  c  is  the  average  change  in  discharge  there  per  foot  of  rise 
or  fall.  Where  large  discharges  are  dealt  with,  some  10  or  15  ft.  above 
their  zero  level,  there  is  little  difference  in  a  foot  or  so  between  the 
arc  of  the  discharge  curve  and  the  straight  line  c  h,  and  it  would  be 
hardly  necessary  to  consider  this,  even  in  the  flow  of  a  river;  while 
in  the  case  of  the  flow  out  of  the  lake,  where  the  accidental  oscillation 
at  its  outlet  may  exceed  the  whole  range  of  its  true  level,  such  a 
difference  would  seem  to  be  an  even  more  needless  refinement.  In 
what  follows,  therefore,  the  discharge  at  any  time  will  be  taken  as 
Qi  -\-  c  h,  or  a  linear  variation  with  the  value  of  h  at  that  time. 

Substituting  these  values  for  <?  and  Q  in  Equation  I  gives 
[("^i  —  Qi)  -H  {a  sin  /— c^)]  dT=  Adh. 

And  for  the  present  neglecting  the  arbitrary  constant  [S^  —  §,), 
which  may  always  be  made  zero  at  any  time  by  taking  a  suitable  level, 
from  which  li  is  to  be  measured  for  that  time.  Equation  I  becomes 

{a  &m  t  —  ch)  d  T  =  A  d h. 
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In  this  equation  T  is  time  in  seconds,  while  t  is  an  arc  on  a  circle 
in  which  2  ;r  is  to  represent  one  year.  The  relation  between  them  is, 
therefore,  given  by  the  following  proportion: 

T  :  /  =  86  400  X  365  (seconds  in  one  year)  :  2  n 


or 


and 


_  86  400  X  365 
-   6.2832    ^' 
86  400  X  365  ,, 


6.2832 

At  the  same  time,  it  is  also  convenient  to  change  the  unit  of  A 
from  square  feet  to  square  miles,  so  that  the  equation  becomes 

86  400  X  365 


(a  sin  t  —  ch) 


6.2832 


dt=  {5  2S0y  Adh 


or 


or 


{a  sin  t  —  ch)  0. 180036  dt=  Adh..... (11) 


,,     ,    0.18c,    ,        0.18       .     ,^  , 
d  h  -\ . —  li  dt^=  — 7-  a  sin  I  d  t 


A      '"  A 

This  is  a  well-known  form,  and  is  solved  by  multiplying  through 


by 


0.18  c 


or 


0.18  c^  0.18  c,  ■      0.18  c, 

e  dh-\-  h  — -. —    e  dt  =  — j—  a sm  t  e  dt 

A  A 

Where  the  left-hand  side  of  the  equation  is  the  complete  differential 


of 


0.18  c 


hX   e   ^       ' 
and  the  right  contains  only  the  single  variable  t  and  is  easily  inte- 
grated bv  parts  as  follows : 

/      0.18  c     \ 


0.18 
A 


"./ 


A     -  ,        0.18     ,     .    , 
sm  t  e  dt=  — r-  o  I  smt 


0.18     / 

-aV 


0.18  c 
A 


0.18 
A 


And  again; 


0.18  c 


sin  t  e 


0.18  c 


0.18  c 


0.18  c./ 


0.18  c 


COS  t  e 


dt 


cos  t  e  d  t  =  I    COS  i 


J 


(.^0 


d\  e 


0.18  c 
~~A~ 
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0.18  r 


COS  t  e 


ai8^-+  (U8^,y  "'"  ' 


O.lHr 
e    '*        (It. 


Hence 

0.18 


O.lSr 


/  4 

(I  I    Sill  t  ('    '         d  t  =z 


0.18 


o.irtc 


sin  t  e 


0.18  c 


0.18  c 

0.18  c  . 


COS  t  e 


(^y  (^0 


./' 


sin  /  f^ 


.4 


(it 


0.18  c 


And   solving  for    --  -  a  J    sin  ^  e   ^        d  f,  gives 


0.18  c 


—  cos  / 1  e 


0.18 


_J r 


0.18  c 


0.18  c 


sm  i 


or,  finally, 
0.18        r 


0.18  c^ 

-X~^   ^        0.18 
sin  t  e  d  t  ^  — ;—  n 

A 


ro.isc  . 

— i —  sm  ^  —  cos  t 


^H'^y 


0.18  c 


And  the  primitive  of  differential  Equation  II  becomes 


0.18  c  0.18 


"0.18  c   . 

— i —  sm  t  —  cos  t 


/0.18c\  - 


0.18  c 


f  C     The  con- 

6     ^         ±  C<  stantof  in- 
( tegration. 


0.18c 


or  dividing   by  e 


0.18 

k  =  — T-  a 
A 


■0.18  c 


sm  t  —   cos  i 


1  + 


/0.18c\ 


-        0.18c 


In  this  form  it  is  plain  that  if  the  value  of  h  is  to  be  recurrent,  or 
the  surface  movement  is  restricted  to  an  annual  oscillation,  the  term 


SEDDOX    OX    RESERVOIRS    AND   STREAM    FLOW.  405 

C 


—  must  disappear,  and  the  constant  of  integration  must,  there- 


qj.8_c 

e    A 
fore,  be  zero.     In  this  case  it  will  be  called  /;,  where  uniformly 

r0.18  c 


0.18 


sm  t  —  cos  t 


1  + 


m 


Here,  also,  for  the  excluded  term  (Si  —  ^i)  to  be  zero,  the  mean 
supply,  ^^i,  must  be  constant  from  year  to  year  and  equal  to  Qi,  a- 
mean  discharge,  thus  fixing  the  zero  from  which  h  is  measured  at  a 
mean  level.  As,  however,  it  is  well  known  that  the  mean  supply  is 
not  constant  from  year  to  year,  and  that  it  also  passes  through  a  more' 
or  less  well-defined  cycle  'covering  a  number  of  years,  this  term 
{Si  —  Qi)  may  be  again  written  {S^^^  —  Q^)  -f-  {a'  sin  i'  —  ch'),  and 
this  multiplied  by  (0.18  dt)  equals  Adh',  or  a  second  additional  element 
to  the  surface  variation.  Here,  for  all  practical  purposes,  this  longer 
cycle  may  be  assumed  as  recurrent,  with  -S^i,  the  mean  supply,  for 
the  number  of  years  equal  to  Q^^,  the  mean  discharge,  and  the  total 
variation  of  surface  in  that  case  made  up  of  the  sum  of  \  and  h* 
measured  from  the  mean  level  corresponding  to  Q^y 

In  this  longer  cycle,  however,  the  arc  t'  no  longer  corresponds  to 

one  year,  but  to  a  number  of  years  n. 

r      86  400  X  365       r      n  X  86  400  X  365 
or  while  -  =  v. ;    -  = ^ 

and  t  =  n  V,  and  dt  —  n  dt'. 

Hence  the  differential  equation  is 

(a'  sin  t'  —  ch')  n  x  0.18  dV  =  A  dh\ 
and  its  primitive  is 

n  X  0.18  c  .    ^,               .  _ 

A  io       F . sin  r  — COS?  -] 

,,       /I  X  0.18     .  I            A  I    ,                  C 

li   =  z a 


r— Sin  r  —  cos  t  — i 


r 


in  which  the  term  involving  the  constant  of  integration  now  disap- 
pears, by  taking,  as  may  in  general  be  done,  a  recurrent  variation 
of^'. 

And  as  the  additional  oscillation  has  been  taken  through  a  number 
of  years,  so  also  an  additional  oscillation  through  a  fraction  of  the 
vear  misrht  be  taken,  and  in  a  sum  of  these  oscillations  h  may  thus 
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1h»  made  to  express  all  the  variations  of  the  Hurface  for  any  such 
system  of  regular  variations  in  the  monthly  and  tin;  annual  sup- 
plies. It  is,  however,  true  that  the  su2)i)ly  in  any  actual  case  may 
be  far  from  regular,  iind  while  (^|,  +  c  h)  always  expresses  the  actual 
discharge  (the  difierenco  between  tho  curve  and  line  as  noted  being 
insignificant)  still  /S,,  +  <(  sin  t  ■\-  a'  sin  /',  etc.,  may  not  so  express  the 
actual  supply,  unless  such  altogether  arbitrary  values  may  be  assigned 
to  aS",,  from  time  to  time  as  will  make  the  exi)ressiou  practically  fit 
any  form  of  irregular  variation.  It  is,  therefore,  desirable  finally 
to  solve  Equation  I  in  its  most  general  form  with  (-S',,  —  §,,)  simply  an 
arbitrary  constant,  having,  of  course,  alternating  -f-  and  —  values, 
which  at  any  period  of  irregularity  may  be  represented  by  /\  S.  In 
addition  to  1i^  and  h'  there  is  then  a  third  element  of  variation  h" , 
given  by  an  additional  term  of  the  form 

0.18c 


'ff 


or 


0.18c 


And  here  to  determine  the  general  form  of  the  constant  of  integra- 
tion C,  it  is  necessary  to  consider  how  a  lake  would  rise  or  fall  with 
such  a  change  in  its  supply  as  that  of  the  arbitrary  constant  /\  S. 
Substituting  then  in  Equation  II  there  results 

i^S—ch")  0.18  dt  =  Adh" 
or 

A  dh" 


di  = 


0.18  c  A^_  j^>> 


or 


0.18  c 


log  ^  (^  -  7^")  -f  G 


And  if  t  be  taken  as  zero  where  h"  is  zero  and  t^  represents  any  point 
of  time  in  such  an  arbitrary  period  of  t  corresponding  to  the  arbi- 
trary Talue  /\  S, 
then 
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and 


or 


'» =  6X8  c  ^os 


0.18c, 

to 


AS 

LazzvJ 


AS 


e    ^ 


c 

a's' 


—  h" 

c 


or 


A'^ 


k"=^' 


C  0-18C, 

rrom  which  it  is  seen  that  a  general  form  for  the  constant  of  integra- 
tion  C  is  —  -^—  which,    of  course,  is   zero  in  all  the  former  cases 
c 

where  A  S  was  assumed  zero. 

The  complete  equation  may  be  now  written  as  follows: 


0.18  6-     .     ^ 
r- — 7-  sm  t  —  cos  /--i  ^^  a  lo 

7,       7     .7' J    7"       01^      r     ^     n  X  0.18 


r— J-    sm  I  —  COS  ?:— I 


a 


n  X  0.18  c     .       . 

sm  <*    —  COS  V' 


X 


r        ^  sin  .    -  COS  r-|       ^s;  r  _1__"1 


(HI) 


In  which  /  is  a  continuous  angle  on  a  scale  in  which  360°  equal  one 

year,  and  t^^  is  the  length  of  a  natural  arc  on  the  same  scale,  but  taken 

only  through  the  arbitrary  periods  in  which  values  may  be  assigned 

to  A  S\  while  again  V  is  a  continuous  angle  on  a  scale  in  which  360° 

=  n  years.     In  this  foi*m,  in  any  lake,  the  function 

rO  18  c      .     ^  .1 

ai8  -^  ^mt-cost 

a  cycle,  and  its  oscillation  then  gives  at  once  the  ratio  of  the  oscilla- 
tion of  hi  to  a.  Or,  from  the  variation  of  surface  in  the  mean  monthly 
levels  the  corresponding  variation  in  the  supply,  expressed  by  a,  is 
gotten  from  this  simpler  proportion.     In  the  same  way  for  h',  the  var- 


mav  be  computed  once  for  all  through 
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iatioii  of  supply  from  year  to  year  expressed  hy  <i  may  be  brought 
into  a  like  i)roportiou  witli  the  variation  in  the  mean  annual  levels. 
Whilo  tiually  for  given  periods  of  /„  corresjjonding  proportions  may  be 
made  up  that  exi)reRH  immediately  the  /\  S  for  any  irregularity. 

The  relation  of  the  variation  of  level  in  any  lake  to  its  varia- 
ble supi)ly  may  be  here  left  for  the  more  general  problem  which 
includes  not  only  this,  but  its  resultant  effect  on  a  lake  below,  and 
so  on  through  a  chain  of  lakes;  and  not  to  needlessly  extend  the 
problenij  it  is  desirable  in  this  case  to  use  the  simplest  possible  form 
for  h.  It  is  plain  that  in  so  far  as  h^  and  Jt'  are  concerned,  it  is  only 
necessary  to  use  the  term  Ji^,  for  what  will  be  generally  true  of  the 
short  cycle  will  be  equally  true  of  the  long,  and  all  equations  de- 
duced from  the  first  can  be  immediately  converted  into  equations 
for  the  second  by  substituting  in  the  i)lace  of  (0.18)  the  value  of 
(n  0.18)  throughout,  remembering,  of  course,  that  degrees  in  the 
angles  t'  are  also  to  be  taken  as  covering  n  times  as  many  days  as 
they  do  in  the  angles  /;  but  the  wholly  different  character  of  the 
term  for  h"  makes  it  necessary  to  exclude  it  altogether  or  to  consider 
its  effects  down  entirely  as  a  question  by  itself. 

This  last  has  in  fact  been  done,  but  it  is  all  so  much  a  matter  of 
the  particular  case,  that  it  will  not  be  included  in  this  study.  In- 
deed, from  the  extreme  where  /\  S  is  assumed  a  permanent  change  in 
the  mean  supply,  it  is  evident  at  once  that  in  time  any  number   of 

lakes  would  all  come   to  about  the  same  difference  in  level,  repre- 

A  9 
sented  by   ;  though  it  may  be  noted  that  none  could  absolutely 

reach  this  level  until  t^  became  infinite.  And  while  in  very  long 
periods  there  are  practically  no  differences  in  the  effects  of  this  func- 
tion on  lakes  below,  at  the  same  time  in  very  short  periods  it  has 
practically  no  effect  whatever  on  them,  so  that  in  the  range  of  ordin- 
ary irregularities  in  supply,  it  may  simply  be  taken  as  rapidly  disap- 
pearing in  its  effects  on  the  lower  lakes,  but  exactly  how  rapidly 
would  depend  on  the  length  of  the  irregularity.  It  is  only  perhaps  in 
the  event  of  a  system  of  storage  in  an  upper  lake  through  one  season 
to  be  let  out  at  another  that  the  subject  would  have  any  general  in- 
terest and  there  its  effects  are  best  worked  out  as  a  special  case. 

The  more  general  problem  of  the  effects  of  variable  supplies  on 
the  levels  of  a  chain  of  lakes  is  therefore  confined  to  the  consideration 
of  the  recurrent  yearly  oscillations  h^  and  its  effects  below;  and  the 
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following  general  system  of  notation  is  taken  for  the  resulting  surface 
movements  in  a  chain  of  n  lakes. 

1\ 

lh,  =  IIh, 

I\  =  II  h,  =  Illh^  =  IV  h, 

Ih,  =  nil,  =  mil,  =lVh,  =  Vh, 

etc.,       etc.,         etc.,  etc.,         etc., 

IK=  II K  =  niK  =  ^vh,=  Vh,  etc.  H  ^^n- 

Here  the  vertical  lines  represent  the  efifects  of  the  primary  supply 
in  the  basin  of  each  respective  lake  all  the  -way  down,  and  the  hori- 
zontal represent  all  the  effects  that  as  a  whole  make  up  the  surface 
movement  of  any  lake  in  the  system.  In  correspondence  with  this  the 
areas  of  the  respective  lakes  will  be  represented  by  ^j,  A2,  etc.,  A„, 
the  *'a  "  in  the  variations  of  supply  a  sin  t  by  o,,  r/^,  etc.,  a„,  and  the 
change  of  discharge  per  foot  of  rise  or  fall  in  the  outlets  by  Cj,  C2, 
etc.,  C„. 

Considering,  now,  the  supply  in  the  basin  of  the  first  lake  and  its 
effects  down,  there  results  : 


Iki  =  a,  X  -^ 


8  1  ro.isc,   .    ^  n 


and  as  the  factors  -^  and  r^  -,0   ^  -    ^H  recur  continually   in 

these  operations,  it  is  convenient  to  represent  them  by  the  more  sim- 
ple terms  K  and  V,  writing  them  for  their  respective  values  of  A  and 
C,  as  Ki,  K2',  V^,  V.J,  etc. 
With  this  substitution 

/7^l  =  Oi  A'l  \\  (Zi  Ci  sin  ;"  —  cos  0 
and  as  for  the  second  lake  c,  x  h^  is  the  resulting  variation  of  supply 
and  C2  X  h,,  the  corresponding  variation  in  its  discharge,  from  equa- 
tion //  there  results : 

[«i  Cy  Ky  Fj  (JT,  c,  sin  t  —  cos  t)  —  c,  h,]  O.IS  d  t  =  A.^  d  k. 


or 


or 


dh,  +  ^^^  k.dt  =  ^  a,  ci  K,  V,  {K,  c,  sin  t  —  cos  t)  dt 
A.2  Ao 

^2  e   -  -    =  rti  Ci  A"i  Ko  F,  /  {Ky  c^  sin  ^  —  cos  ^  e    "  "    d  t. 
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And  in  general,  following  the  ])roceHH  of  the  former  integration  by 

parts, 

.  •    A' '  '    .        ,        A'  c Hin  /  — coH/     A' '  ' 
I     e         Hm(</t=: — .,    ,    ,,.   ,a         e 

and 

/•     AT'  '  Kccos  t  4-8in/     t^" 

I    r  cos/.//  =  --j-^^^—   . 

BO  that 

K  c  t 
h^e    '^  '^   =  a  I  c,  /r,  Ky  V^  V.,  \  K^  c,  (/C  c,  sin  t  —  cos  t)  —  (Aj  c,  cos  t  -f 

K   c    t      ' 

sin  OJ  6    -  - 


or 


Jh,  =  a,  c,  AT,  A'g  F,  F^  [(^^  c^  A",  c,  —  1)  sin  t  —  (iTg  c.  +  Aj  c,)  cos  <]. 
And  again  for  the  third  lake  with  c,  X  //j  supply,  and  c■^  X  ^3  dis- 

charge,  h-^  e  -^  -^     =  «7,  c,  C2  A",  ^o  -^s  ^1  ^2  /   [(-^i   ^^  A',  c,  —  1)  sin  t  — 
(A.  c,  +  K^  c,)  cos  ^]  e^^  '3  ^^  =  ^^  (^.^  c.  A,  Ag  A'3Fi  F2  F;3  [(^2  c.  ^1  Cj 
—  1)  (A3  C3  sin  i  —  cos  t)  —  (Ag  c,  +  Aj  Cj)  (AJ^  C3C0S  t  -f-  sin  i^)]  e    ^  3 
or  77^.5  = 
«iCi  C.K,  K^K.^  Fj  F2  F3r(A3C3(^2C2^iCi— 1)  —  (A2C2  + A",  cj]  sin  ^ 

—  [K^c,^  (A2  C2  +  A"!  cO  +  (A2C2  K^  ci  —  1)J  cos  t\ 
and,  in  general,  calling* 

IK=fi.  {c:}"-'  {^i|"  {F,}^  [/«,sin  f  4-//?nCos  ^] (/F) 

in  which  a  and  /5  are  formed  as  follows: 

/«r=  //?  = 

lh,  =  {K,c,) =—1 

i^2  =  (^'202^1  Ci  —  1) =^{K,c,-hK^c,) 

I\  =  K,  c,  (A;  c,  K,  c,  —  1)  — (A2C2+  ^1  c,).  =  —  [K,  a,  {K^  c.  +  Z,c,) 

4-(A2C2Jr,  c,  —1)] 
and  finally 

lh„  =  K^C„  n'„_i   4-   ^„_i =  I^r^Cn  f^n-x  —  ^«-i- 

In  the  case  of  II  h.^  begin  with 

II  h..  =  a.y  Ko  Vo  [ A'2  c.y  sin  t  —  cos  i] 
and  in  the  same  way  finally  in  the  w"*  lake  there  results 

Ilh^  =  a,  {c,\  "-^  { A2^[   {  F2")  [Ila,,  sin  /  +  7//3„  cos  i] 
and  so  on  from  lake  to  lake. 

From  these  equations  the  effect  of  one  lake  upon  another,  and  the 
total  surface  movements  in  any  lake,  are  easily  computed.     Thas,  to 
*  In  this  paper  the  braces  |     J  are  used  exclusively  as  a  "  factorial  sign." 
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illustrate,  the  case  of  a  chain  of  five  lakes  may  be  taken,  each  with  a 
surface  area  of  10  000  square  miles,  with  a  100  000  cu.   ft.  per  second 
variation  in  the  supply,  entering  each  lake  as  a  simultaneous  oscilla- 
tion, and  with  outlet  capacities  downward  of,  respectively,  10,  15,  20,  25 
and  30  thousands  of  cubic  feet  per  second  per  foot  of  rise  or  fall.    Then 
Ai  =  A,  =  A.i  =  A^  =  A^  =  10  000 
Gi  =    a,  =  a^  =   a^  =   a^  =  50  000 
C,  =  10  000;   a  =  15  000;   C^  =  20  000;   C^  =  25  000;   Q  =  30  000. 
Hence 

KG^  =0.1S;  KG,  =  0.27;  7^(7^  =  0.36;  ^C,  =  0.45;  7^^5  =  0.54 
and 

/A =-  10 

0.27 


la 

=     +0.18 

*  »-«-i  ••••••• 

0.27 

126 
036 

+  0.0486 
—  1.0000 

2  a.y 

..-. —  —  0.9514 

0.36 

57084 
28542 

—  0.3425 

—  0.4500 

la., 

=  —  0 .  7925 

"*   "3 

0.45 

39625 
31700 

—  0.3566 
+  0.7894 

la 

=  +  0.4328 

-*   "••! 

0.54 

17312 
21640 

+  0.2337 
+  1.1477 

—  0.27 

—  0.18 


/A. =  —   0.45 

0.36 


270 
135 


—  0.1620 
+  0.9514 


7/53 =  +  0.7894 

0.45 


39470 
31576 


+  0.35523 
+  0.7925 


I  ^, =  +1.1477 

0.54 


45908 
57385 


+  0.6198 
—  0.4328 


//?5 =  +0.1870 


la, =  +  1.3814 
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and  so  for  //a^,  II  fi^^  to  II  tXr,,  II  fi:,,  etc.,  giving: 


4- 
0.1800 

«2 

0.9514 

0.7925 

4- 
0.4328 

«6 

4- 
1.3814 

1 

+ 
0.2700 

0.9028 

1.0363 

0.0597 

II 

4- 
0.3600 

0.8380 

1.2625 

III 

4- 
0.4500 

0.7570 

+ 
0.5400 

IV 
V 

1.0000 

0.4500 

+ 
0.7894 

4- 
1.1477 

+ 
0.1870 

I 

1.0000 

0.6300 

+ 
0.6193 

4- 
1.3707 

II 

1.0000 

0.8100 

4- 
0.4006 

III 

1.0000 

0.9900 

IV 

1.0000       V 
Again,  the  following  are  the  logs  of  the  general  factor  a  |c|"~* 
K  V^'^  which  are  easily  made  up  by  repeated  additions': 


1 

2 

3 

4 

6 

_l  1 

J  ! 

J   1 

J    1 

_i   1 

1.940394 

1.165108 

2.543547 

2.019764 

3.561849 

/ 

1.923683 

1.302122 

2.778940 

2.321024 

II 

1.901318 

1.377535 

2.919620 

III 

1.874157 

1  416242 

IV 

1.843114       V 
and   multiplying    here    the    respective    values   of  a  and   /i  by   the 
corresponding    general    factors   and   representing    the   products   by 
/  \cc\\ ,  I  \(^\\  1  <S^c. ,  there  results  finally: 


l-.l 

{-1 

[a  \ 

0.15692 

0.13915 

0.02770 

0.00453 

4- 
0.00504 

/ 

4- 
0.22649 

0.18101 

0.06229 

4- 
0  00125 

// 

0.28683 

0  19988 

0  10492 

/// 

+ 
0  33680 

0.19740 

4- 
0.37628 

IV 
V 
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f/5  \ 

W 

'/5  \ 

iA} 

1^4 

0.87176 

0 . 06581 

-f- 
0.02760 

+ 
0.01201 

4- 
0.00068 

/ 

0.83885 

0.12632 

+ 
0.03723 

0.02871 

JI 

0.79674 

0.19321 

0.03329 

III 

0.74844 

0.25815 
0.69681 

IV 

r 

Taking  now  t  at  intervals  of  30^  corresponding  with  the  twelfth  of 
the  Tear  and  practically  with  the  monthly  means: 


t 

sin  t 

cos  t 

0' 

0 
-1-0.5 
-1-0.866 

4-1 

4-0.866 
-+-0.5 
0 

-fl 

30° 

-fO.866 

60° 

+0.5 

90° 

0 

120' 

-0.5 

150° 

—0.866 

180' 

—1 

And  with  these  values,  from  the  equation  h  =  \cc]  sin  f  -|-  |/^|  cos  t, 
the  whole  cycle  of  each  of  these  variations  is  readily  made  up  as 
follows  : 

f  =  0'  30"  60°  90'  120°  150*  180° 

/{ai}sinf=     -fO.OOOO       —0.0785       —0.1359      +0.1569       —0.1359       —0.0785      -j-O.OOOO 

I    UAcost=     —0.8718       —0.7550       —0.4^9      —0.0000       -H).4359       —0.7550      —0.8718 


Ih^=     —0.8718       —0.6765 

—0.3000 

—0.1569 

-f0.5718 

and  with  signs     ^  ^  -^, 
reversed 

M)= 

270' 

300* 

—0.8335       —0.8718 
330"  360° 


completing  the  cycle. 

These  values  for  the  half  cycle  are  here  given  in  series  from  the 
primary  supply  on,  to  its  effect  in  the  last  lake. 


Ih, 
IK 

0' 
—0.8718 
—0.0658 
+0.0276 
+0.0120 
+0.0007 

30' 
—0.6765 
—0.1266 
-rO.OlOl 
+0.0127 
^.0031 

60= 
—0.3000 
—0.15*4 
—0.0102 
—0.0099 
-r0.0O47 

9<3' 
—0.1569 
—0.1391 
—0.0277 
—0.0045 
—0.0050 

120' 
—0.5718 
-0.0876 
—0.0378 
—0.0021 
-^.0041 

150= 
^^.8335 
—0.0126 
—0.0377 
—0.0061 
—0.0019 

180' 
— 0.8n8 
+0.0658 
-0.0276 
—0.0120 
—0.0007 

Ilh^ 
UK 

—0.8388 
—0.1263 
+0.0372 
+0.0287 

—0.6133 
—0.1999 
—0.0011 
-T-0.0255 

—0.2233 

—0.2200 
—0.0353 
—0.0155 

-M).2265 
—0.1810 
—0.0622 
—0.0012 

-^.6155 
—0.0936 
—0.0725 
—0.0133 

^0.8397 
-^.0189 
—0.0633 
—0.0-243 

—0.8388 
+).1263 
—0.0372 
—0.0287 

nih^ 

Ulh^ 

nih^ 

-0.7967 
—0.1932 
-f0.0333 

—0.5466 
— 0.26?2 
-0.0237 

—0.1500 
—0.2697 
—0.0743 

—0.2868 
—0.1999 
-^.1049 

—0.6468 
-0.0765 
—0.1075 

+0.83*4 
-kO.0674 
—0.0813 

—0.7967 
^^.1932 
—0.0333 

IV  K 

IVhs 

—0.7484 
—0.2581 

—0.4798 
—0.3223 

—0.0825 
—0.3000 

-+)..3368 
—0.1974 

—0.6659 
—0.0418 

^.8166 
—0.1^9 

-M).74S4 
—0.2581 

vh. 

—0.6968 

—0.4154 

—0.02^ 

-0.3763 

—0.6743 

+).7916 

-+).6968 
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And  these  values  summed  algebraically  for  their  respective  lakes 
would  give  in  each  case  the  total  of  the  surface  movement  there,  but 
it  is  easier  to  sum  at  once  the  coertic^ients  of  sin  /  and  cos  /  and  calcu- 
late directly  the  cycles  of  thc^se  resultant  oscillations. 

(living  the  following  values: 

0°                SO"  ()()°              UO"  120°  150°            IHO" 

/    //,     ~0.H718  --0.(J7()5  — O.aOOf)  +0.1569  +0.5718  +0.8335  +0.8718 

7  to    //    /(.,     —0.9047  —0.7398  —0. 37(57  +0.0873  +0.5279  +0.8272  +0.9047 

I  to  III    /<3     -0.8955  —0.7361  — 0.!W01  +0.0781  +0.5153  +0.8146  +0.8955 

I  to  IV    k^     —0.8924  —0.7332  —0.3777  +0.0792  +0.5147  +0.8124  +0.8924 

/to    F    /is    —0.8922  —0.7326  —0.3766  +0.0802  +0.5156  +0.8128  +0.8922 

These  values  are  shown  graphically  in  Fig.  1,  and  while  they 
show  the  general  form  of  the  oscillations,  it  is  very  evident  that  they 
do  not  give,  with  any  degree  of  accuracy,  the  extremes.  It  is  seen,  of 
course,  that  while  a  sin  /,  or  the  supply,  is  in  all  cases  at  its  maximum 
at  90°,  its  corresponding  rise  reaches  its  maximum  in  the  first  lake 
somewhere  between  the  150°  and  180°  periods,  and  that  this  again  as 
a  supply  is  once  more  retarded  in  the  rise  of  the  second  lake,  and  so 
on  from  lake  to  lake;  but  the  periods  and  the  values  of  these  maxima 
require  additional  calculations. 

The  valne  of  t  at  these  points  of  maxima  or  minima  is,  of  course,  de- 
termined by  the  condition  ~  =  0,  and  in  the  general  form  of  the 

equation 

K  =  «  {c}  "-'  \K\-{V}^  [a,  sin  /  +■  /3,  cos  t] 

d  h„       ^     .  ,      .  ,  a 

-j~  =  0,  gives  a„  cos  t  =  p^  sm  t,  or  tan  t  =  ^ 

The  two  angles  in  the  cycle  differing  by  180°,  that  correspond  to 
this  value  of  the  tan  /,  are,  of  course,  the  points  of  maximum  and 
minimum  respectively  ;  and  by  substituting  either  in  the  equation  for 
h  the  +-  or  —  extreme  is  given.  It  is,  however,  enough  simply  to  con- 
sider the  maximum,  as  before  only  the  half  cycle  was  calculated, 
every  value  of  h  having,  of  course,  a  corresponding  value  with  an 
opposite  sign  after  a  period  of  180°. 

As  the  effects  of  a  primary  supply  are  traced  down,  the  retardation 
throws  the  maximum  into  later  and  later  quadrants,  and  these  must 

(X 

be  followed  by  the  successive  change  of  signs  in  the  term  —  . 

P 
Thus,  in  the  case  of  /,  the  original  supply,  a  sin  t,  has  its  maximum 

(X 

as  noted  at  90°,  while  for  /  h^,  ~  is  minus,  and   is  therefore  in  the 

Pi 
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second  quadrant,  and  its  angle  10°  12'  gives  the  absolute  position  as 
180O  00'  —  10-  12'  =  169°  48',  and  substituting  this  angle  for  t  gives 

the  value  of  0.8858  for  the  maximum  of  Ih^.    Again  for  Ih.^,  -~-  is  plus, 

Pi 
and  is  thus  in  the  third  quadrant,  and  its  angle  64-41'  gives  its  posi- 
tion as  180°  00'  4-  64°  41'  =  244°  41',  and  its  value  0.1539.     In  the 

same  wav  -r  is  minus  and  lies  in  the  fourth  quadrant,  and  its  angle 

45°  07'  places  it  at  360°  00'  —  45°  07'  ^  314°  53'  with  the  maximum 

value  0.0391.     While  finallv  -^  and  — ^  are  both  plus  and  lie  in  the 

fifth  quadrant  at  the  points  respectively  360°  00'  -f  20°  40'  =  380°  40' 
and  360°  00'  +  82°  18'  =  442°  18',  and  maxima  of  0.0128  and  0.0051. 

The  positions  of  these  maxima  and  their  values  through  this  whole 
series  of  oscillations  are  tabulated  as  follows : 

Angle  t  of  maximum. 


1 

II 
III 
IV 
151°  38'      r 

Value  of  maximum  h. 

^1  ^^2  h  ^h  h 

0.8858     0.1539     0.0391     0.0128     0.0051  / 

0.8689     0.2207     0.0726     0.0287  TI 

0.8468    0.2780     0.1101  III 

0.8207    0.3250  IV 

0.7919  V 

From  these  values  of  i  it  is  seen  at  ouce  that  the  diflference  between 
the  maxima  of  Ih^  and  7  7^,  or  244°  41'  —  169°  48'  =  74°  53'  is  also 
the  difference  between  164°  53'  and  90°,  or  between  the  maximum  of 
supply,  a  sin  t,  and  its  rise,  II  \.  And,  again,  70°  12'  is  the  general  dif- 
ference between  h,  and  \  ;  65°  46'  -)-  between  \  and  h^,  and  61°  38' 
between  h^  and  h-^  ;  which  are  also  in  each  case  the  difference  between 
90°,  the  maxima  of  the  respective  supplies,  a  sin  t,  and  their  corre- 
sponding oscillations  in  the  first  lake.  It  is  then  plain  that  the  retar- 
dation in  anv  lake  is  a  constant  dependent  upon  the  physical  proper- 


h 

lu 

h 

h 

h 

169°  48' 

244°  41' 

314°  53' 

380°  40' 

442°  18' 

164°  53' 

235°  05' 

300°  52' 

362°  30' 

160°  12' 

225°  58' 
155°  46' 

287°  36' 
217°  24' 
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ties  of  that  lake,  and  in  no  way  upon  the  magnitude  of  the  oscillations 
passing  through  it.  And  just  as  it  has  been  seen  that  any  oscillation 
])assing  from  a  given  lake  to  the  next  is  retarded  by  a  fixed  time  ;  so 
it  may  be  vseen  from  the  corresponding  maximum  values  of  //  that  they 
are  also  reduced  by  a  fixed  i)ercentage. 

It  is  time  therefore  to  turn  from  the  series  of  equations  which 
have  just  been  considered,  to  determine  the  formulas  for  this  retarda- 
tion and  reduction  from  lake  to  lake  ;  for  it  is  very  evident  that  they 
are  a  much  more  general  expression  for  the  laws  of  lake  movements 
than  equations  which  simply  give  direct  values  for  assumed  times  and 
supplies. 

First,  for  the  reduction  ratio  or  percentage,  which  will  be  called 
p  ;  noting  that  it  is  enough  to  express  it  in  the  case  of  /  from  h^  to  7(i„, 
for  it  is  also  the  same  from  lake  to  lake  in  the  case  of  //,  ///,  etc. ;  and 
omitting,  therefore,  the  I  in  the  general  equation,  and  representing  by 
h'  and  V  respectively  the  maximum  rise  and  the  time  corresponding  to 
it,  there  results: 

h'n  =  a  [c,y-'   \K,\n   {Fi|-Ksin^'H-/J,cos^'J (1) 

and 

a„  sin  V 


fin  '      cos  t' 


(2) 


or  from  (2) 


^n  1  .  Pn 

sm  /'  =  -    and  cos  t  = 


^<'-hfin'  ^CC.^-Vf^n' 

ii  id  eliminating  t'  between  equations  (1)  and  (2) 


Again  from  the  law  of  formation  in  the  general  values  of  a  and  /?, 
there  results: 

2         2  2  2  2 

a^^K^c^oT  a^=  K^c^     .      /J^  =  —  1; /ii  =  1.    Hence,  a  i  + /5  j  = 


1+  K,  c, 

And  again; 


a.,  =  K.2  c.y  a^  +  /^i   or  a.,  =  Ko  Cn  a^  -{-  2  Ky  c,  oTi  /3i  -f-  /5i 
/?_,  =  K,  c.y/3,  —  ai    or  /ia  =  KTc]  (5^  —'IK.  c,,  a^  ft^  -f  a^ 

2  2 2/2  2   V  2  2 

Hence,  0:3    + /-^2  ^  KoCy    ia^^  f5^    f  +  oc^    +  /^i 
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or 


aud  so  on,  until  in  general 


^n    +  /^n  =  (1  +  ^i  C,   )    (1  +  K,  C,){1  +  K,C,)       ...     (1  +  K^^c^   ) 

|l  +  A^c,    } 
from  which  finally  there  is  obtained — 

Or 

Pn  =  c„_i  A'^  F^*'     1  +  K^  c„ 
And  writing  now  for  K^  and  F„  their  respective  values: 

0.18 


F„  = 


1 


0.18  c,_N  V     ^.    ^ 


0.18  c„_i 


2 


J.„ 


A  value  depending  simply  uj)on  the  area  of  the  n^'''  lake  and  the 
discharging  capacity  of  its  inlet  and  its  outlet. 

Again,  taking  also  the  case  /  for  the  retardation,  which  will  be 
called  R ;  and  representing  by  t'^  _  i  and  ^'^,  the  time  of  the  maxima 
in  the  7i  —  1  and  the  ?i"*  lake,  respectively,  there  results: 

sin  R^  =  sin  {t'^  —  t\,_^)  =  sin  t'^  cos  t'„_-,  —  cos  t'^  sin  t'^j^ 
and  as  before 

ft.,  (Xy, 


sin  ^„/ 


-^<'  +  (in'        v/  ( 1  _^  ^7^^  ^  J  "  and  cos  t'^  = 

fin  ftn 


'^<'  +  fin     y  [iirrr^T 

Hence, 
sini2^=,  ^^^»-» -  "^"-^  ^»- 

and  as  a„  /3^_,  =  [K^  c„  a,,_,  -f-  /J,,_0  /V, 
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^"^^  'f«-i  ftn  =  (^'„  c„  /i„_,— a„  _i)  a„_., 

therefore, 


.     „  jl  +  A-,./)"- 

Sin  /c..  = 


Fte)" '"• 

From  equatiou  (VI)  it  is  seen  that  in  passing  through  a  given  lake, 

oscillations  of  supply  are  retarded  by  this  period,  which  depends  alone 

upon  the  area  and  the  outlet  of  that  lake;  but  on  comparing  it  with 

equation   (V)   it  is  evident  at  once  that  p^  is  not  a  reduction  of  the 

//' 
same  general  character.     It  gives  the  ratio         "   ,  and  is  a  most  con- 

'^  n— I 

venient  function  for  calculating  the  effects  of  a  given  oscillation  in 

any  lake  upon  all  the  lakes  that  follow  it;  for  at  any  point  IV ^  _  j  x 

2}^  =  h'^/,   but  with  exactly  the  same  oscillation  of  supply  in  the  n''* 

lake,  and,  in  consequence,  the  same  value  of  h',„  p^  may  have  any 

number  of  values,  as  the  oscillation  from  above  which  gives  this  supply 

has  different  outlets. 

Thus,  finally,  there  may  be  considered  the  reduction  effected  by  a 

given  lake  on  the  variations  of  supply;  or  a  reduction  of  the  same 

general  character  as  the  retardation;  and  calling  /^  S\  and  A  Q'n  ^^^ 

maxima  for  the   oscillations  of  sui^ply  and   discharge  respectively  in 

the  n^'*'  lake,  this  absolute  percentage  of  reduction,  which  will  be  called 

A  Q' 
P,  is  given  by  the  ratio  —•  \\ 

A    On 

This  is  easily  determined  from  equation  (F), 
for  li\,c,^  =  A  Q'n  and  k',,_^  c„_^  =  A  S\ 

or  ^^^  =pjL     ^    .^ 


0.18  c„_i 


and  as  p,^  =  -j-^ 

ft  n— 1 


there  results 


J-  -  c'tr 
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0.18  c„_i  0.18  c,^ 

Thus  in  equations  (  VI)  and  (  F//)  may  be  seen  finally,  from  the  area 
and  the  outlet  of  the  lake  itself,  its  whole  effect  upon  any  oscillations 
of  supply.  It  simply  retards  it  by  this  given  time,  and  reduces  it  to 
this  given  percentage. 

Indeed,  these  last  equations  might  have  been  originally  determined 
simply  from  the  consideration  of  the  general  relations  between  an  os- 
cillation of  supply,  a  sin  ^  and  its  corresponding  oscillation  of  level. 

Or  as  before 

0.18 


h  =  a 


A       To. 18  c .        n 


and  again  taking  V  as  the  angle  corresponding  to  the  maximum  7^' 

there  results  from  — —  =  0 
(It 

0.18  c 

0.18  c         „         .     „        ^    ■     „  ^  

cos  /'  =^  sm  r:  and  sm  r  =  

A 
and 


sJ^-C^O 


0.18 


h  sin  V  =  a 


+  (^) 


^_li£(sin  t  sin  V  +  cos  t  cos  t') 


or 

0.18  c  0.18 


A                                            A 0.18  c         .          ^,. 

h  X  =  a  X ,n  iQ  ,,  o  X  r—  cos     /  —  /') 

and  finally 

0.18 


h  =      I  ^=  a  sin  (90^  +  ^  —  /') (  VIH) 


s)  ^  +  C-f-0 


0.18 


Which,   simplv  reduced  bv  the  factor  —  ,    is    alto- 

/0.18  cV' 


4-.»0 
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{pother  a  similar  OHcillation  to  '/  sin  /,  only  whiftod  to  a  now  orij^u  of 
time,  with  a  zero  of  90°  before  the  maximum  /',  or  Z(no  where  /'  — 
\H)o  =  /,  as  the  origin  in  the  original,  n  sin  /,  was  zero  90°  before  its  max- 
imum; and  as  this  is  true  of  any  oscillation  in  any  lake,  it  is  just  as 
applicable  to  the  ii"'  oscillation  as  the  first;  and  the  formulas  for  reduc- 
tion and  retardation  determined  from  it  apply  to  all. 

From  equation  ( VIII)  it  is  very  evident  that  the  maximum  of  level 
is  given  in  all  cases  by  the  equation 


0.18 


4^^C--^y 


a, 


where  a  represents  the  maximum  of  any  supi3ly  oscillation  from  any 
source. 

0.18 

And  writing/for  this  function- 


I  /0.18c\ 

V 1  +  {-r) 


h' 
and  for  a  given  lake  in  a  series/^,  there  results  -— ^  =  a„,  by  which,  from 

Jn 

the  observed  maximum  of  rise  h\^  in  any  case,  the  corresponding  sup- 
ply may  be  at  once  determined;  while,  again,  this  is  easily  carried 
down  through  any  number  of  lakes  by  their  successive  values  of  the 
retardation  and  the  reduction  ratio. 

An  analysis  of  the  mean  oscillations  of  the  Great  Lakes  is  here  given 
to  illustrate  the  application  of  the  above  formulas  to  the  study  of  such 
data. 

In  this  case  the  following  data  are  given  : 


I.  Superior 

II.  Michigan-Huron 

III.  St.  Clair 

IV.  Erie 

V.  Ontario 


A. 

a 

Logf. 

Log  p. 

f. 

31800 

17  000 

6.7505 

174°  30' 

45  600 

26  000 

6.5944 

2.8245 

174°  08' 

495 

26  000 

5,5826 

1.9976 

96°  02' 

10  000 

30  000 

5.1995 

1.6147 

151°  38' 

7  450 

34  000 

5.2711 

1.7482 

140°  36' 

R. 


84  30' 
84*  08' 
6'  02' 
61°  88' 
50*  36' 
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The  means  of  twentv-five  years,  from  1871  to  1895,  for  Superior  are 
as  follows: 


Observed  oscillations. 

Computed  trial  oscillations. 

t 

Ih, 

t 

September. 

+0.47 

+0.47 

September. , . 

174' 
—  30» 

+0.500 

174' 
^  30' 

August 

+0.45 

+0.4^1 

October 

144" 
—  30' 

+0.433 

201' 
+  30° 

July 

+0.37 

+0.29 

November . . . 

114° 
-  30» 

+0.250 

234^ 

+  30' 

June 

+0.16 

^0.01 

December.  . . 

84° 

0.000 

264' 

—0.15 

—0.25 

January 

—  30' 
54° 

-0.250 

-h  30' 

May 

294^* 

—  30' 

+  30' 

April 

—0.45 

—0.40 

February 

24' 

—0.433 

324' 

—0.46 

—0.46 

March 

—  30' 

—  06° 

—0.500 

-  30" 

March 

354" 

By  plotting  and  comparing  this  trial  oscillation  with  the  observed 
one,  it  is  seen  that  the  zero  of  its  (  corresponds  closely  with  the  mean 
March  period,  and  that  its  range  fits  the  whole  series  of  observed 
values  about  as  well  as  possible. 

The  value  of  the  maximum  of  I7i^  is  therefore  taken  as  0.50,  and  the 
oscillation  of  its  supply  is  therefore — 


log 
0.50  =  1.6990 
fi  =  6.7505 


1 


or  IS  =  83  480  sin  t 


=  4.9495 


83  480. 


The  effects  of  this  upon  all  the  lakes  below  is  readily  carried  down 

as  follows: 

Maximum  Effects. 


log. 

It\             =174°  30- 
+  i?,         84=  08' 

Ih\ 

+  log  7^2 

=  1.6990  =  0.500 
2.824.5 

It\            =  258°  38' 

Ih', 

=  2.5235  =  0.033 

+  i?3           6'  02- 

^  log  /)3 

1.9976 

Jf'3  ■          =  2W°  40' 

Ifi': 

=  2.5211  =  o.oas 

+  R^        61°  38. 

-10giJ4 

1.6147 

It\             =  326"  18' 

7;r, 

=  2.1358  =  0.014 

+  i?s         50'  36'                       ; 

—  l0gj^3 

1.7482 

If  3             =  .376'  54 

1 

Ihs 

=  3.8840  =  0.008 

422 
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Afjfjiin,   from  theso  tiiiieH  and  valueH  of  the  inaxiina,  tb«  complete 
osfillatiouH  arc  as  followH: 


Michigan-Huron. 

St.  Clair. 

Erie. 

Ontario. 

t. 

4-0.088 

i. 

265° 
-  80° 

//.,. 

826° 
—  30° 

IK. 

/. 

Ih,. 

259° 
—  30° 

4-0.088 

4-0.014 

377« 
—  30° 

4-0. 008 

229° 
—  80° 

-1-0.029 

285' 
—  30° 

4-0.029 

296' 
-  30" 

4-0.012 

847° 
—  30° 

4-0.007 

199° 
-  30° 

-f-0.017 

205° 
—  30° 

4-0.017 

26<;° 
-  30° 

4-0.007 

317° 
—  30° 

4-0.004 

169° 

—  30° 

139° 

—  30^ 

109^ 

—  30° 

+0.000 
—0.017 

—0.029 

175° 

—  30° 

145° 

—  30° 

115° 

—  30' 

0.000 
—0.017 
—0.029 

236° 

—  30° 

206° 

—  30° 

176° 

—  30° 

0.000 
-0.007 
—0.012 

287° 

-  SO" 

257*' 

-  30° 

227° 

-  30° 

0.000 
-0.004 
—0.007 

79° 

—0.033 

—  85^ 

-0.033 

146° 

—0.014 

197° 

—0.008 

Again,  from  the  monthly  means  of  the  Michigan-Huron  data,  the 
effect  there  of  the  oscillation  from  Superior  is  first  subtracted,  and  the 
result  gives  the  oscillation  of  Michigan-Huron  from  the  supply  of  its 
own  water-shed.  This  is  called  the  local  observed  oscillation,  and  with 
its  corresponding  computed  trial  oscillation  is  given  as  follows: 


Local  observed  oscillation. 


July 

June 

May 

April 

March 

February 
January . 


-f-0.52 

4-0.52 

4-0.49 
-1-0.23 

4-0.46 

4-0.22 

—0.03 

—0.03 

-0.27 

—0.29 

—0.42 

-0.53 

—0.48 

—0.48 

July 

August. . .. 
September 
October... 
November. 
December. 
January . . 


Computed  trial  oscillation. 


t. 

174' 

144° 

114° 

84° 

54° 

24° 

-  06° 


II K 

4-0.520 
4-0.450 
4-0.260 
0.000 
—0.260 
—0.450 
-0.520 


t. 

174° 

204° 

234° 

264° 

294° 

324° 

354° 


Plotting  and  comparing  these  oscillations,  it  is  seen  that  the  max- 
mum  of  0.52  is  best  fitted  to  the  whole  series,  from  which — 
log 


0.52  =  1.7160 
/,      =  6.5944 


or  II  S=  129  470  sin  /. 


a,      =5.1216  =  129  470 

The  zero  of  i,  however,  must  in  this  case  be  put  some  4^  later  than 
the  mid- January  period;  and  to  bring  here  the  computed  values  of  this 
oscillation  and  its  effects  below  to  the  same  time  scale  as  Superior,  56*^ 
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must  in  all  cases  be  subtracted  from  its  values  of  /.  This,  however, 
may  be  done  at  once  on  the  retardations,  and  then  the  Michigan- 
Huron  effects  on  the  Superior  time  scale  are  as  follows : 

Maximum  Effects. 


Michigan-Huron  time. 

II  t\        =  174°  08' 
—   56° 

Superior  time.    II  t\        =  118°  08' 
-t-i?3  6°  02' 

//fa        =  124=  10' 

+  i?^        61°  38' 

II  t\        =185=48' 
+  i?5        50°  36' 

II  f.        =236«24' 


log 

IIh\_  1.7160  rr  0.520 

+  log  P3  1-9^6 
///I'a  =1.7136  =  0.517 

+  log  P4  1.6147 
II  h\  =1.3283  =  0.213 

+  log  Pb  1-7482 
II  h'.^  =  1.0765  =  0.119 


And  as  before : 


Complete  OscLLiiATiONS. 


St.  Clair. 

Erie. 

Ontario. 

t. 

J7/I3. 

t. 

II  h,. 

t. 

11  h^. 

124= 
94° 
64° 
34° 
04° 

—  26= 

—  56» 

+0.517 
+0.448 
+0.259 
0.000 
—0.259 
—0.448 
—0.517 

186= 
156° 
126= 
96° 
66° 
36° 
06° 

+0.213 
+0.184 
-f0.107 
0.000 
—0.107 
—0.184 
—0.213 

236° 

206° 
176° 
146° 
116= 
86° 
56° 

+0.119 
+0.103 
-•1-0.060 
0.000 
—0.060 
—0.103 
—0.119 

In  the  case  of  St.  Clair  there  is  lacking  the  observed  oscillation  to 
start  with,  but  this  may  be  closely  approached  by  assuming,  for  its 
local  supply  a  value  of  ^3  corresponding  to  its  water-shed,  and  sum- 
ming the  effects  of  this  with  the  effects  from  above. 

In  this  case  a^  was  finally  taken  as  most  probably  about  8  000  with 

the  same  period  as  the  Michigan-Huron  supply,  giving  *S'  =  8  000  sin  t, 

where  the  t  is  reckoned  on  the  Michigan-Huron  scale. 

Here  then 

log 

f  8  000     =  3.9031 

I  - 

=  5.5826 


Illh\  =  a,f,    \      h 


L  lllli.  =  1.4857  =  0.306; 
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and  tlio  following  arc  the 

]\[aximum  Effects: 


Michifjau-Huron  time. 

///  f  3        =.    %'  02' 

log 

Suv>erior  time.    Ill  t\        -    40°  02* 

JIJh\ 

=  1.4«57  =  0.306 

+  A\          (ir  38' 

=  log 
IIIh\ 

P4  1 .6147 

///  t\        ^  101°  40' 

r^  1.1004  =  0.126 

+i?5         50»  36- 

+  log 

/>,  1.7482 

lllt\         =  152»  16' 

IIIh\ 

=  2.8486  =  0.070 

And  as  before 


Complete  Oscillations: 


St.  Clair. 

Erie. 

Ontario. 

t. 

Illh^. 

t. 
102" 

Illh^. 

t. 

nih,. 

40° 

+0.306 

+0.126 

152° 

+0.070 

70'> 

+0.265 

132' 

+0.109 

122° 

+0.061 

100" 

-^0.153 

162= 

+0.063 

92° 

+0.035 

130° 

0.000 

192° 

0.000 

62" 

0.000 

160' 

—0.153 

222° 

—0.063 

32° 

—0.035 

190° 

—0.265 

252" 

—0.109 

02" 

—0.061 

220" 

—0.306 

282" 

—0.126 

-28' 

—0.070 

In  this  case  in  the  place  of  the  computed  trial  oscillation,  the 
complete  oscillation  of  St.  Clair  is  taken  to  add  to  the  effects  from 
above. 

For  Erie,  again  subtracting  the  effects  of  the  three  lakes  above 
from  its  mean  levels,  the  following  is  left  for  the  local  observed  oscil- 
lation and  the  computed  oscillation  corresponding  to  it. 


Local  observed  oscillation. 

1         Computed  Trial  Oscillation. 

June 

May 

April 

March  — 
February  . 
January. . . 
December. 

4-0.545 
-1-0.470 
+0.215 
—0.145 
—0.275 
—0.295 
—0.395 

+0.545 
+0.115 
+0.165 
—0.075 
—0.355 
—0.490 
—0.395 

June ! 

July 

Aug:ust 1 

September 
October  . . . 
November . 
December . 

/ 

152 
122 
92 
62 
32 
02 
—28 

IV  h^ 

+0.500 
+0.433 
-H).250 
0.000 
—0.250 
—0.433 
—0.500 

t 
152 

182 
212 
242 

272 
?02 
332 
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And  accepting  this  trial  oscillation,  there  results 
log 

0.50  =  1.6990 


/j   =  5.1995 


or  TVS  ='M  580  sin  /. 


a^   =  4.4995  =  31  580 

While  plotting  and  comparing  it  is  seen  that  the  zero  of  t  is  some 
6^  earlier  than  the  mid-January  period,  or  in  this  case  66^  must 
be  subtracted  from  all  values  of  /,  to  reduce  them  to  the  Superior 
time  scale. 

Hence: 


Maximum  effects. 

Complete  oscillation, 
Ontario. 

Erie  time. 

IV  f. 

=  151=  38' 
66°  00- 

log 

t 
136 

106 

IVh^ 
4-0.280 

+0.243 

Superior 
time. 

IV  f. 

=    85'  38' 

IV  h\        =1.6990::^ 

0.500 

76 

-1-0.140 

fi?5 

50°  36- 

+log  p.,  1.7482 

46 

0.000 

IV  t\ 

=  136°  14° 

IV  h\        =1.4472  = 

0.280 

16 

—  14 

—  44 

—0.140 
—0.243 
—0.280 

Again,  for  Ontario,  we  have: 


Local  Observed  Oscillation. 

Computed  Trial  Oscillation. 

May 

April ..... 

March 

February  . 
January. . . 
December. 
November. 

-1-0.665 
+0.555 
-1-0.130 
—0.135 
—0.275 
—0.530 
—0.665 

-1-0.665 
-1-0.640 
-H).365 
-t-0.075 
-0.300 
—0.575 
—0.665 

May 

June 

July 

August.... 
September 

October 

November. 

t 

136 

106 

76 

46 

16 

—14 

—44 

Vh- 
-1-0.665 
+0.576 
+0.333 
0.000 
-0.3.33 
—0.576 
—0.665 

f 

136 
166 
196 
226 
256 
286 
316 

From  which 


loo: 


1 


0.665  =  1.8228 
A     =572711 


)-  ox  V  S='6r>  620  sin  /. 

I 

r/5     =  4.5517  =  35  620    J 
While  plotting  and  comparing  it  is  seen  that  the  zero  of  its  t  falls 
14-  earlier  than  the  mid-Januarv  period,  or  subtracting  74°  from  the 
t  of  its  trial  oscillation  brings  it  also  upon  the  Superior  time  scale. 
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lu  Koiug  (lowu  the  (rhaio  of  lakeH,  out  of  tlume  different  elementH  of 
tlu'ir  oHcillutiouH  any  ileHired  combiuatiou  can  b*;  readily  made  up  by 
scaling  coincident  values  of  //  and  taking  their  algeV)rai(5  HumH.  Of 
thoHe  the  leading  combinations  have  been  made  up  and  shown  with 
the  observed  variation  of  the  mean  lev(ds  on  Fig.  4  ;  and,  indeed, 
it  is  mainly  in  their  grajdiic  representation  that  this  series  of  move- 
ments is  best  followed.  However,  the  i)uri)ose  of  this  study  has  been 
simply  the  analysis  of  these  movements,  and  with  the  equations  and  the 
illustrations  that  have  here  been  given,  it  is  thought  that  there  are  few 
(juestions  that  may  arise  in  regard  to  variations  of  supply  and  their 
effects  through  any  chain  of  lakes  or  reservoirs  that  may  not  be  readily 
calculated. 

In  contrast  with  these  relations  in  the  lake  levels  it  may  be  inter- 
esting to  note  briefly  the  character  of  similar  relations  in  the  Missis- 
sippi River.  There,  of  course,  the  mathematical  basis  is  wanting. 
Between  the  lakes,  it  matters  not  what  energy  ma}^  be  stored  in  the 
flow,  it  is  wholly  absorbed  through  agitation  in  the  inert  mass  below. 
Thus  the  sheer  fall  of  the  Niagara  River  makes  not  the  slightest  differ- 
ence in  the  relation  of  supply  to  discharge,  or  the  rise  of  one  lake  to 
the  other  ;  but  it  would  certainly  be  a  bold  assumption  to  start  with, 
to  hold  that  essentially  the  same  thing  was  true  for  the  river  ;  and  even 
if  that  were  the  case,  it  is  known  that  the  linear  variation  of  ^  to  h  is 
not  correct  through  the  great  range  of  its  flood  oscillations. 

While,  therefore,  we  cannot  here  calculate  between  two  points 
what  should  be  the  retardation  i?,  the  reduction  P,  or  the  ratio  of 
rise  p,  there  are  at  some  twenty  or  more  locations  along  the  Lower 
Mississippi  twenty-five  to  forty  years  of  daily  gauge-readings  from 
which  to  determine  what  they  are  ;  and  as  all  these  data  have  been 
worked  over,  again  and  again,  along  just  these  lines,  its  positive  show- 
ings at  least  merit  a  comparison  with  the  above  theoretic  deductions. 

They  may  be  stated  as  follows:  First,  for  the  ratio  of  reduction  P, 
as  might  be  expected,  it  is  practically  unity.  If  there  is  any  general 
decrease  in  the  magnitude  of  the  discharge  as  the  flood-wave  passes 
down,  it  is  altogether  beyond  the  range  of  observation.  However,  p, 
the  ratio  of  rise  or  fall,  has  in  general  a  marked  difference  in  value 
between  different  gauges.  It  is  a  well-determined  constant  for  each 
reach  of  the  river  ;  and  while  in  the  course  of  a  number  of  ye{,rs  it  may 
change  to  some  extent  with  a  change  of  regimen,  in  the  lower  Missis- 
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sippi  it  is  remarkably  stable.  Finally,  R,  the  retardation,  is  also  there 
a  constant  of  the  reach.  Its  value  is  very  different  from  gauge  to 
gauge,  and  dift'ers  greatly  per  mile  in  different  parts  of  the  river,  but 
once  determined  for  a  given  reach  it  seems  to  be  practically  the  same 
there  for  all  floods  and  for  all  time.  It  is,  however,  measured  in  days 
and  hours,  where  the  retardation  of  the  lakes  is  measured  in  months 
and  years;  and,  unlike  the  retardation,  which  is  a  traction  of  the  cycle, 
the  retardation  in  the  river  is  the  same  absolute  time,  whether  the 
flood- wave  is  long  or  short. 

From  these  relations  of  the  river  it  might  be  inferred  that  we  are 
dealing  with  something  like  a  limiting  case  of  a  chain  of  lakes,  as,  in- 
deed, it  is  well  known  that  we  are.  Were  the  Mississippi  to  run  down 
to  a  zero  of  discharge,  that  would  be  exactly  what  it  would  show,  only 
here  their  areas,  some  5  to  15  miles  long,  and  from  a  half  to  a  mile 
wide,  are  almost  lost  sight  of,  in  comparison  with  the  great  discharge 
capacity  that  exists  between  them.  In  general,  also,  it  is  a  fact  that 
at  the  highest  stages  the  greatest  velocities  are  found  in  the  locations 
of  the  lakes  themselves  ;  and  with  their  functions  thus  reversed,  they 
may  be  much  more  nearly  taken  to  represent  the  points  of  outlets. 
It  is  not,  however,  a  part  of  this  study  to  consider  theories  of  flow  : 
and  it  is  enough  here  to  note  that,  as  the  character  of  flow  through 
a  chain  of  lakes  corresponds  to  observed  facts  in  the  river,  it  furnishes 
the  basis  of  a  radical  departure  from  the  whole  series  of  assumptions 
upon  which  hydraulic  formulas  have  heretofore  rested. 
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D  I  SCUSSION. 

Ml.  WisiHM.  (Jeorok  Y.  Wisneu,  M.  Am.  So(\  C.  E. — Tlio  mem})ers  of  tin-  Scxit^ty 
wlio  arc  iiitereRted  in  t}i(>  hyilranlicH  of  tlic  waterways  of  tlu;  Great 
Lakes  are  certainly  (leei>ly  iu(lc})tc(l  to  the  authors  for  their  very  ela>)- 
orate  analysis  of  the  theoretical  effect  of  storaj^e  on  flow  of  water  in 
rivers. 

In  order  that  the  old  adaj^e  that  "figures  cannot  lie"  may  bold 
tru(^  in  iill  (!ases,  it  is  necessary  that  the  premises  and  the  data  from 
which  the  formulas  are  deduced  be  strictly  true,  otherwise  the  prac- 
tical application  of  such  formulas  may  lead  to  the  absurd  result  that 
actual  existing  conditions  are  impossibilities. 

On  page  402  it  is  stated  that  the  supply  to  any  given  lake  from 
inflow,  drainage,  precipitation  and  evaporation  will  vary  as  the  sine 
of  an  arc  on  a  circle  whose  whole  circumference  represents  one  year; 
that  "the  discharge  from  the  lake  is,  of  course,  determined  at  any 
time  solely  by  the  value  of  h,  or  the  level  of  its  outlet  at  that  time  "; 
and  that  "it  is  sufficient  to  take  Q  as  made  up  of  a  constant  element 
^1,  the  value  of  discharge  at  an  assumed  level,  and  a  variable  element 
c  h,  where  Ji.  gives  the  surface  at  any  time  above  or  below  this  arbitrary 
level,  and  c  is  the  average  change  in  discharge  there  per  foot  of  rise  or 
fall." 

These  assumptions  come  about  as  near  representing  the  actual 
conditions  on  the  lake  waterways  for  any  given  year  as  a  composite 
photograph  of  a  hundred  persons  would  represent  the  individual  char- 
acteristics of  any  one  of  the  sitters. 

The  formulas  based  on  these  assumptions  have  been  derived  by  the 
use  of  the  integral  calculus,  which  j^resupposes  that  the  supply,  the 
discharge  through  the  outlets,  and  the  oscillations  of  the  lake  sur- 
faces are  regular  variables;  while  in  fact  they  are  well  known  to  be  so 
irregular  that  it  is  imjjossible  to  predict  their  variations  one  month  in 
advance.  From  these  deduced  formulas  it  is  shown  (see  page  363)  that 
the  ratio  of  the  maximum  supply  to  the  maximum  discharge  is  inde- 
pendent of  supply.  This  conclusion  alone  is  sufficient  to  indicate 
that  the  results  derived  theoretically  do  not  conform  with  the  facts. 

The  supply  is  made  up  of  the  algebraic  sum  of  the  inflow  from 
other  lakes,  the  run-off  from  the  water-shed,  the  precipitation  on  the 
lake,  and  the  evaporation  from  the  surface  of  the  lake.  The  first  three 
of  these  elements  are  positive  and  the  last  negative,  and  as  a  general 
rule  it  may  be  stated  that  years  of  maximum  precipita^.ion  and  inflow 
are  years  of  minimum  evaporation,  and  t'ice  versa.  An  examina:ion  of 
the  tables  of  water  levels  of  Lakes  Michigan  and  Huron  for  the  '])a«3t  35 
years,  shows  that  the  fluctuations  of  the  levels,  due  to  variatir.a  in  tiie 
supply  and  discharge,  at  times  amount  to  as  much  as  8  ins.  per  KQontli 
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in  depth  over  the  whole  lake,  corresponding  for  a  rising  stage  to  a  Mr  Wisner 
positive  supply  of  about  500  000  cu.  ft.  per  second,  and  for  a  falling 
stage  to  a  negative  supply  of  about  200  000  cu.  ft.  per  second,  making 
the  total  variation  in  the  supply  700  000  cu.  ft.  per  second.  The  area 
of  Lakes  Michigan  and  Huron  varies  but  little  for  different  stages, 
and,  therefore,  whatever  theoretical  change  takes  place  in  the  ratio  of 
maximum  supply  to  maximum  discharge  for  different  seasons  or  stages 
depends  on  the  value  (c)  of  the  increment  of  change  in  discharge  for 
1  ft.  change  in  stage — a  quantity  which  has  been  assumed  by  the 
authors  to  be  a  constant,  or,  in  other  words,  the  ratio  would  be  nearly 
constant,  which  the  tables  of  water  levels  show  is  not  the  case. 

The  fundamental  equation,  Q  z=f{]i),  in  which/ (//)  always  increases 
and  diminishes  with  li,  is  all  right  for  reservoirs  under  certain  con- 
ditions, but,  unfortunately,  these  conditions  do  not  now  exist  at  the 
outlet  of  Lake  Huron.  In  fact,  the  conditions  the  authors  have  as- 
sumed to  exist  are  the  very  ones  that  the  advocates  of  lake  regulation 
are  desirous  of  jjroducing. 

The  St.  Clair  and  Detroit  Rivers,  being  simply  connecting  links 
between  Lakes  Huron  and  Erie,  their  surfaces  fluctuate  with  the  levels 
of  the  two  lakes  and  with  a  slope  depending  upon  the  respective  levels 
of  each,  and  since  the  fluctuation  of  Lake  Erie  exceeds  that  of  Lake 
Huron,  the  slope  of  the  rivers  is  generally  greater  at  the  low  stages  of 
the  lakes  than  at  the  high  stages.  A  large  percentage  of  the  fall  from 
Lake  Huron  to  Lake  St.  Clair  (about  5.4  ft.  for  mean  stage)  is  at  the 
outlet  of  Lake  Huron  (which  at  the  gorge  is  only  750  ft.  wide), 
and  any  change  in  this  fall,  due  to  unequal  changes  of  levels  of  the  re- 
spective lakes,  produces  very  decided  changes  in  the  slope  of  the  rapids 
at  the  outlet  of  Lake  Huron,  and  a  corresponding  change  in  the  vol- 
ume of  the  discharge.  The  volume  of  discharge,  therefore,  not  only 
depends  on  the  stage  at  the  outlet,  but  also  on  the  relative  eleva- 
tion of  the  water  surface  of  Lake  St.  Clair;  but  as  the  water  surface 
of  the  latter  follows  the  level  of  Lake  Erie  very  closely,  the  discharge 
of  Lake  Huron  will  depend  on  the  stage  of  that  lake,  and  also  on  that 
of  Lake  Erie.  If  the  level  of  Lake  Erie  be  so  regulated  that  the  oscil- 
lations, aside  from  those  due  to  ^dnds,  be  reduced  to  a  few  inches, 
the  area  of  the  cross-section  of  the  outlet  of  Lake  Huron  and  the  slope 
of  the  river  through  the  gorge  would  depend  upon  the  stage  of  water 
at  the  outlet,  and  the  fundamental  formula  used  by  the  authors  would 
then  be  applicable.  It  needs  no  mathematical  demonstration  to  es- 
tablish the  fact  that  storage  is  absolutely  essential  to  any  system  of 
improvement  of  the  lake  waterways  based  on  the  regulation  of  lake 
levels.  The  studies  which  are  now  being  made  of  this  subject  con- 
template only  such  changes  in  the  flow  through  the  lake  outlets  as 
will  produce  the  maximum  benefit  to  commerce,  by  controlling  the 
discharge  at  Buff"alo  sufficiently  to  maintain  a  nearly  constant  level  for 
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Mr.  WisiuT.  thf  lako,  aiul  at  \ho  saiuo  time  rcndcriug  the  Htorage  in  LakcR  Michi- 
'^nn  and  Huron  more  cffoctivo,  l)y  making  the  diHcliar^^c*  from  Lake 
Huron  depend  on  the  staj^e  of  water  in  those  lakes.  The  slope  of  the 
St.  Clair,  under  i)re8ent  eonditions,  is  greatest  during  the  low-water 
season  of  the  winter,  but,  with  Lake  Erie  regulated,  it  would  be  a 
niininiuni  in  the  winter,  thus  giving  a  maximum  eflfect  to  the  storage 
capacity  of  Lakes  Michigan  and  Huron. 

The  area  of  the  lake  reservoir  system  above  Lake  Erie  is  such  that, 
for  an  average  season,  the  inflow  through  the  Detroit  River  would 
raise  the  level  of  Lake  Erie  22  ft.  if  not  discharged,  and  the  changes 
in  the  flow,  which  will  be  produced  by  regulation,  will  be  so  small, 
compared  with  those  due  to  variation  of  precipitation  and  evai)oration, 
that  no  injurious  results  can  possibly  arise. 

It  is  stated  that  "  The  balance  of  forces  which  Nature  has  here 
produced  in  the  course  of  long  ages  is  one  of  the  most  marvelous 
features  of  these  lakes;  and  a  careful  contemplation  of  it  cannot  fail 
to  convince  one  that  an  almost  perfect  compromise  has  been  reached 
between  the  conflicting  oscillations  of  lake  level  and  outlet  discharge. 
It  is  difficult  to  see  how  either  could  be  brought  nearer  to  absolute 
uniformity  without  a  resulting  dei)arture  in  the  other  which  would 
more  than  offset  the  gain." 

The  same,  with  equal  fairness,  may  be  said  of  the  tidal  forces, 
which  in  a  long  series  of  years  have  produced  certain  depths  on  the 
sand  bars  which  obstruct  the  entrances  of  ocean  harbors ;  yet 
where  would  the  commerce  of  this  country »be  to-day  if  these  forces, 
under  the  guiding  skill  of  the  engineer,  had  not  been  so  modified  that 
they  have  produced  and  maintained  channels  of  more  than  double 
the  natiiral  depths  ?  If  it  is  true  that  beneficial  results  cannot  be 
produced  by  modifying  the  action  of  the  forces  of  Nature,  the  writer 
sees  no  reason  why  the  maritime  and  river  and  harbor  engineers 
should  not  retire  from  business. 

The  author  of  the  first  paii;  of  the  paper  advocates  placing  regulat- 
ing works  directly  in  the  outlets  of  lakes,  such  that  the  piers  would 
contract  the  cross-section  sufficiently  to  raise  the  lake  level,  and,  by 
means  of  needle  dams,  control  the  oscillation  of  the  lakes. 

It  is  certainly  a  fact  that,  if  the  gorge  of  the  outlet  be  diminished 
in  width,  the  mean  level  of  the  lake  will  be  raised,  and  it  is  equally 
true  that  such  contraction  will  increase  the  fluctuations  of  the  lake 
level  and  thereby  augment  the  evil  which  it  is  wished  to  correct,  and 
at  the  same  time  cause  great  damage  to  the  existing  structures  of  the 
lake  harbors. 

If  the  regulating  works  should  be  placed  at  the  foot  ei  the  lake, 
above  the  outlet,  the  water  in  the  gorge  below  would  rise  and  fall 
with  the  change  in  the  discharge  over  the  fixed  dam,  or  ihrough  the 
regulating  dam — either  of  which  would  accomplish  the  purpose— and 
thereby  carry  off  the  surplus  water  at  the  time  that  the  lake  in  its 
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natural  condition    would    rise,  and    restrict    the    outflow    during   the  Mr.  Wisner. 
remainder  of  the  season,  when,  under  the  present  conditions,  the  dis- 
charge through  the  outlet  is  greater  than  the  supply. 

It  is  stated  that  "The  only  way  the  effects  of  diversions  can  he 
counteracted  is  to  contract  the  outlets,  so  that  the  flow  through  them 
at  the  normal  mean  level  shall  be  diminished  by  an  amount  etjual 
to  the  diversion." 

The  result  of  such  a  remedy  would  be  worse  than  the  evil  it  is 
intended  to  correct.  It  is  a  well-known  fact  that  vessels  on  the  lakes 
are  constructed  with  reference  to  maximum  navigable  depth  in  the 
lake  channels,  and  any  improvement  tending  to  increase  the  fluctua- 
tions in  these  depths  would  be  very  injurious  to  the  lake  commerce. 

The  depth,  which  may  be  obtained  and  maintained  through  our 
lake  waterways  and  thence  to  the  sea-board,  is  not  nearly  of  so  much 
importance  as  that  it  shall  be  made  nearly  constant  for  the  season  of 
navigation  through  the  channels  from  Lake  Huron  to  Bufifalo. 

This  cannot  be  done  by  any  contracting  works  in  the  outlets  of  the 
lakes,  but  it  can  be  accomplished  by  regulating  works  at  the  foot  of 
Lake  Erie,  leaving  the  outlet  unobstructed  to  take  care  of  the  maxi- 
mum discharge,  which  would  be  approximately  the  same  as  under 
natural  conditions.  With  the  level  of  Lake  Erie  regulated,  the  dis- 
charge at  the  outlet  of  Lake  Huron  would  xarj  with  the  stage  of 
water  in  the  lake,  and,  if  it  should  then  be  found  that  the  storage 
capacity  of  Lakes  Michigan  and  Huron  was  in  excess  of  what  was 
needed,  the  fluctuations  of  those  lakes  could  be  reduced  by  enlarging 
the  cross-section  of  the  gorge  at  the  head  of  the  St.  Clair  River. 

In  the  improvements,  by  dredging,  which  have  heretofore  been 
made  in  the  St.  Mary's,  St.  Clair  and  Detroit  rivers,  the  material 
excavated  has  been  carefully  deposited  in  the  streams  adjacent  to  the 
cuts,  for  the  purpose  of  maintaining  the  normal  cross-sections  as 
established  by  Nature,  and  it  has  been  shown,  theoretically,  by  several 
very  elaborate  rei)orts,  that  these  improvements  could  to  no  appreci- 
able extent  lower  the  slopes  of  these  waterways;  yet,  in  spite  of  these 
theoretical  impossibilities,  the  water  level  below  the  locks  at  Sault 
Ste.  Marie  is  about  half  a  foot  less  than  for  the  same  stage  in  Lake 
Huron  before  the  improvements  were  made,  and  the  slope  from 
Lake  Huron  to  Lake  Erie,  for  an  average  stage  of  the  two  lakes,  is 
about  7  ins.  less  than  it  was  previous  to  the  deepening  of  these 
waterways. 

H.  W.  Beinckekhoff,  M.  Am.  Soc.  C.  E. — It  seems  possible  that  Mr.  Brincker- 
some  of  those  calculations  of  lake  discharge  might  have  to  be  labeled 
as  Mr.  Dann,  late  weather  prognosticator  of  the  first  district,  used  to 
mark  his  prophecies — -"Subject  to  revision  by  the  east  wind."  Of 
course  the  eflfect  of  the  wind  on  lake  discharge  would  be  temporary 
and   perhaps   slight;  but  the  speaker  remembers  hearing  an  eye  wit- 
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Mr  Urinrkor   iiosH  Htjitc  tliiit  tlio  flow  of  t\w.  Niuf^ara   llivcr  wjiH,  in  the  early  part   of 
''"'  tlio  ceutury,  ouco  completely  checked,  so  that  for  a  few  hourH  it  waH 

poHsible  to  walk  acroHH  the  bed  of  the  river  above  the  Falls.  This  was 
caused  by  the  wind,  but  not  because  the  wind  blew  up  the  river.  Lake 
Krie  is  the  shallow(;st  of  all  the  Great  Lakes,  and,  therc^fore,  more 
easily  attected  by  the  wind,  which  <iaus(^s  at  liuffalo,  and  pn^sumably 
also  at  th(>  other  end  of  the  lake,  quite  extensive  wind  tides.  On  this 
particular  occasion  it  is  probable  that  the  water  in  the  lake  was  un- 
usually low,  but,  in  addition  to  that,  the  wind,  for  some  time  blowing 
strongly  from  the  upper  end  of  the  lake  toward  the  lower,  forced  out 
through  the  Niagara  River  all  the  water  that  it  could,  and  then  turned 
around  and  blew  the  other  way,  and  lowered  the  remaining  water  so 
much  at  the  eastern  end  of  the  lake  that  it  was  below  the  level  of  the 
bar  or  shoal  at  the  head  of  the  Niagara  River,  thus  stopping  its  flow 
for  the  time. 
Mr.  Johnson.  J.  B.  JoHNSON,  M.  Am.  Soc.  C.  E. — The  regulation  or  control  of 
the  level  of  the  Great  Lakes,  while  apparently  a  small  matter — and 
many,  perhaps,  have  jumped  to  the  conclusion  that  it  is  very  simple 
— is  really  a  serious  and  difficult  problem,  and  should  be  approached 
with  extreme  care,  and  only  after  a  long  series  of  physical  investiga- 
tions. The  speaker  believes  that  such  investigations  are  now  being 
undertaken  by  the  officers  who  are  in  charge  of  the  survey  of  the 
lakes,  and  that  a  number  of  years  will  be  given  to  the  study  of  this 
subject.  Active  work  has  already  begun,  tending  to  develop  all  the 
facts  that  would  seem  to  be  material.  This  paper  lays  out  the  ground 
on  which  will  have  to  be  based  all  future  studies  for  the  improve- 
ment of  the  lakes,  their  harbors  and  their  connecting  channels,  and 
is  a  valuable  contribution  to  professional  literature. 

On  the  Michigan  Peninsula  and  around  the  shores  of  Lakes  Michi- 
gan and  Huron  on  the  south,  the  ground  is  so  extremely  sandy  that 
the  underground  flow  must  be  very  large,  so  that  these  lakes  receive 
a  great  quantity  of  water  which  could  never  be  ascertained  by  the 
ordinarv  method  of  observing  run-off  by  gauging  streams. 


.f 
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CORRESPONDENCE. 


Thomas  P.  Roberts,  Esq. — Captain  Chittenden,  on  page  '6'j\),  says:  Mr.  Roij.-its. 

"  It  may  be  accepted  as  a  preliminary  condition,  to  \ybicli  there 
can  be  no  qualification,  that  any  alteration  of  natural  conditions  in 
the  Great  Lakes,  ^yhich  shall  result  in  a  material  diminution  of  i\ovi 
in  the  outlets  during  any  portion  of  the  nayigation  season,  cannot  be 
considered  for  a  moment." 

This  bold  sentence  appears  as  a  syllabus  in  the  opening  of  the  sub- 
ject, and  is  well  calculated  to  dra^v  attention  and  excite  discussion, 
for  not  all  of  his  readers  ^vill  agree  with  its  sweeping  conclusions. 

It    may  be   admitted  that   no  diminution   in  the   flow  of  the  St. 
Mary's,  and  possibly  in  the  Detroit  River,  is  to  be  permitted  during 
the  season  of  navigation,  /.  e. ,  reducing  their  flow  below  their  mean 
discharge,  but  the  remark  is  not  so  fully  applicable  to  the  Niagara, 
which  is  not  navigable,  unless,  indeed,  it  be  shown  that  no  contracting 
works  to  compensate  for  the  diminished  supply  to  Lake  Ontario  can 
be  tolerated  on  the  St.  Lawrence.     May  it  not  be  possible,  even  with 
the  discharge  of  the  St.  Lawrence  somewhat  diminished,  with  train- 
ing works  to  maintain  its  navigation   unimpaired  ?     Theoretically,  at 
least,  it  does  not  appear  to  the  writer  to  be  practicable  to  maintain 
the  levels  of  the  Great  Lakes  at  or  above  their  mean  levels  without, 
during  seasons  of  protracted  drought,  somewhat  trenching  upon  the 
discharge  of  the  outlets,  yet  he  fancies  this  trenching  will  not  actually 
amount  to  reducing  their  discharge  to  less  than  their  extreme  normal 
minimum   flow.     Their   least   discharge   with  dams    should  be  more 
than  their  existing  minimum,  because  the  dams,  by  increasing  the 
areas  and  capacities  of  the  lakes,  under  Captain  Chittenden's  Fun- 
damental Proposition  I,  will  give  to  their   outlets  a  more   uniform 
discharge  than   they  would  have   without  them.     However,  as  "  Ave 
must  not  trust  too  far  to  keeping  our  pennies  while  buying  our  j^ies," 
at  the  same  time  let  us  not  be  alarmed  too  much  concerning  the  out- 
lets.    If  some  of  their  water  siipply  should  happen  to  be  shut  oft, 
it  is  within  the  range  of  art  to  compensate  for  such  mischief. 

The  writer  finds  himself  mentally  noting  "correct,"  "correct,'* 
to  paragraph  after  paragraph  of  Captain  Chittenden's  propositions 
and  arguments,  though  all  the  time  instinctively  feeling  that  to  agree 
to  all  of  them  will  leave  the  advocates  of  dams  with  not  a  leg  to  stand 
on,  and  to  almost  force  the  conclusion  that  nothing  whatever  can  be 
done  for  the  improvement  of  the  Great  Lakes.  Captain  Chittenden 
and  Mr.  Seddon  deserve  thanks,  if  for  nothing  else,  in  having  demon- 
strated that  great  carefulness  is  to  be  exercised,  and  that  only  con- 
servative ideas  of  lake  improvement  are  likely  to  be  ever  realized. 
Referring  to  one  of  the  deductions  from  Proposition  III,  relating 
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*ii  KoiMMts.  to  tlu'  Muj^fj^cstiou  of  Htoring  water  in  Tijikc  Micliigaii  to  make  np  the 
amomit  diverted  i'or  the  projxJHiHl  inaintouauce  of  tlu;  Chicaf^o  drain- 
ago  canal,  Cai)tain  ('hittcnden  savH,  page  IJ81: 

"  The  storage  of  water  in  Lake  Superior  nuiKt  eoninion(!e  by  cut- 
ting oft' the  outflow.  When  the  storcul  watcsr  is  run  out,  tlie  total  in- 
crease of  flow  over  the  normal  condition  will  only  be  ecjual  to  the  pre- 
vious decrease.  In  other  words,  the  total  su])i)ly  to  the  lakes  below, 
upon  which  tlieir  mean  level  dei)ends,  cannot  l)e  altered  a  particle  by 
storage.'' 

Certainly  the  total  supply  to  the  lower  lakes  will  not  be  altered  a 
l)article,  but  this  is  far  from  i)roving  that  the  regulation  of  the  supply 
from  Lake  Superior  will  not  prove  of  benefit  to  Lakes  Huron  and 
Michigan.  It  may  be  found  practicable  to  so  gradually  store  water 
in  Lake  Superior  as  not  to,  while  so  doing,  diminish  the  twin  level 
lakes  below  a  desirable  least  level.  However,  the  amount  of  damage 
which  is  likely  to  result  by  reason  of  overflow  along  the  shores  of 
Lake  Michigan  should  be  known  before  seriously  discussing  the 
utility  of  that  great  lake  as  an  impounding  reservoir. 

In  the  case  of  the  improvement  of  a  river  by  means  of  permanent 
dams,  the  engineer  expects  to  increase  its  mean  level,  but  at  the  same 
time  reduce  the  range  between  its  high  and  low  stage.  The  only  thing 
calling  for  much  concern  is  the  effect  of  his  dams  in  increasing  the 
height  of  the  maximum  rises.  It  cannot  be  said  that  dams  at  the  out- 
lets of  the  Great  Lakes  would  be  analogous  to  dams  on  an  average 
river,  for  very  likely  fixed  structures  in  the  outlets  of  the  lakes  would 
disastrously  affect  the  maximum  levels  of  the  lakes  above  them,  but 
with  a  system  of  movable  dams  under  proper  management,  the  writer 
contends  that  the  records  of  the  fluctuations  of  the  lakes  during  the 
past  quarter  of  a  century  do  not  afford  ground  for  alarm. 

Referring  to  the  profile  of  the  lake  oscillations,  Plate  XXXVI,  on 
Lake  Superior  is  found  a  conspicuous  apex  during  the  summer  of 
1876,  so  marked  indeed  that  it  becomes  a  matter  of  practical  import- 
ance to  know  what  damages  would  result  from  considering  it  an  eleva- 
tion which  might  hereafter  be  approximated,  at  least  .lomewhat  more 
frequently  than  in  the  past,  if  a  dam  were  constructed  on  the  St. 
Mary's  Eiver.  The  profile  indicates,  however,  that  for  three  years 
preceding  1876,  the  lowest  levels  of  Lake  Superior  were  above  the 
mean  level,  so  that  the  probabilities  are  that  if  an  f  .djustable  dam  had 
been  in  existence  during  those  years  it  would  h'juve  remained  down, 
and  consequently  the  rise  of  1876  would  not  h^ve  been  augmented 
by  its  existence.  If,  in  the  fall  of  1876,  the  dam  had  been  raised,  it 
could  have  held  surplus  water  until  1879  or  1880,  which  (without  a 
dam  on  the  St.  Clair  River),  would  have  assisted  in  maintaining  Lakes 
Michigan  and  Huron.  However,  it  is  to  be  granted  that  when  such 
large  profile  areas  of  depression  as  existed  in  the  lower  lakes  between 
1890  and  1898  are  considered,   it  becomes  manifest  that  something 
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more  than  storage  water  from  Lake  Superior  is  demanded  to  meet  the  Mr.  Roberts, 
requirements  of  navigation. 

For  Lake  Erie  there  appears  to  have  been  no  urgent  necessity  for 
increased  depth  from  1875  to  1891,  a  period  of  16  years.  Let  it  be  sup- 
posed that  an  adjustable  dam  had  existed  in  the  Niagara  River  during 
these  years.  It  would  probably  have  been  lowered  in  1882,  when  the 
indications  were  that  the  lake  would  not  decline  to  mean  level.  It 
would  have  been  partially  raised  in  the  beginning  of  1889;  lowered 
one  year  later  early  in  the  season,  possibly  without  materially  increas- 
ing the  summer  rise  of  1890;  again  raised  in  the  fall  of  1890,  and  kept 
either  altogether  or  partly  raised,  to  the  present  season.  This  would 
have  made  only  four  maneuvers  of  the  dam  necessary  in  sixteen  years' 
time,  the  last  maneuver  holding  Lake  Erie  at,  or  somewhat  above, 
its  mean  level  for  seven  years,  during  which  time  it  is  difficult  to  see 
how  the  discharge  of  the  Niagara  River  would  have  materially  varied 
from  its  discharge  during  those  years,  with  no  dam  supposed  to  be  in 
existence.  The  summer  rises  on  Lake  Erie  would  have  been  several 
tenths  higher  with  a  dam  than  without  one,  but  the  range  between 
high  and  low  on  the  lake  would,  with  the  dam,  have  been  greatly 
lessened,  and  a  lessened  range  on  the  lake  implies  a  more  equable 
discharge  in  its  outlet.  Nor  does  the  study  of  the  jDrofile  of  oscilla- 
tions indicate  that  with  adjustable  dams  at  the  outlets  of  any  of  the 
lakes,  excepting  possibly  Ontario,  arranged  to  be  lowered  invariably 
upon  the  advent  of  rises  above  mean  lake  level,  would  have  added  to 
their  maximum  rise,  for  the  reason  that  in  no  year  preceding  a  decided 
maximum  on  the  lakes  above  Ontario  is  found,  during  the  navigation 
season,  a  level  below  the  mean,  calling  for  their  raising;  consequently, 
the  dams  would  have  been  down  many  months  before  the  maxi- 
mum floods  neared  the  danger  line.  The  year  1890  is  an  apparent  ex- 
ception to  this  rule,  for  Lake  Erie,  when  a  winter  low  water  of  about 
1  ft.  below  mean  level  was  followed  six  months  later  with  a  rise  of 
Ih  ft.  above  mean  level. 

Whatever  importance  Captain  Chittenden  may  attach  to  his  own 
deductions  from  the  j^ropositions  laid  down  by  himself,  it  is  gratify- 
ing (see  page  383),  if  dams  must  be  had,  to  find  him  endorsing  a  series 
of  needle  dams  between  piers  extending  across  the  Niagara,  in  prefer- 
ence to  a  fixed  wier.  The  writer  entertains  the  same  preference  for  an 
adjustable  structure  at  that  point,  and,  in  January,  1896,  in  a  com- 
munication to  Senator  Brice,  which  was  published,  along  with  com- 
munications from  others,  in  a  rei3ort,  without  a  document  number,  of 
a  committee  to  the  Senate,  suggested  pontoons  between  j^iers, 

The  writer  never  entertained  the  idea  that  the  lakes  could  be 
maintained  at  a  substantially  uniform  level,  but  believes  it  to  be 
practicable  to  confine  their  range  between  their  present  mean  and  high- 
water    levels.     The   phenomena   on   the   lakes  which  will  follow  the 
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Mr.  K«>beits.  coiiHtruction  of  controlling  works  wliicli  would  affect  this  result  may 
iudeod  ])r(>s('nt  novel  iiH])<'('tH  res))onHiv(i  to  the  rnles  laid  down  in 
the  ])aper,  but  not  attended  with  consequeneeH,  in  all  probability,  aH 
alarniinfj:  as  might  be  inferred  hj  Home  who  will  grant  the  correctness 
of  the  propositions  advanced  by  its  authors. 

Mr  Huf(»M.  (teor(»e  W.  Raftek,  M,  Am.  Soc.  C.  K. — The  general  ([ui^stiou 
of  the  effect  of  reservoirs  as  moderators  of  flood  flows,  and  the  use 
which  can  be  made  of  their  water  registers  to  determine  the  yield  of 
the  tributary  drainage  areas,  has  been,  so  far  as  known  to  the  writer, 
more  thoroughly  discussed  in  tliis  i)ai)er  than  in  any  other  place. 
The  authors  deserve  great  credit  for  the  thorough  manner  in  which 
they  have  treated  the  problem.  Among  the  more  interesting  discus- 
sions of  the  general  proposition  with  which  the  writer  is  familiar,  that 
of  Lieutenaut-General  Mullius,  as  given  in  his  Irrigation  Manual,  may 
be  mentioned.  In  that  discussion  General  Mullins  refers  to  formulas 
devised  by  General  O'Connell,  of  the  East  Indian  service,  which, 
however,  have  not  passed  under  the  writer's  notice  any  further  than 
as  referred  to  in  the  "Irrigation  Manual."  The  general  problem  has 
been  discussed  in  other  places,  but  the  present  j^apermust  be  credited 
with  being  the  most  complete  of  any  discussion  thus  far  made. 

Many  of  the  propositions  of  the  paper  are  fundamentally  sound, 
although  the  writer  cannot  but  think  that  the  methods  of  computa- 
tion used  are  more  cumbersome  than  actually  necessary.  It  is  be- 
lieved that  an  arithmetical  solution  could  be  used  with  considerable 
economy  of  labor  and  time.  Under  this  head,  it  may  be  pointed  out 
that  the  authors'  use  of  quantities  in  cubic  feet  per  second  is  one  of  the 
unnecessarily  cumbersome  features  of  the  computation.  A  reduction 
of  the  data  to  inches  on  the  water-shed,  and  a  rational  use  of  the  same, 
would  by  itself  simplify  the  treatment  greatly.  It  is  not  desired,  how- 
ever, to  specially  press  this  point,  but  rather  to  point  o^it  what  seems 
to  be  an  unsound  position  of  the  authors  in  regard  to  the  desirability 
of  considering  rainfall,  run-off  and  evaporation  data. 

It  is  conceded  that  the  uniformity  of  flow  charactevrizing  the  dis- 
charge of  the  Great  Lakes  is  due,  purely,  to  the  equalizing  effect  of 
the  vast  storage  on  the  surfaces.  The  position  cjif  the  authors  ajj- 
parently  is,  that  the  effect  of  this  storage  is  so  great  that  consideration 
of  the  temporary  effect  of  rainfall  and  run-off  from  the  tributary  land 
areas  is  unnecessary.  It  seems  to  the  writer  that  this  is  equivalent  to 
saying  that  the  whole  is  less  than  the  sum  of  all  its  parts.  Since 
making,  two  years  a-go,  a  brief  study  of  some  of  the  questions  dis- 
cussed in  the  j^aper,  it  has  seemed  to  the  w^riter  an  exceedingly  in- 
teresting circumstance  that,  notwithstanding  all  the  discussion  of 
outflow  of  the  Great  Lakes  which  has  taken  place,  no  one  has  thus 
far  been  able  to  treat  the  rainfall  and  run-off  part  of  the  jjroblem  satis- 
factorily. 
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This  is  the  more  astonishing  when  is  considered  the  number  of  Mr.  Rafter, 
rainfall  data,  applying  to  the  basin  of  the  Great  Lakes,  which  are  now 
available.  A  considerable  number  of  meteorological  stations  have  been 
maintained  in  this  drainage  basin  by  the  Federal  Government  from 
about  1871,  while  all  the  States  bordering  on  the  Great  Lakes  have 
maintained  State  services  for  a  number  of  years,  thus  accumulating  a 
vast  amount  of  meteorological  data.  The  Lake  Survey  also  gathered 
considerable  useful  information  of  this  character,  from  about  1866  or 
1867  to  1871  or  1872.  To  the  north  of  the  Lakes,  the  Dominion  Govern- 
ment has  maintained  meteorological  stations  since  about  1870.  There 
are,  therefore,  fully  twenty-five  years'  data  of  the  rainfall  of  the  Great 
Lakes  Basin;  and  while  it  is  true  that  a  longer  period  would  give 
more  accurate  means,  still,  inasmuch  as  this  happens  to  be  the  kind 
of  a  problem  where  means  are  not  specially  important,  it  is  believed 
that  the  data  are  sufficient  for  a  rational  solution.  As  to  the  proper 
method  of  treating  this  portion  of  the  data,  the  writer  would  suggest 
the  preparation  of  a  map  of  the  drainage  basin,  on  which  should  be 
compiled  all  the  rainfalls  for  the  period  covered  by  each  record.  This 
map  should  be  divided  into  isoclimatic  areas,  each  representing  a 
given  rainfall.  With  the  exceiDtion  of  the  widest  portion  of  Lake 
Superior,  there  is  no  good  reason  for  supposing  that  any  of  the  lakes 
are  so  wide  that  the  lines  indicating  these  divisions  could  not  extend, 
without  material  error,  across  the  lakes,  there  being,  thus  far,  ab- 
solutely no  evidence  derived  from  actual  observation  that  the  rainfall 
over  the  water  areas  is  very  materially  different  from  that  on  the  ad- 
jacent land  areas.  With  such  a  map,  and  with  the  areas  of  each  dis- 
trict carefully  taken  out,  it  would  not  be  difficult  to  compute  the  mean 
raiufall  for  any  given  year  over  the  entire  drainage  basin  far  more 
accurately  than  the  run-offs  through  the  outlets  can  ever  be  measured. 
Sach  a  map  may  be  termed  an  isoclimatic  chart,  and,  with  the  large 
number  of  data  now  at  hand,  the  sub-areas  could  be  so  apportioned 
that  the  meteorological  conditions  in  each  area  would  substantially 
correspond. 

The  authors  have  referred  to  the  year  1895  as  the  one  of  extreme 
low  water  in  all  the  lakes  except  Superior,  which  during  that  year 
was  slowly  rising.  The  following  references  to  the  rainfall  data  for 
the  years  from  1892-95,  inclusive,  will  show  not  only  that  a  fall  in  the 
lakes  was  inevitable  during  the  period  mentioned,  but  also  that,  on 
the  w^hole,  such  decrease  in  elevation  was  in  accordance  with  the  clear 
indications  of  the  rainfall  record.  As  to  the  fact  that  Lake  Superior 
was  rising  while  the  other  lakes  were  falling,  the  writer  at  this  time 
attempts  no  explanation. 

Table  No.  5  contains  statistics  of  rainfall  for  the  years  1892-1895  at 
a  number  of  points  either  actually  in  or  very  near  the  Great  Lakes 
Basin,  which  have  been  prepared  for  water  years,  each  beginning  with 
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Mr.  i{afu«i .  tlio  month  of  l)ecem])or  of  tlie  previous  year,  aud  terminating^  with  th<' 
mouth  of  November.  The  water  year  is  divided  into  three  periods; 
the  months  from  Dcurember  to  May,  inclnsivc;,  forminj^  wliat  is  termed 
a  storage  period;  June  to  August,  inclusive,  the;  growing  ])eriod;  and 
September  to  November,  inehisive,  the  replenishing  jx'riod.  Under 
this  arraugeimmt  the  water  year  for  180*2,  for  instance,  extends  from 
Dooomber,  18i)l,  to  November,  1802,  iuclusiv(s  and  so  on  for  the 
other  years. 

The  run-offs  of  the  growing  and  replenishing  periods  are  compar- 
atively small,  and  the  statements  of  the  quantities  of  rainfall  for  these 
l^erioda  are,  therefore,  omitted  in  the  table  in  order  to  save  space. 

While  the  table  contains  only  a  few  of  the  many  records  that 
could  be  cited  from  the  Great  Lakes  Drainage  Basin,  still,  inasmuch 
as  nothing  more  than  illustration  is  required,  it  may  be  considered 
sufficient  at  tliis  time.  It  is  easily  determined  that,  at  the  stations 
cited,  the  rainfall  was  either  very  low  for  all  the  years  in  the  period 
under  consideration,  or  else  that  for  the  year  1895  it  was  much  lower 
than  the  mean.  Diiluth,  Minneapolis,  Green  Bay,  Madison,  Milwau- 
kee, Chicago.  Logansport,  Aun  Harbor,  Grand  Haven,  Saint  Ignace, 
Traverse  City,  Cleveland,  Toledo,  Buffalo,  Winnipeg  and  Toronta 
may  be  cited  in  proof  of  this  position. 

TABLE  No.  5. — RatnfaliL,  in  Inches,  at  Various  Places  in  ok  near 

THE  Great  Lakes  Basin. 


Pokegama  Falls,  Minn. 

Duluth,  Minn 

Minneapolis.  Minn 

Green  Bay,  Wis 

Madison,  VV^is 

Milwaukee,  Wis 

Chicago,  111 

Logansport,  Ind 

Ann  Arbor,  Mich 

Grand  Haven,  Mich... 

Marquette,  Mich 

Saint  Ignace,  Mich 

Traverse  City,  Mich. . . 

Cleveland,  O 

Toledo,  O 

BuflFalo,  N.  Y 

Winnipeg,  Man 

Port  Arthur,  Ont 

Toronto,  Ont 


Storage  Period. 
December  to  May 

(INCLUSrVE). 


(1) 
1892 


(3) 
1893 


(3) 
1894 


11.76  9 

17.96  11 
13.78  12 
14.95  14 
18.89  13 
18.17,15 
16.03  13 
27.26  24 
14.50  20 
16.57  19 
16.03  14 
12.39  15 
17.65  17 
19.84  19 

17.77  10 
22.62  20 

6.651  8 

8.84    8 

12.21  18 


.6414 

.08  19 
.80  15 
.&5  19 
.37  10 
.69  15 
.^  14 
.45  21, 
.54  16, 
.02  19, 
.81  34, 
.61  17, 
.88  20, 
.09  15. 
.17  14, 
.65  22. 
,25!  8. 
.481  8. 
.6419. 


(4) 
1895 


Total  Yearly  Rain 
FALL.  December 
to  November  (in- 
clusive). 


3 

09 

O 

'i\ 

tM 

D 

t-l 

>. 

o 

u 

a> 

35 

t. 

m 

S 

.    00 

«  a 

•^a  . 

g3c. 

a  CO 
oj  o  a 

SH  a>cc 


(5) 
1892 


65  10 
96|  5 
94  10 
48;  9 
11  9 
63|  8 
84110 
65  16 
80  11 
62  16 
28  9 


93 
47 
55 
20 
90  11 


14  21 
44  32 

72  39 

06  a5. 

54  37. 
34  34. 
58  36. 
08  45. 
92.30. 
89130. 
35l28. 
66  29. 
6937. 
29  37. 
23  37. 
17,47. 
18!l9. 
76  21. 
93  31. 


(6) 
1893 


.61  25 
.13  21 

.43  28 
.37i30 
.12  31 
.88,31 
.25  26 
.I4i37 
.38138, 
.4734, 
.45  31 
.1231, 
.1336. 
.65|32, 
.00121, 
.87i36. 
.31  23. 
.50|22. 
15,36. 


1894 


54  31 

58  31 
27I23 

12  38 
94  24 
89,29 
96  27 
89 1  S3 
05  26 
4934 
as  39 
86  34 
36  35 
00  28 
90  22 
52140, 
4l|l8, 
37122, 
35  31. 


(8) 
1895 


(9) 


(10) 


.7^27.331 

.75123.461 
85  22.69 
.6320.72 
.80  11.99 
..54I23.I2 
.94  27.28, 
.51  24.04' 
,6019.02 
,99  21.94 
21  32.28 
4i  25.23 
95  29.07 
60  24.79; 
94  22.58 
79  29.25 
19  I7.22I 
07  22.67i 
41  25.93 


26  % 
27.23 
28.56 
31.21 
26.46 
29.86 
29.61 
35.15 
28.50 
30.47 
32.83 
30.16 
34.63 
30.76 
26.10 
38.61 
19.53 
22.15 
31.21 


-f-  0.77 

—  3.77 

—  5.87 
—10.49 
—14.47 

—  6.74 

—  2.33 
—11.11 

—  9.49 

—  8.53 

—  0.55 

—  4.93 

—  5.56 

—  5.97 

—  3.52 

—  9.36 

—  2.31 

—  0.52 

—  5.28 


•OS 

a  o-c 

<v  V  a 
33  a  * 

5  ^ 


(11) 


—  4.44 

—  8.29 

—  1.16 
—17.91 
—12.81 

—  6.42 

—  0.66 

—  9.47 

—  7.58 
-13.05 

—  6.93 

—  9.20 

—  6.88 

—  3.81 

—  0.36 
—11.54 

—  O.tT 
4-  0.6O 

—  5.48 
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The  data  given  in  Table  No.  5,  without  being  exhaustive,  show  that  Mr.  Rafter, 
the  year  1895  was,  generally  speaking,  a  year  of  low  rainfall  through- 
out the  Great  Lakes  Basin,  and,  in  view  of  the  general  accord  between 
the  rainfall  record  and  the  elevation  of  the  lakes,  the  writer  cannot 
but  think  that  the  relation  between  the  rainfall  and  run-off  of  the 
Great  Lakes  System  was,  in  this  case  at  any  rate,  considerably  closer 
than  the  authors  are  disposed  to  admit. 

By  way  of  further  showing  the  substantial  accord  of  the  water 
register  record  of  surface  elevation  of  the  Great  Lakes,  the  rainfall  and 
the  run-off,  the  writer  ^\dll  now  cite  some  run-oif  records  for  the  years 
1892-95,  inclusive,  of  streams  either  tributary  to  the  Great  Lakes,  or 
immediately  adjacent  thereto,  the  first  record  cited  being  that  of  th(^ 
Upper  Mississippi  reservoirs  which  control  a  drainage  area  of  3  205 
sq.  miles  in  Minnesota,  immediately  to  the  west  of  the  Lake  Superior 
drainage  basin.  The  rainfall  of  the  area  tributary  to  the  Upper  Mis- 
sissippi reservoirs,  as  indicated  by  records  kept  at  Leach  Lake, 
Winnibigoshish  Lake  and  Pokegama  Falls,  from  1885  until  the  present 
time,  is  found  to  be,  as  an  average,  from  24  to  26  ins.  per  year,  and 
very  similar  in  its  distribution  and  other  characteristics  to  the  rainfall 
of  the  area  tributary  to  Lake  Superior  and  the  northern  portion  of 
Lakes  Michigan  and  Huron;  hence  the  run-off  of  the  Upper  Mississippi 
may  be  taken  as  tyi^ical  of  the  streams  tributary  to  Lake  Superior  and 
the  northern  part  of  Lakes  Michigan  and  Huron.  The  following- 
tabulation  shows  the  rainfall  and  run-off  from  these  reservoirs  for  the 
period  under  discussion: 


Year. 

Mean  rainfall  on  water- 
shed, in  inches. 

Proportion  of  run-off 

to  rainfall.    Per 

cent. 

Run-off,  in  ins., 
on  the  water- 
shed. 

1892 

21.33 
25.42 
26.63 
35.11 

20.8 
14.2 
13.6 
11.1 

4.48 

1893 

3.61 

1894 

1895 

3.62 

2.79 

Totals 

Means 

98.49 
24.62 

i4!7 

14.45 
8.61 

From  this  tabulation  is  derived  the  interesting  fact  that,  during  the 
four-year  period  under  discussion,  the  mean  run-off  of  the  Upper  Mis- 
sissippi water-shed  was  only  3.61  ins.  on  the  total  water-shed,  although 
this  figure  is  subject  to  correction,  because  the  state  of  the  reservoirs 
at  the  beginning  and  ending  of  the  four-year  period  is  not  given  in  the 
report  of  the  United  States  Engineers,  from  which  these  data  are 
taken.  This  correction,  however,  cannot  be  very  large,  because  the 
reservoirs  are  so  operated,  generally  speaking,  as  to  empty  them  each 
year.     In  1895  the  run-off  was  only  2.79  ins.     The  water  area  of  the 
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."Ml.  liufifi.  n'sorvoirs  thomaelvoH  is  585  sq.  milos,  or  nearly  18%  of  the  whole. 
LakoM  SujxTior,  Michifijaii,  Huron,  St.  Cliiii-  and  Erie,  have  a  total 
water  surface  of  87  895  s(|.  miles,  with  a  total  (  utchnK'nt  area,  iuelud- 
ing  the  surfaees  of  the  lakes  themselves,  of  2r>5<)!>5  nq.  miles.  The  water 
surface  of  these  several  lakes  is,  therefore,  about  33%  of  the  entire 
area  of  the  basin,  or  nearly  double  the  relative  area  of  water  surface 
and  catchment  area  of  the  Upper  Mississippi  reservoirs.  With  other 
conditions  the  same,  this  fact  mi^ht  i)ossibly  lead  to  a  somewhat 
greater  proportion  of  run-off'  from  the  (h*eat  Lakes. 

Another  stream  in  the  vicinity  of  the  (Ireat  Lakes  drainage  area, 
the  Des  Plaines  Rivtn-  in  Illinois,  may  be  referred  to.  In  1893,  the  mean 
rainfall  on  the  basin  of  this  river,  which  has  a  drainage  area  of  633  sq. 
miles  above  the  point  of  gauging,  as  determined  from  the  mean  of  a 
hirge  number  of  stations  in  Illinois  and  Wisconsin,  was  26,96  ins., 
Avhile  the  run-off"  for  the  water  year  was  10, 14  ins. ;  in  1894  the  rainfall 
for  the  water  year  was  27.94  ins.,  and  the  run-off",  7.70  ins.  For  the 
water  year  1895,  the  rainfall  was  27.28  ins.  The  run-off" record  for  that 
year  is,  unfortunately,  incomplete,  there  being  no  record  for  the 
months  of  December  and  January,  but  from  w'hat  is  given  and  from 
the  sequence  of  the  rainfall,  it  is  clear  that  the  total  record  for  the  year 
1895  did  not  exceed  2.0  ins.  In  1896,  the  rainfall  increased  to  39, 58  ins. ; 
nevertheless,  the  run-off  for  that  year  was  only  6.69  ins. 

Another  stream  for  which  run-off  records  have  been  kept,  the 
Muskingum  River  in  Ohio,  may  be  referred  to.  This  stream  has  a 
water-shed  above  the  point  of  gauging  of  5  828  sq.  miles.  The  head- 
waters are  not  far  from  Lake  Erie,  and  are  on  the  dividing  line  between 
the  hill  country  of  the  east  and  the  prairie  country  a  the  Mississippi 
Valley.  It  is  considered  that  this  stream,  therefoie,  presents  condi- 
tions applicable  to  the  run-off"  of  Ohio  streams  tributary  to  Lake  Erie. 
The  rainfall  record  is  the  mean  of  those  kept  at  Akrcin.  Canton,  New- 
comerstown  and  Worcester,  and  is  believed  to  repiesent  fairly  well  the 
mean  precipitation  of  the  Muskingum  drainage  art^a.  This  record  was 
carefully  worked  up  by  Captain  Chittenden  himself,  and  presented  in 
his  admirable  report  on  the  water  supply  of  the  proposed  Erie-Ohio 
ship  canal. 

In  1892,  the  total  rainfall  for  the  water  year  was  41.74  ins.,  and  the 
run-off  13. 38  ins.  In  1893,  the  rainfall  was  42. 36  ins. ,  and  the  run-oflf  of 
the  water  year  16.20  ins.  In  1894,  the  rainfall  w^as  30.50  ins.,  and  the 
Tun-oflf  8.70  ins. ,  while  in  1895  the  rainfall  was  29.84  ins. ,  and  the  run-off 
of  the  water  year  only  4.90  ins. 

The  Oatka  Creek,  a  tributary  of  the  Genesee  River,  Avas  gauged  from 
1890  to  1892,  inclusive,  the  drainage  area  above  the  point  of  gauging 
being  28  sq.  miles.  In  1892,  with  a  rainfall  of  41.69  ins.,  the  run-off" 
was  15.42  ins.  The  Genesee  River  was  also  gauged  for  a  portion  of 
1893,  and  for  the  vears  1894,   1895  and  1896,   the  drainage  area  above 
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the  point  of  gauging,  at  Mount  Morris,  New  York,  being  1  070  s([.  Mr.  Rafter, 
miles.  The  rainfall  is  the  mean  of  several  stations.  For  the  water 
year  of  1894,  the  total  rainfall  was  47. 79  ins.,  and  the  run-off  19.38  ins. ; 
for  1895,  the  rainfall  was  31  ins.  and  the  run-off  G.()7  ins.  In  189G,  the 
rainfall  was  40. 68  ins. ,  and  the  run-off  12. 80  ins.  Hemlock  Lake,  another 
tributary  of  the  Genesee  River,  with  a  drainage  area  of  about  42  sq. 
miles,  gave,  with  a  rainfall  in  1880  of  21.99  ins.,  a  run-off"  of  3.4  ins. 

So  far  as  known  to  the  writer,  the  foregoing  streams — either  tributary 
or  adjacent  to  the  Great  Lakes  area — represent,  with  the  exception  of 
Skaneateles  Lake,  everything  of  which  gaugings  have  been  made.  The 
data  cited  are  sufficient  to  show  that  for  the  years  1892-95,  inclusive, 
the  run-off  of  the  streams  tributary  to  the  Great  Lakes  was  in  accord 
with  the  water  register  and  rainfall  record.  These  records  also  show 
that  the  run-off'  of  the  land  areas  tributary  to  the  Great  Lakes  is,  in 
years  of  low  rainfall,  very  small.  Assuming  that  in  such  years  the 
evaporation  is  equal  to  the  rainfall,  although  probably  it  sometimes  ex- 
ceeds the  latter,  it  is  discovered  at  once  why  the  land  contribution  to 
the  Great  Lakes  has  in  such  years  so  little  effect.  It  accordingly  fol- 
lows that  in  years  of  low  run-off"  from  the  land  areas,  the  stage  of  the 
Great  Lakes  is  almost  entirely  controlled  by  the  inflow  from  above. 
This  statement,  however,  does  not  apply  to  Lake  Superior,  which  has 
no  tributary  reservoir. 

In  considering  the  water  surface  evaporation  data,  the  writer  must 
admit  that  the  material  at  hand  is  extremely  unsatisfactory.  It  is  be- 
lieve!, however,  that  w^ith  the  present  state  of  knowledge  concerning 
the  laws  of  evaporation,  a  few  years'  observation  at  a  number  of  points 
about  the  Great  Lakes  would  furnish  sufficient  data  to  solve  this  part 
of  the  problem  rationally. 

Summarizing  the  whole  matter,  the  writer's  jDosition  is,  that  while 
the  authors  have  handled  admirably  the  general  question  of  the  Great 
Lakes  storage  reservoirs  as  moderators  of  the  run-off,  that  they  are 
still  somewhat  lame  in  assuming  that  their  discussion  of  the  problem 
is  in  reality  complete.  The  more  rational  view  is  that  it  is  desirable 
to  correlate  all  the  phenomena,  in  order  to  reach  a  complete  solution. 

James  A.  Seddon,  M.  Am.  Soc.  C.  E. — It  is  not  altogether  clear  just  Mr.  Seddon. 
what  Mr.  Wisner  takes  exception  to  in  the  mathematical  analysis,  for 
he  can  hardly  have  so  misunderstood  its  scope  as  to  suj)i30se  that  it 
was  restricted  simply  to  the  annual  cycle.  The  general  method  of  rep- 
resenting supply  is  that  of  superimposed  sine  curves;  the  equations 
of  two  cycles  in  particular  were  worked  out,  viz.,  that  for  the  7i  years, 
and  the  yearly  cycle,  and  with  these  it  Avas  also  noted  that  for  any 
additional  eccentricity  of  the  seasons,  similar  terms  would  follow. 
There  is  no  form  of  reciprocal  variation  that  cannot  be  so  expressed 
except  at  an  arbitrary  discontinuity,  and,  to  cover  the  whole  matter, 
the  equation  for  this  discontinuity  was  also  given.     In  the  applica- 
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Mr  se«i(iun.  tion  of  this,  Mkmi,  it  would  cortaiuly  have  Immti  iutereHting  if  Mr. 
WiHiier  liiid  ouly  midcrtakou  to  give  some  of  thoHO  exiHting  conditions 
that  it  })rovod  to  ho  iinpos.siblo. 

That  in  tho  api)lii'ation  of  this  analysis  to  a  chain  of  lakes  only  a 
single  cycle  was  carried  through  in  no  way  i)revented  any  one  from 
taking  all  others;  it  simply  marked  the  way  for  any  and  all  of  them; 
while  linally,  in  the  actual  examph?  treating  the  mean  oscillations  of 
the  Great  Lakes,  it  was,  of  course,  simply  an  interesting  fact  that  the 
single  annual  cycle  was  about  all  that  was  left  in  these  twenty-five 
year  means.  Mr.  Wisner  did  not  object  to  this  because  it  did  not  fit 
the  data  well  enough,  but  because  it  fitted  the  data  too  well. 

In  regard  to  the  discharge  element,  it  was  not  intended  in  the  first 
place,  nor  is  it  here  proposed,  to  enter  into  a  general  discussion  of  it. 
Those  who  have  given  any  study  to  the  great  masses  of  such  data  col- 
lected will  appreciate  the  fact  that  the  assumptions  made  are  suffi- 
ciently accurate  for  the  problem;  and  beyond  that  there  is  no  end  to 
controversies  and  criticisms  in  it.  However,  Mr.  Wisner's  point  in 
regard  to  the  variation  of  c  at  the  Huron  outlet  would  be  well  taken  if 
his  assumptions  were  correct;  though  even  in  that  case,  if  values  were 
assigned  to  this  variation  and  its  effects  calculated  through,  they  would 
be  found  to  be  hardly  worth  noting. 

This  assumjition,  however,  to  say  the  least,  is  a  peculiarly  bold  one. 
It  takes  only  a  glance  at  the  total  oscillations  (Fig.  4)  to  show  that  the 
St.  Clair  level  follows  the  Erie  level  very  closely,  but  to  say  that  the 
Erie  level  is  the  cause  of  this  is  quite  another  thing,  since,  for  that 
matter,  it  follows  the  Ontario  level  even  closer.  Ind^jed,  the  St.  Clair 
levels  in  this  case,  are  wholly  calculated  from  the  p  fob^-ble  supply  of 
its  own  basin,  and  the  effects  down  from  Huron  on  it,  and  they  have 
not  the  faintest  trace  of  an  effect  up  from  tht  Erie  levels  in  them. 
True,  the  data  of  St.  Clair  are  notably  deficient,  and,  vhile  there  has 
been  nothing  as  yet  published  to  warrant  thi^  step  in  Mr.  Wisner's 
assumption,  still  it  may,  jjerhaps,  be  possible  that  on  occasions  some 
trace  of  an  effect  up  from  Erie  may  be  detected  in  the  St.  Clair  levels. 
To  carry  this  up  again  through  the  St.  Clair  River,  however,  and  to 
assume  that  it  has  a  sufficient  magnitude  at  the  end  to  materially  affect 
the  discharge  from  Huron  through  the  gorge  at  its  head,  is  certainly  to 
follow  up  a  supposition  rather  further  than  seems  wise.  Indeed  if  Mr, 
Wisner  will  not  take  a  caution  here,  he  will  find  that  Nature  has  an 
especially  blunt  way  of  her  own  in  telling  those  who  build  on  such 
assumptions  that  they  are  mistaken. 

In  regard  to  Mr.  Rafter's  suggestion  of  arithmetical  methods,  it  is 
certainly  simple  enough  in  this  way  to  closely  approximate  the  effect 
of  a  variable  supply  on  any  lake,  beginning  with  an  assumed  level. 
The  only  difficulty  is  in  assuming  the  right  level.  It  is  true  that  with  a 
given  oscillation  of  supply.  Nature   might  originally  start  from  any 
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assumed  level,  but  it  would  come  in  years  to  a  balanced  oscillation  of  Mr  s»Mi(iun. 
the  surface  that  had  but  one  given  value  for  the  surface  level  at  a  given 
time,  and  long  before  Mr.  Rafter  had  figured  through  this  process  he 
would  be  glad  enough  to  drop  arithmetic,  and  take  up  the  methods  of 
the  calculus  which  determine  the  whole  matter  at  once. 

Simply  stating,  however,  the  questions  in  such  an  analysis,  say,  of  the 
twenty-five  years  means  of  the  Great  Lakes,  involves  a  cumulative  series 
of  local  effects  transmitted  down  on  levels  that  are  everywhere  condi- 
tioned by  the  ultimate  balance  of  supply  and  discharge,  and  that  can 
not  be  assumed  arbitrarily.  Considering  the  number  of  independent 
elements  that  go  to  make  up  these  oscillations,  it  is  certainly  expecting 
a  good  deal  to  calculate  them  all,  with  the  variations  of  each  through 
the  whole  cycle  in  much  less  than  the  computations  given,  pages  420 
to  425,  where  it  is  all  worked  through  in  the  fullest  detail.  While,  of 
course,  it  is  in  general  a  safe  criticism  to  suggest  that  any  method  might 
be  simplified,  it  is  hardly  a  fair  one  unless  at  the  same  time  it  is  also 
shown  how. 

Col.  H.  M.  Chittent)en". — In  closing  this  discussion,  the  author  of  Coi. Chittenden 
the  first  part  of  the  paper  will  consider  briefly  the  following  points: 
Method  of  investigation ;  conclusions  arrived  at ;  character  of  works 
required. 

The  suggestions  ofitered  by  Mr.  Rafter  were  particularly  pleasing 
to  the  author,  because  they  present  in  minute  detail  the  very  pro- 
gramme actually  followed  by  him  until  it  proved  impracticable.  The 
atteiDpt  was  made,  with  great  labor  and  perseverance,  to  reach  a  satis- 
factory solution  of  the  reservoir  problem  of  the  Great  Lakes  by 
commencing  with  the  primary  elements  of  S,  viz.,  rainfall,  run-off  and 
evaporation.  The  records  of  rainfall  were  obtained  from  nearly  every 
point  in  the  St.  Lawrence  Basin  where  they  have  been  officially  kept 
during  all  or  a  portion  of  the  twenty-five  years  from  1871  to  1895. 
Careful  studies  of  the  subject  of  run -off  were  made  from  the  very 
records  Mr.  Rafter  refers  to,  viz.,  the  upper  Mississippi,  the  Des 
Plaines,  and  the  Muskingum  Rivers.  The  subject  of  evaporation  was 
considered  in  the  light  of  the  best  available  data.  Repeated  efforts 
were  made,  both  for  single  years  and  for  the  means  of  longer  periods, 
to  harmonize  these  data  with  their  effects  as  shown  in  the  rise  and  fall 
of  the  lakes  and  in  the  flow  of  the  outlets.  The  result  in  every  case 
was  failure.  It  was  not  possible  to  satisfy,  within  any  admissible  ap- 
proximation, the  following  equation  which  we  know  must  be  a  true  one; 
R,-\-E,,-E±S,  =  D,'* 

*  While  pursuing  this  line  of  investigation  the  author  used  depth  in  feet  upun 
land  area  and  water  surface,  as  Mr.  Rafter  suggests.  In  the  more  general  discussion. 
howeTer.  this  was  not  found  practicable.  If  was  often  necessary  to  use  the  same  quan- 
tity with  reference  to  different  lakes  and  water-sheds,  as  where  Q  is  taken  with  reference 
to  the  lakes  above  and  below  the  outlet  to  which  it  refers.  Moreover,  the  cubic  foot 
being  the  unit  almost  universally  used  in  American  river  engineering,  it  was  thought 
best,  for  the  purposes  of  comparison,  to  use  it  here.  In  the  mathematical  analysis  the 
character  of  the  unit  was  immaterial,  as  the  symbols  dealt  ^^ith  were  general  in  char- 
acter. 
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('ol.Chiitt'iiilcM  ill    which 

It,  re})r(>s('nts  ])r('ci|)it.iiti<)ii  uixm  tli<;  snrfiic<'  of  tli(>  lake; 

R,,  ioi)rosouts  ruu-oir  from  t\w  hind  urea,  aud  iucliidci.s,  uot  only  the 
discbarpfe  of  the  Ktreaius.  but  all  subterranean  flow  into  the 
the  lakes  of  whatever  character; 

E  represents  evaporation  from  th(^  surface  of  the  lake; 

Sf  represents  storaj^e,  and  is  to  be  considered  as  negative  with  a 
rising  lake  and  i)ositive  with  a  falling  lake,  and 

I)   represents  the  discharge  of  the  outlet. 

The  author  became  thoroughly  convinced  that  data  in  regard  to 
72,,,  i?,^,  and  A' in  the  basin  of  the  Great  Lakes  are,  and  must  ever  re- 
main, too  uncertain  for  use  in  precise  work.  The  vastness  of  the 
areas  considered;  the  marked  variations  in  rainfall  at  difierent  points 
uot  so  very  far  apart;  the  i)ossibility  that  large  quantities  of  water 
find  their  way  to  the  lakes,  as  Professor  Johnson  suggests,  by  channels 
which  can  never  be  reached  and  measured ;  the  certainty  that  there  is 
jin  immense  but  indefinite  body  of  water  in  the  land  about  the  lakes 
which  flows  out  as  the  levels  fall  and  in  as  they  rise;  and,  finally,  the 
great  uncertainty  in  regard  to  evaporation; — all  these  drawbacks  may 
well  discourage  him  who  tries  to  investigate  the  reservoir  problem  of 
the  lakes  by  approaching  it  from  this  direction. 

Having  failed  to  reach  any  satisfactory  result  on  t  jese  lines,  the 
plan  was  adopted  of  studying  S,  not  from  its  component  parts,  but 
from  its  effects,  as  shown  in  the  rise  and  fall  of  the  lake  surfaces  and 
in  the  flow  of  the  outlets.  Here,  it  was  felt,  was  t>ie  nearest  approach 
to  precise  data  that  past  or  future  records  could  be  ^^Kpected  to  yield. 
The  authors  believe  that  this  is  the  truly  rati^niii  mei|hod  of  treating 
the  problem,  and  that  results  of  positive  value  are  to  be  expected 
from  it. 

This  is  far  from  attempting  to  discredit  efforts  to  obtain  a  better 
knowledge  of  R^„  K^,  and  E.  It  will  always  be  a  matter  of  scientific 
interest  to  reach  a  nearer  solution  of  the  above  equation  than  is  now 
possible,  and  assistance  of  great  value  could  probably  be  derived  from 
such  data  in  any  actual  regulation  of  the  lake  levels. 

It  IS  hardly  worth  while  to  note  in  this  connection  Mr.  Wisner's 
observation  that  the  authors  used  integral  calculus  in  their  work  and 
therefore  had  lo  assume  a  regularity  of  variation  which  is  never  exem- 
plified in  the  actual  records  of  lake  levels.  If  Mr.  Wisner  had  exam- 
ined this  study  more  closely,  he  would  not  only  have  avoided  a 
misquotation  of  the  authors,  but  would  have  seen  that  their  method 
may  be  applied  to  the  most  irregular  jDlienomena  which  the  fluctua- 
tion of  lake  levels  presents.  Nowhere  do  the  authors  say,  or  even 
imijly,  that  "the  supply  to  any  given  lake  from  inflow,  drainage, 
precipitation  and  evaporation  will  vary  as  the  sine  of  an  arc,"  etc. 
On  the  contrary,  Mr.   Seddon  (page  402)  says  that  "the  actual  sup- 
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ply  iu  any  given  year  can  never  be  exactly  represented  by  any  roi.chitteuden 
regular  variation. "  But  by  varying  the  length  of  the  cycle,  tlie  most 
divergent  cases  may  be  studied,  from  the  sudden  rise  in  level  due  to 
a  heavy  and  general  rain,  to  those  long  periods  of  change  covering 
several  years,  which  the  author  has  referred  to  as  the  cyclic  fluctua- 
tion. The  limitations  of  space  made  it  impossible  to  put  in  a  single 
paper  a  detailed  explanation  of  the  various  ai)plications  of  the  general 
formula;  but  the  method  itself  was  indicated  with  sufficient  clearness 
to  be  easily  followed. 

Mr.   Wisner    challenges    the    correctness   of    the    statement    that 

Q  (maximum)  .    .    ,  j     i.     i?   ^^        i   •  i    •  •  ^ 

^r^ ; —  IS  independent  oi  S,  and  m  so  doing  again  misquotes 

S  (maximum) 

the  author.  What  is  actually  said  (page  363)  is  that,  "for  a  given  c^-cle, 

i^  is  a  function  of   area  and  outlet  alone,  and  independent  of  S;  P  also 

is  a  function  of  area  and  outlet  alone,"  etc.     This  proposition  is  rigidly 

true.     For  a  given  regular  cycle  of  change  in  S,  whether  of  five  days 

or  five  years,  and  with  fixed  conditions  as  to  area  and  outlet,  P  and  R 

will  remain  constant  whether  X  be  small  or  great. 

Mr,  Wisner  takes  exception  to  the  author's  deduction  that  the 
forces  of  Natui*e  have  done  so  much  for  the  navigation  of  the  (heat 
Lakes  as  to  make  it  exceedingly  doubtful  to  what  extent  their  action 
may  be  modified  with  impunity;  and  he  holds  that  a  general  applica- 
tion of  this  principle  would  deprive  the  river  and  harbor  engineer  of  his 
raison  d'etre.  This  dire  foreboding  is  effectually  dispelled  by  the  very 
example  which  Mr.  Wisner  (unfortunately  for  his  argument)  has  se- 
lected. The  forces  of  Nature  in  tidal  channels  have  generally  been 
obstructive  in  theii- action;  whereas,  in  the  case  cited  by  the  author 
they  have  been  exactly  the  reverse.  Did  these  forces  everywhere  do  for 
navigation  what  they  have  done  iu  the  Great  Lakes,  the  work  of  the 
river  and  harbor  engineer  would  indeed  be  greatly  curtailed  in  scope. 

The  only  point  in  Mr.  Wisner's  discussion  which  may  possibly  assail 
effectually  any  of  the  author's  views  is  where  he  questions  the  assump- 
tion that  the  value  of  Q  is  "determined  at  any  time  solely  by  the 
value  of  h.''  He  holds  that  this  is  not  true  of  the  outlet  of  Michigan- 
Huron— that  at  the  lower  stages  of  this  lake  the  slope  in  the  outlet  is 
frequently  greater  than  at  the  higher  stages;  and  that,  owing  to  this 
increased  slope,  the  discharge  at  the  lower  stages  is  greater  than  at  the 
higher.  This  may  or  may  not  be  true.  The  author  could  not  find 
sufficient  evidence  of  its  truth  to  justify  him  in  applying  a  different 
rule  to  the  discharge  of  this  outlet  from  that  of  any  other.  He  is, 
nevertheless,  entirely  open  to  conviction  and  will  welcome  a  final  deter- 
mination of  the  matter.  Those  charged  with  this  determination,  how- 
ever, should  bear  in  mind  that  the  engineering  profession  will  be 
satisfied  only  with  the  most  complete  and  convincing  data.  No  partial 
or  incomplete  series  of  measurements,  nor  any,  in  fact,  that  fail  to  em- 
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>i  (  iuiitii.ii'n  luiK'f  sinniltiiiicons  iccords  of  (liKcliarf^c  and  sta^<' all  aloii^  the  oon- 
lu'i'tiiij^  link  iK'twccii  Huron  and  \\iu\  and  I'oirvcry  i)liaH<'  of  the  n-lativc 
lovtds  of  tliGHe  lakes,  will  be  accn^j)t('d  as  concluKivc. 

In  regard  to  the  ettect  upon  slope  of  dec-spening  and  uarrowinf?  the 
i'haunel  of  any  strc'am  while  the  area  of  croHH-section  remains  the 
same,  Mr.  Wisuer  conveys  the  idea  that  he  entertains  more  advanced 
views  than  other  engineers.  Whatever  may  be  the  "elaborate  reports  " 
to  which  he  refers,  the  author  recalls  at  least  one  such  report,  written 
by  })erhaps  the  ablest  living  authority  ui)on  the  (Jreat  Lakes  among 
(lovernment  engineers,  in  which  the  argument  is  enforced  with  great 
emphasis,  that  the  effect  of  such  a  change  must  inevitably  be  to 
flatten  the  slope,  and,  in  the  case  of  the  channels  between  the  lakes, 
to  draw  down  the  levels  of  the  lakes  above.  In  order  that  no  erro- 
neous inference  as  to  the  author's  position  upon  this  point  may  be 
drawn  from  Mr,  Wisner's  remarks,  the  following  quotation  is  given 
from  page  381,  where  the  author  discusses  the  means  of  preventing 
the  lowering  of  lake  levels  from  the  above  causes  : 

"  In  superficial  area  the  contraction  would  have  to  be  greater  than 
the  previous  enlargement,  for  the  whole  change  thus  made  in  the  cross- 
section  is  in  the  direction  of  deepening  and  narrowing  the  outlet;  and 
a  deep  and  narrow  channel  will  carry  more  water  than  a  wide  and 
shallow  one  of  the  same  area  of  cross-section." 

Passing  now'  from  methods  to  results,  the  author  is  surprised  that 
Colonel  Roberts  should  have  found  anything  in  the  present  paper  to 
justify  him  in  saying  that,  while  generally  agreeing  with  its  proposi- 
tions, he  all  the  time  instinctively  feels  that: 

"  To  agree  with  all  of  them  will  leave  the  advocates  of  dams  with  not 
a  leg  to  stand  on,  and  to  almost  force  the  conclusion  that  nothing 
whatever  can  be  done  for  the  improvement  of  the  Great  Lakes." 

This  is  certainly  a  very  different  view  from  that  entertained  by  the 
authors  themselves.  If  they  have  succeeded  in  correcting  some  falla- 
cious ideas  in  regard  to  the  practicability  of  eliminating  the  annual 
fluctuations  in  the  levels  of  the  lakes;  of  compensating  by  storage  in 
Superior  for  a  permanent  diversion  from  Michigan  at  Chicago,  and  of 
establishing  a  satisfactory  automatic  regulation  of  levels  in  Erie  by 
a  long  weir  at  Buffalo;  they  have  not  in  any  sense  represented  the 
problem  of  improving  the  navigation  of  the  lakes  by  means  of  regulat- 
ing works  in  the  outlets  as  an  impracticable  one  In  order  to  clear  up 
any  doubt  upon  this  point,  the  conclusions  indicated  by  their  investi- 
gations may  here  be  summarized  : 

(1)  It  is  neither  practicable  nor  desirable  to  restrict  the  range  of 
annual  oscillations  of  the  lake  levels.  It  is  the  storage  represented 
by  these  oscillations  that  furnishes  the  key  to  the  whole  system  of 
lake  navigation,  for  without  it  the  flow  in  the  outlets  could  not  be 
maintained  at  the  point  necessary  for  extensive  navigation. 

(2)  It  is  practicable  to  eliminate  the  cyclic  fluctuations,  and  to 


CORRESPONDENCE   ON    RESERVOIR   SYSTEM    OF   GREAT    LAKES.    447 

keep  the  levels  of  the  lakes  from  ever  falling  below  a  fixed  minimum  Col. Chittenden 
plane.  This  would  be  in  itself  a  vast  gain.  If  lake  carriers  may  know 
for  a  certainty  that  they  can  always  have  a  fixed  minimum  depth 
through  the  connecting  channels  and  in  the  harbors,  and  that  there 
will  not  again  come  those  periods  when  the  mean  levels  will  go  down 
and  down  for  a  series  of  years,  surely  they  will  be  relieved  of  one 
great  cause  of  complaint.  While  it  is  probable  that  any  i)racticable 
attainment  of  this  end  will  result  in  an  occasional  increase  of  the  an- 
nual fluctuations,  there  is  no  apparent  reason  why  this  should  be  ob- 
jectionable, unless  such  increase  should  reach  the  point  of  causing 
damages.  It  could  be  utilized  to  swell  the  flow  in  the  outlets  during 
the  navigation  season  and  to  hold  it  at  a  uniform  point  during  that 
time;  for  again,  let  it  be  remembered,  increased  fluctuation  of  level  in 
the  lakes  is  a  less  serious  matter  than  increased  variation  of  discharge 
in  the  navigable  outlets,  particularly  in  that  between  Huron  and  Erie. 

(3)  It  is  entirely  practicable  to  raise  the  mean  levels  of  all  the  lakes, 
whereby  an  improvement  of  harbor  and  channel  depths  can  be  ac- 
complished throughout  the  system.  The  point  of  difficulty  in  this 
connection  will  undoubtedly  be  so  to  construct  the  works  as  not  toin- 
<'rease  slopes  in  the  channels  to  such  a  point  as  seriously  to  interfere 
Avith  navigation  or  to  necessitate  the  use  of  locks. 

(4)  It  is  utterly  impracticable  to  prevent  by  means  of  storage  in 
Superior  a  permanent  lowering  of  mean  level  in  the  system  below, 
which  must  result  from  a  permanent  diversion  of  supply  at  Chicago. 
The  only  way  to  j)revent  such  a  result  will  be  to  restrict  the  discharge 
in  all  the  outlets  below  the  points  of  diversion,  so  that  at  the  normal 
mean  level,  it  shall  be  equal  to  the  previous  normal  mean  flow  less  the 
diversion.  "Regulating  works"  at  Buffalo  may,  as  one  writer  sug- 
gests, be  sufficient  to  prevent  a  permanent  drop  in  the  mean  level  of 
Michigan-Huron,  due  to  diversion  at  Chicago.  The  author  does  not 
believe  it.  Neither  can  such  works  have  any  effect  upon  the  mean 
level  of  Ontario. 

This  leads  to  the  final  topic  embraced  in  this  discussion — the  char- 
acter of  the  works  required  for  the  regulation  of  levels  of  the  Great 
Lakes.  Since  the  completion  of  his  paper  last  April,  the  author  has 
had  considerable  correspondence  and  discussion  upon  this  feature  of 
the  subject.  Nothing  has  developed  to  shake  his  conviction  that  any 
adequate  regulation  of  lake  levels  should  be  by  means  of  works  under 
the  control  of  human  agencies,  as  originally  suggested  by  Colonel 
Eoberts.  A  fixed  work  at  the  outlet  of  Erie  which  should  give  a 
variation  of  discharge  of,  say,  60  000  second-feet  for  a  variation  in  level 
of  say  6  ins.  cannot  but  be  disastrous,  or  at  least  very  injurious,  to 
navigation  in  Niagara,  owing  to  the  frequent  and  sudden  fluctuations 
of  level  at  the  foot  of  Erie  from  causes  in  no  way  connected  with  the 
l^roblem  of  storage  in  the  lakes.     Far  from  the  author's  plans  being 
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('ol.('hHt«'n»l»Mi  "  subjtH't  to  revision  by  tlw  cast  wind,"  us  Mr.  lirinckerlioH"  sn<.;jj;«'stH, 
it  is  the  i)lan  of  theailvocutt's  oftheloujj;  weiraud  of  automatic  regula- 
tion that  will  have  to  be  so  revised. 

If  the  author  were  rewriting  his  j)ai)er  he  would  modify  his  treat- 
ment upon  ])a<j:es  'M\\)  and  :5S2  by  introducing:  the  word  "  fixed  "  before 
"  works,"  and  by  addin«;  a  third  class  of  works,  those,  namely,  which 
are  not  fixed  in  character,  but  subject  to  direct  control.  He  holds 
that  there  is  nothing  in  the  present  state  of  knowledge  of  the  physics 
of  the  (xreat  Lakes  to  warrant  the  sweeping  assertion  that  contracting 
works  in  the  outlets  may  not  be  so  constructed,  as  to  secure  all  the 
ends  above  proposed  without  injuring  the  navigable  condition  of  the 
channels. 

The  problem  of  improving  the  navigation  of  the  Great  Lakes  by 
means  of  regulating  works  at  or  in  the  outlets  is  not  by  any  means  the 
easy  and  simple  problem  which  some  of  the  earlier  expressions  of  the 
advocates  of  regulation  would  lead  us  to  suppose.  It  need  occasion 
neither  surprise  nor  disappointment  if  expected  results  from  such 
works  are  not  at  first  fully  realized.  The  development  of  such  a  system 
will  very  likely  be  tentative  in  character,  modified  by  experience  with 
works  partially  built,  and  brought  to  final  success,  not  by  any  single 
stroke  of  engineering  genius,  but  by  the  gradual  contributions  of 
manv  vears  and  manv  minds. 
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THE  RELATION  OF  TENSILE  STRENGTH  TO  COM- 
POSITION     IN     STRUCTURAL    STEEL- 
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PAPER  No.  811.* 


By  WrLUAM  K.   Webster,  A.   C.   Cunningham,  H.   H.  Campbell  and 

William  Metcalf. 

Presented  September  7th,  1S98. 


William  R.  Webster,  Esq. — Owing  to  absence  from  the  country  Mr.  Webster, 
the  writer's  attention  was  not  called  to  this  interesting  paper  until 
quite  recently.  The  author  uses  values  of  1  000  lbs,  increase  for  each 
,01^  of  carbon  and  phosphorus,  which  are  the  averages  of  Mr.  Camp- 
bell's values  for  the  same  elements  in  acid  and  basic  open-hearth  steel, 
as  is  here  shown. 

Mr.  Campbell's  Values. 

Carbon.         Phosphorus.  Average  of  C.  &  P. 

Acid  Steel 1  250  890  1  070 

Basic  steel 950  1  050  1  000 

Averagefor  acid  and  basic.   1100  970  1035 

Using  for  round  numbers  1  000  lbs. 

In  like  manner  the  author's  base  of  40  000  lbs.  is  an  average  of  the 
bases  used  by  Mr.  Campbell  for  acid  and  basic  steel,  with  an  addition 

*  ''The  Relation  of  Tensile  Strength  to  Composition  in  Structural  Steel,''  by  A.  C. 
Cunningham,  M.  Am.  Soc.  C.  E.,  Transactions,  Am.  Soc.  C.  E.,  Vol.  xxxviu,  p.  78. 
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Mr.  Wt'hster. 


TABLE  No.   1.* — Acid  Open-Heakth  Steel. 


AvKRAdE  Analysis. 
Pkr(tkntaok  of. 

i 

'Z  Q 

Campbkll. 

Wkhstkr. 

CUNNINOHAM. 
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u 
O 

t 

be 
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3 

a 

3 
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alculated  ul 
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0) 

c 

t 

alculatetl  ul 
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inch. 

0; 

O 
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alculated  nl 
jounds  j)er 
inch. 

% 

a 

t 

'A 

.061 

.069 

.29 

.071 

< 

o 

5 

O 

Q 

Q 

58  000 

Q 

1. 

54  700 

52  120 

—  2  580 

53  300 

—1  400 

—3  400 

-  1  700 

6. 

.087 

.(HK) 

.83 

.043 

55  470 

54  470 

—  1  000 

54  000 

-1  470 

—3  470 

54  700 

-   770 

11. 

.WK) 

.075 

.25 

.06(t 

57  200 

56  890 

—   310 

56  4:w 

—  770 

—2  770 

57  100 

—   100 

16. 

.117 

.056 

.39 

.028 

56  950 

57  740 

-i-   790 

58  400 

+1  450 

—  550 

57  300 

-1-   350 

♦21. 

.125 

.047 

.41 

.03'J 

56  960 

57  910 

■X-      5)50 

58  860 

+1  900 

—  100 

57  200 

-h   240 

HG. 

.130 

.053 

.40 

.042 

59  170 

59  050 

—   120 

60  540 

H 

h  870 

—1  630 

58  300 

—   870 

31. 

.143 

.099 

.39 

.065 

62  830 

64  710 

+  1  880 

69  940 

1-7  110 

+5  110 
--3  240 

64  200 

-1-  1  870 
-  1  460 

36. 

.155 

.069 

.41 

.034 

60  940 

63  500 

--  2  560 
--   920 

6(5  180 

--5  240 

62  400 

41. 

.170 

.074 

.43 

.046 

64  840 

65  760 

m  ()70 

_ 

-3  730 

-4-1  730 

64  400 

—   440 

46. 

.207 

.088 

.41 

.047 

69  410 

71  480 

--  2  070 
--  1  280 

73  500 

_ 

-4  090 

+2  090 

69  500 

-1-   90 

51. 

.229 

.065 

.50 

.032 

70  810 

72  090 

72  220 

4-1  410 

—  590 

69  400 

—  1  410 

56 

.424 
.113 

.043 
.061 

.57 
.43 

.031 
.038 

94  470 
57  140 

93  730 
57  700 

—   740 
+   560 

86  700 
57  400 

—  7  770 

61. 

59  500 

+2  360 

+  360 

-1-   260 

66. 

.116 

.082 

.50 

.069 

60  870 

59  930 

—   940 

63  290 

--2  420 

--  420 

59  800 

—  1  070 

71. 

.118 

.075 

.42 

.045 

59  110 

59  550 

+   440 

62  070 

-1-2  960 

--  960 

59  300 

■Y      190 

76. 

.119 

.065 

.43 

.028 

61  020 

58  780 

-  2  240 

60  320 

—  700 

—2  700 

5«  400 

—  2  620 

81. 

.134 

.045 

.48 

.035 

58  820 

58  820 

0 

60  810 

-f  1  990 
—2  730 

—   10 

57  900 

—   920 

86. 

.151 

.051 

.64 

.033 

62  650 

61  410 

-  1  240 

65  380 

-1-  730 

60  200 

—  2  450 

91. 

.183 

.027 

.68 

.030 

65  100 

63  150 

—  1  950 

64  590 

—  560 

—2  560 

61  000 

—  4  100 

96. 

.212 

.073 

.82 

.039 

71  870 

70  750 

—  1  120 

75  610 

+3  740 
\-\   340 

-1-1  740 

68  500 

—  3  370 

101. 

.242 

.076 

.86 

.049 

78  020 

74  650 

—  3  370 

79  360 

—  660 

71  800 

—  6  220 

106 

.374 
.392 
.333 
.480 
.555 

.057 
.029 
.041 
.032 
.109 

.83 
.63 
.65 
.69 
1.13 

.035 
.022 
.026 
.022 
.042 

90  750 

98  180 

87  410 

111  740 

123  620 

88  930 
88  61(1 
82  540 
99  530 
115  460 

—  1  820 

—  9  570 

—  4  870 
—12  210 
--  8  160 

83  100 
82  100 
77  400 
91  200 
106  400 

—  7  650 

111 

—16  080 

116 

—10  010 

121 

—20  540 

126 

-17  230 

*  The  figures  in  this  table  are  the  same  as  those  given  in  Table  No.  1  of  the  original 

Eaper  {Transactions,  Am.  Soc.  C.  E.,  Vol.  xxxWii.  p.  82),  except  that  those  under  the 
eading  Webster  are  corrected  by  the  writer. 

for  the  average  of  .  40  manganese,  assumed  by  the  author  to  be  in  this 
steel.     The  following  will  show  how  this  works  out: 

Mb.  Campbell's  Values. 


Base.         titngres"'  «-« Manganese. 

Acid  steel 38  600  0  38  600 

Basic  steel  37  430  3  400  40  830 

Average     for     acid     and 

basic   38  015  1700  39  715 

Using  for  round  numbers  40  000  lbs. 

The  application  of  these  values  for  carbon  and  phosphorus,  bv  the 
author,  to  the  cases  given  secures  verj  good  results  in  most  instances. 
The  results  given  as  being  obtained  from  the  use  of  the  writer's 
tables  on  this  series  of  tests,  are,  however,  surprising,  and  contain  many 
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TABLE  No.  2.*— Basic  Open- Hearth  Steel. 


Mr.  Webster. 


Average  Analysis. 
Percentage  of. 
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.25 

.027 
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—1  390 
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132.... 

.070 

.009 

.36 

.050 

47  360 

48  090 

4-  730 
4-  620 

49  430 

+2  070 

47  900 

4-  540 
-i-  220 

137.... 

.f»74 

.021 

.38 

.034 

49  280 

49  900 

50  230 

4-  950 
-\-    510 

49  500 

142.... 

.082 

.014 

.43 

.as8 

50  770 

50  350 

—  420 

51  280 

49  600 

—1  170 

147.... 

.105 

.012 

.53 

.032 

52  970 

53  170 

+  200 

54  110 

-1-1  140 
4-1  070 
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.127 
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.43 
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+1  220 

54  050 
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+  720 
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.144 
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—  470 
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.165 
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+1  580 
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57  950 
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.194 
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- 
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76  890 
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-3  550 

?2  130 
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71  800 

-5  090 
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49  010 

47  340 
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48  830 

—   80 

47  100 

4-1  910 
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.015 

.21 

.036 

48  980 

46  680 

—2  300 

45  630 

— 1  050 

47  700 

—1  280 
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.076 

.018 

.41 
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50  880 

50  030 

—  850 

52  010 

-1-1  130 

49  400 

—1  480 
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.084 
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.25 

.033 

50  900 

49  740 

— 1  160 

48  680 

—2  220 

50  500 

—  400 
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.094 

.046 

.43 

.036 

54  800 

54  840 

+   40 

55  310 

+  510 

54  000 

—  800 
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.027 

.44 
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54  950 

53  790 

— 1  160 

55  610 

—  660 
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—1  950 
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.053 

.46 

.035 

57  210 

58  020  1 
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59  380 

—2  170 
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58  790 

57  680 
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.037 
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.—2  780 
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.017 
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.026 
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74  640 

—3  310 
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*  The  figures  in  this  table  are  the  same  as  those  given  m  Table  No.  1  of  the  original 
paper  (Transactions,  Am.  Soc.  C.  E.,  Vol.  xxxviii,  p.  83).  except  that  those  under  the 
heading  Webster  are  corrected  by  the  writer. 

errors.  Tables  Nos.  1  and  2  herewith  give  the  results,  properly  estimated 
by  the  writer's  tables,  and  corresponding  differences  between  estimated 
and  actual  ultimate  strength.  It  will  be  seen  in  Table  No,  1,  as  cor- 
rected, that  the  writer's  results  are  a  little  too  high,  and  that,  by  de- 
ducting the  constant  of  2  000  lbs. ,  these  results  are  very  much  im- 
proved. This  constant,  as  may  be  seen  by  referring  to  the  writer's 
papers,  is  one  that  has  often  been  suggested  for  use  in  particular  mill 
treatment  or  kind  of  material  rolled.  In  this  case  the  bars  were  2  ins. 
X  I  in.,  rolled  for  small  ingot. 

The  writer's  method  of  investigation  was  one  of  successive  approxi- 
mations, and,  as  the  results  of  each  individual  test  were  on  separate 
cards,  it  was  an  easy  matter  to  eliminate  the  effect  of  one  element  by 
placing  all  the  tests   having  the   same   carbon  in   one  pile;  for   in- 
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Mr.  \v«»r,ttM.  Htaiice,  .20  carbou.  Tlinw  tlio  difference  in  the  tensile  Btren{<tli  in  thi« 
partifular  lot  of  testH  wonld  not  be  due  to  carbon,  at  leant  ho  far  as 
known  at  i)roKont,  althonf^li  its  (effect  in  the  different  ])ro])ortionH  of 
other  elenientH  ijresent  niiglit  be  {greater  in  one  case*  than  in  another. 
Assuming,  however,  that  the  difference  was  not  due  to  (•ar})on,  the 
writer  tri(Ml  to  tind  a  value  for  the  other  elements  that  would  fultill  the 
condition  and  meet  the  differences.  After  this,  groui)inf5  in  one  i)ile,  the 
cards  having  the  same  manganese,  the  direct  influence  of  manganese 
was  eliminated,  and  proceeding  in  same  manner  for  phosphorus,  and 
then  for  suli)hur,  the  values  used  in  the  tables  were  arrived  at.  This, 
of  course,  took  a  great  deal  of  time  and  hard  work,  but  the  values 
secured  met  the  requirements  of  the  conditions  under  which  the  work 
was  done. 

The  author  states: 

' '  The  later  investigations  of  Mr.  Campbell  are  the  most  complete 
and  scientific  of  anj  that  have  yet  been  undertaken  in  this  line.  With 
3  163  tests  made  upon  2  x  |-in.  test  bars  of  a  known  and  uniform 
condition,  arranged  in  272  groups  of  similar  conditions  as  to  strength 
and  comjjosition,  Mr.  Campbell  has,  by  the  method  of  least  squares, 
arrived  at  the  strengthening  effect  of  the  various  components  of  steel," 
notwithstanding  the  fact  that  Mr.  Campbell  in  his  paper  admits  that  in 
applying  the  method  of  least  squares  and  using  all  the  elements,  his 
results  were  not  intelligible,  and  that  first  one  element  and  then 
another  had  to  be  eliminated  from  his  equations,  until  he  could  obtain 
results  that  were  applicable  to  the  problem  at  hand.  The  ^viiter  does 
not,  of  course,  know  how  familiar  Mr.  Cunningham  and  Mr.  Campbell 
are  with  this  method  of  least  squares,  but  believes  that  the  question  is 
still  an  open  one  as  to  whether  or  not  it  is  the  best  method  to  use. 

Messrs.  Cunningham's  and  Campbell's  results  are  based  on  figures 
obtained  by  grouping  the  original  tests  in  accordance  with  their  chemi- 
cal composition  and  taking  the  average  results.  The  writer  thinks  that 
they  will  find,  upon  further  investigation  of  the  subject,  that  it  is  much 
better  to  take  individual  cases,  and  not  an  average  chemical  composi- 
tion, as  this  tends  to  mask  the  influence  of  the  elements  when  existing 
in  different  i:)roportions.  In  the  application  of  any  of  these  values  to 
individual  cases,  tests  in  which  the  estimated  ultimate  strengths  do  not 
agree  at  all  with  the  tensile  tests  -will  be  found  from  time  to  time,  and  from 
such  apparently  abnormal  cases  more  Avill  be  learned  of  the  influence 
of  each  element,  and  of  proper  treatment  in  heating  and  rolling,  than 
from  the  tests  which  agree  with  the  estimated  ultiinate  strengths. 

In  order  to  compare  the  two  methods  in  their  application  to  indi- 
vidual tests,  the  writer  has  taken  the  408  tests  given  in  his  i^revious 
papers,  has  worked  out  the  estimated  ultimate  strength  in  each  case  by 
the  author's  figures,  and  tabulated  the  results  in  the  same  general 
form  as  used  in  the  winter's  previous  work.  The  estimated  ultimate 
strength  has  been  deducted  from  the  actual  ultimate  strength,  and  in 
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all  cases  in  the  following  tables  the  writer's  figures  are,  of  course,  the  Mi 
same  as  given  in  former  papers.  In  this  table  the  differences  between 
the  estimated  and  the  actual  ultimate  strengths  are  subdi^ided  as 
noted  in  the  first  column,  and  are  recorded  in  the  proper  division  in 
columns  marked  "Cunningham"  and  "Webster,"  corrections  for 
thickness  not  being  applied  in  either  case.  This  table  shows  the 
necessity  of  cousideiing  other  elements  thau  carbon  and  phosphoinis 
in  estimating  the  strength  of  steel  from  its  chemical  composition. 
The  tests  recorded  in  the  di^'ision  marked  "plus  over  10  000  1V)S. "  are 
not  considered  in  the  summary,  as  they  are  included  in  the  division  of 
"  plus  over  5  000  lbs.,"  and  are  only  given  to  show  how  much  out  of  the 
way  are  the  ultimate  strengths  calculated  by  the  authors  formula, 
when  aj^pKed  to  indi^-idual  tests  of  steel  under  75  000  lbs.  tensile 
strength. 

Webstee's  408  Tests. 


WebHter. 


Dififerences. 

Cunningham. 

Webster. 

-i-    over    10  000 

lbs 

28 

175 

53 

44 

50 

34 

44 

5 

2 

1 

0 

0 

0 

0 

-f       ••       5000 

18 

-1-  4  000  to  5  000 

18 

+  3  000  '•  4  000 

•> 

26 

-f-  2  000  ••  3  000 

35 

-1-  1000  "  2000 

53 

Within  jr  1  000 

lbs 

106 

—  1000to2000 

lbs 

54 

—  2000  ■•  3000 

41 

3  000-4  000 

28 

—  4  000  •'  5  000 

18 

—  over       5  000 

11 

—      ••        10  000 

0 

SuMilABS 

'  OF  Above. 

Total  +  more  than  1  000  lbs 

356 
8 
-1-348 
10.8 
20.3 
33.1 
44.1 
57.1 

150 

1  000  ••  . 

152 

Difference 

Per  cent,  within  1  000  lbs 

—  2 
26.0 

2  000   "  .... 

52.2 

3000   ••  .... 

70.8 

11             .. 

4  000   •• 

84.1 

((             11 

5  000  "  .... 

92.9 

As  Mr.  Waddell*  has  compared  the  results  in  the  author's  Tables 
Nos.  1  and  2,  and  has  given  the  averages  of  the  differences  under  the 
headings,  "Campbell,"  "Webster,"  "Cunningham,"  the  -^-riter,  in 
view  of  the  errors  that  were  made  by  the  author  in  working  out  the  es- 
timated ultimate  strengths  from  his  tables,  has  made  those  corrections 
in  Mr.  Waddell's  tables  and  gives  them  on  images  4.54  and  455  in  detail, 
except  the  averages  for  the  plus  and  miQus  differences,  which  he  does 
not  understand. 
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Mr.  W«'l)K(fi- 


For  Acid  Steel. 


(^hariu'tef  i»f  differeiuH'H. 

AVKRAOK    DiKKKIlKNCEH. 

CHmpbell. 

Webster. 

Cunningham. 

Plus  (lifTorences 

1  27'2  lbs. 
.^073      • 

2  Kr>fi  lbs.    J  820  lbs. 
flW)    •■       I  «7(»    •' 

566  lbs. 

Minus  (lillerences 

.5  549    " 

For  Basic  Steel. 


Character  of  tlifferences. 

AvBRAOB  Differences. 

Campbell. 

Webster. 

1  r^m  lbs. 

1  (584     '' 

Cunningham. 

Plus  differences 

742  lbs. 
1  183    " 

1  000  lbs, 

Minus  differences 

1820    " 

Average  for  Acid  and  Basic  Steels. 
(Mean  from  two  preceding  tables.) 


Character  of  differences. 

Average  Differences. 

Campbell. 

Webster. 

Cunningham. 

Plus  differences 

1  007  lbs. 

2  128    '' 

2  219  lbs.    1  706  lbs. 
1  332    "      1  680    '^ 

7^3  lbs. 

Minus  differences 

3  435    " 

Note. — The  flf?ures  in  the  second  column,  under  the  heading  ''Webster,'"  are  the 
average  differences  after  deducting  the  constant  of  2  000  lbs.  in  acid  open  hearth  steel, 
as  previously  referred  to. 

For  Acid  Steel  (75  000  and  under). 


Character  of  differences. 


Plus  differences. . , 
Minus  differences. 


Average  Differences. 


Campbell. 


1  272  lbs. 

1  150     '• 


Webster. 


2  904  lbs.     1  955  lbs. 

980    •'       1  778    •' 


Cunningham. 


566  lbs. 
1  652    " 


For  Basic  Steel  (75  000  and  under). 


Character  of  differ 

ences. 

Average  Differences. 

CampbeU. 

Webster. 

Cunningham. 

Plus  differences 

742  lbs. 
1001     " 

1  583  lbs. 
1223    •' 

659  lbs. 

Minus  differences 

1  312    " 
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Average  for  Acid  and  Basic  Steel  (75  000  and  under) 
(Mean  from  two  preceding  tableH.) 


Mr   Websl^T. 


Character  of  differences. 

Average  Differences. 

Campbell. 

-- 

Webster. 

Cnnninf^ham. 

Plus  differences 

1  007  lbs. 
107(5     •• 

2  243  lbs.     1  769  lbs. 
1  101    •'       1  501    •' 

613  lbs. 

Minus  differences 

1482    " 

Note.— The  figures  in  the  second  column,  under  the  heading  "  Webster.''  are  the 
average  differences  after  deducting  the  constant  of  2  000  lbs.  in  acid  open-hearth  steel 
as  previously  referred  to. 

Mr.  Metcalf*  remarks  that  the  manufacturers  can  vary  the  strength 
of  steel  by  manipulation  from  50%"  to  lOO^o'^  one  way  or  the  other. 
The  writer  does  not  consider  the  criticism  a  fair  one,  as  it  is  the 
manufacturers  of  structural  steel  who  depend  more  than  any  one  else 
on  the  relation  between  the  chemistry  and  the  physical  i3roperties  of 
steel.  They  all  apply  the  steel  to  the  orders  by  its  chemical  compo- 
sition, and  if  the  tension  tests  of  the  finished  product  do  not  give  the 
results  that  they  expected  from  the  analyses  of  the  heat  of  steel,  they 
at  once  examine  into  the  conditions  of  heating  and  rolling;  and  it  is 
by  this  close  watch  of  both  the  chemical  composition  and  physical 
treatment  of  the  steel  that  they  have  made  such  great  advances  in  its 
manufacture  during  recent  years. 

Mr.  Metcalf  fails  to  state  that  in  producing  the  changes  referred  to 
the  manufacturer  would  also  greatly  change  the  elastic  limit,  the  per- 
centage of  stretch,  the  percentage  of  reduction  of  area,  and  the  bend- 
ing properties  of  the  steel  treated.  These  changes,  for  any  given 
treatment,  would  be  greater  or  less,  in  accordance  with  the  chemical 
composition  of  the  steel  so  treated,  and  would  emphasize  the  effects 
of  the  carbon,  phosphorus,  manganese,  etc.,  on  the  steel. 

Mr.  Metcalf  would  not  consider  it  unreasonable  to  state  that,  if  a 
piece  of  steel  with  a  known  chemical  composition,  and  a  known  treat- 
ment in  heating  and  rolling  produced,  say,  65  000  lbs.  tensile  strength, 
at  a  future  time  another  heat  of  steel  with  exactly  the  same  chemical 
composition  with  the  same  treatment  in  heating  and  rolling  will  pro- 
duce about  the  same  result.  If  there  were  enough  standard  tests  to 
cover  all  cases  of  structural  material,  and  they  could  be  recorded  prop- 
erly, it  would  be  merely  a  matter  of  turning  to  such  records,  in  order  to 
know  what  a  given  heat  of  steel  should  produce  in  the  finished  pro- 
duct, without  having  to  interpolate  for  the  cases  not  so  recorded. 
The  avoidance  of  the  necessity  for  this  interpolation  is  sought  by 
giving  values  to  each  of  the  elements.  The  problem  is  certainly  a 
verv  difficult  one  and  is  still  somewhat  obscure.     Marked  progress, 
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Mr  \\  rhsirr  liowt'viM",  luiH  Ix'cii  iniulc,  iiiiiHiuucli  Jis  it  wtiH  oiil  v  in  1802  that  no  loss  an 
authority  than  Mr.  H,  M.  Howe,  iusnmniiuf^  n\)  this  whole  matter  said  : 
"  If  tlicse  vi(;ws  are  correct,  tli(»n,  no  matter  how  ^reat  and  extended 
onr  kno\vhMl^(»  of  ultimate  comi)osition,  and  liow  vast  the  statistics  on 
wliicli  our  inferences  are  hascMl,  if  we  att<'m])t  to  ])j-edict  meclianical 
l)roi)erties  from  tlu'm  accurately,  w<'  become  metallurgical  Wij^j^inses." 

Mr.  (Mmnlnp-        A.  C.  ('uNNiNGHAM,  M.  Am.  Soc.  C.  E.  — Mr.  Webster's  mathemati- 

Imin. 

cal  demonstration,  attcm})ting  to  show  that  tlie  base  and  factors  used  in 

the  ori«>:iual  })aper  are  the  averages  of  those  deduced  by  Mr.  Campbell, 

l)roves  that  such  is  not  the  case. 

These  factors  were  arbitrarily  assumed  after  numerous  algebraic  so- 
lutions, on  the  assumption  that  carbon  and  i)hosphorus  were  the  only 
hardeners,  and  that  the  strength  of  a  theoretical  steel  free  from  carlxm 
and  phosphorus  would  be  40  000  lbs.  per  square  inch. 

Several  hundred  trials  of  these  factors  and  this  base,  on  various  kinds 
of  steel  made  by  a  dozen  different  manufacturers,  led  to  the  conclusion 
that  they  were  api^roximately  right.  Their  apjdication  to  Mr.  Web- 
ster's steel  was  unsatisfactory,  and  in  view  of  the  good  results  obtained 
with  many  other  steels,  naturally  leads  to  the  conclusion  that  his 
analyses  may  be  questioned. 

In  using  Mr.  Webster's  tables  two  results  could  be  generally  ob- 
tained; the  one  giving  the  most  nearly  correct  result  was  taken,  but  no 
further  manipulation  was  attempted. 

However,  even  if  Mr.  Webster's  tables  are  incorrect,  and  also  his 
assumptions  that  all  elements  have  a  strengthening  effect  on  steel,  his 
work  has  been  of  great  value  in  drawing  renewed  attention  to  this  sub- 
ject and  encouraging  other  investigations. 

In  the  present  case  a  rule  has  been  sought  that,  while  apjwoxi- 
mately  correct,  should  also  be  easily  applied.  Expressed  as  an  equa- 
tion, this  rule  is  as  follows: 

40  000  ll)s.  +  1  000  lbs.  for  every  .01^  of  carbon  +  1  000  lbs.  for 
every  .01%"  of  phosphorus  =^  ±  tensile  strength. 

This  rule  is  not  only  easily  carried  by  the  memory,  but  also  can  be 
applied  mentally  with  little  effort,  and,  as  Mr.  Webster  admits,  gives 
very  good  results  in  most  instances.  Its  trial  has  not  been  confined  to 
Mr.  Campbell's  tests,  but,  as  Mr.  Webster  advises,  it  has  been  used  ex- 
tensively on  individual  tests. 

The  rule  is  intended  to  establish  for  the  inspector  and  the  engineer 
a  relation  between  the  analyses  furnished  by  the  manufacturer  and  tlie 
lists  made;  when  it  does  not,  it  is  time  for  investigation. 

Except  in  special  cases,  the  analysis  furnished  by  manufacturers 
represents  the  average  chemical  composition  of  the  steel,  while  the 
actual  test  represents  the  strength  of  a  concrete  i)Oi'tion.  To  attemj^t 
to  establish  an  absolute  relation  between  these  quantities  is  like  pacing 
the  diameter  of  a  circle  and  then  computing  the  circumference  to  the 
thousandth  part  of  an  inch. 
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The  rule  <»iveu  must  staud  or  fall  upon  its  merits,  and  these  can  Mr.  cunniDK- 
ouly  be  detormiuod  by  sufficient  trial.     When  failures  occur  analysis  ^"'" 
of  the  test  piece  will  show  whether  the  rules  or  the  test  is  at  fault. 

H.  H.  Campbell,  M.  Am.  Soc.  C.  E.— The  investigation  which  is  the  Mr.  (ampbeii. 
subject  of  the  paper,  will  be  found  in  a  book  by  the  writer,  entitled 
'"Structural  Steel."  On  page  28-1  is  the  following  sentence:  "The 
most  comprehensive  and  systematic  study  of  the  physical  formula  of 
steel  has  been  carried  out  by  W.  R.  ^Yebster."  A  description  of  his 
method  is  given  and  then  it  is  shown  that  portions  of  his  table  con- 
tain "absolutely  irreconcilable  conditions,  for  Mr.  Webster  takes  as 
his  starting  point  the  dictum  that  carbon  is  a  constant,  and  proceeds  to 
construct  a  table  in  which  it  is  not  a  constant  at  all,  and  in  which  it  is 
not  even  constantly  irregular."  This  point  is  discussed  at  length  and 
is  proven  by  quotations  from  Mr.  W^ebster's  results.  It  was  the  inten- 
tion of  the  writer  to  treat  a  co-investigator  with  courtesy,  while  exer- 
cising the  right  to  openly  discuss  the  faults  in  his  theories.  The  book 
did  two  distinct  things.  It  declared  Mr.  Webster's  results  inconsistent 
with  his  premises,  and  it  offered  a  new  system  of  calculation  by  the 
method  of  least  squares.  Mr.  Cunningham  has  accepted  the  latter 
method,  and  has  undertaken  to  condense  the  results,  so  that  engineers 
may  have  a  short  and  simple  formula  by  which  to  calculate  the  strength 
of  steel  when  the  physical  composition  is  known. 

It  is  not  fair  to  hold  the  writer  liable  for  the  variations  in  the  author's 
results,  but  he  does  assume  all  responsibility  for  the  original  formula 
and  for  the  method  employed.  He  knows  of  no  way  by  Avhich  the 
problem  under  consideration  may  be  solved  save  by  the  method  of  least 
squares.  There  may  be  a  better  way,  but,  as  far  as  the  writer  knows, 
the  only  other  method  offered  has  been  the  system  of  Mr.  Webster, 
which,  as  shown  above,  gives  results  that  contradict  the  original  as- 
sumptions, and  hence  must  be  without  scientific  standing. 

The  method  of  least  squares  is  open  to  the  criticism  of  any  one, 
but  it  is  respectfully  submitted  that  the  remark  of  Mr.  Webster  is 
not  criticism.  He  states  that  he  does  not  know  "  how  familiar  Mr. 
Cunningham  and  Mr.  Campbell  are  with  the  method  of  least  squares." 
This  has  nothing  to  do  with  the  case.  The  question  is  whether  the 
work  is  right  and  the  method  applicable.  This  may  be  decided  by  a 
mathematical  or  philosophical  demonstration  by  any  one  who  knows 
more  than  the  author  or  the  writer. 

The  original  formulas,  as  printed  in  the  book  mentioned,  have  been 
used  for  the  last  tw^o  years  to  calculate  the  tensile  strength  of  every 
heat  made  in  the  Open-Hearth  Department  of  the  Pennsylvania  Steel 
Company;  and  in  the  case  of  structural  steels  having  a  tensile  strength 
of  between  50  000  and  70  000  lbs.  per  square  inch,  the  mathematical  re- 
sults are  almost  always  within  2  000  lbs.  of  the  figures  obtained  on  the 
testing  machine.     So  reliable  have  the    formulas  proved  that  a  wide 
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Ml  lumpin'ii.  variation  (say  of  5  000  lbs.)  is  always  invosti^ated,  with  the  reHult  that 
alnioHt  alwavH  errors  are  discovered  in  the  chemical  deter ininationH,  or 
else  the  conditions  under  which  the  test  piece  has  been  rolled  are  found 
to  ]iiiv(»  been  abnormal. 

The  chemical  errors  are  almost  always  in  the  carbon  content.  This 
is  one  of  the  vital  errors  in  Mr.  Webster's  system,  since  the  calculations 
on  individual  heats  necessitate  usiuf^  color  d(^terminations,  and  these 
are  not  suttici(uitly  reliable  for  scientific  investij^ations. 

Under  the  system  used  by  the  writer  and  endorsed  by  the  author, 
each  element  is  determined  in  the  most  approved  way,  and  tlie  problem 
is  solved  by  a  nnitheniatical  method  devistul  for  just  such  conditions. 
Mr.  Metoaif.  WiLLiAM  Metcalf,  Past  President,  Am.  Soc.  C'.  E  —The  writer 
a;^rees  fully  with  Mr.  Webster's  position,  that,  given  a  certain  i)hysical 
specification,  a  steel- maker  should  know  whether  it  could  be  filled  or 
not,  and  if  it  could  be  met,  he  should  know  just  about  what  composi- 
tion of  steel  to  use.  If  an  engineer  were  to  accept  such  steel  made  to 
a  formula,  without  careful  physical  tests,  he  would  know  little  about 
the  properties  of  the  material  he  received.  This  is  all  the  writer 
claimed  in  discussing  the  pajier,  and  the  author  reminded  him  that  it 
was  not  claimed  that  composition  and  formulas  would  take  the  place  of 
tests.  This  brought  the  author  and  writer  into  substantial  agTcement, 
and  if  Mr.  Webster  would  consider  the  discussion  as  a  whole  he  would 
see  that  he  and  the  ^\Titer  agree  also. 

The  writer  highly  appreciates  the  gTeat  value  of  the  work  of  Messrs, 
Webster  and  Campbell,  and  hopes  they  will  continue  it.  No  matter 
how  perfectly  they  may  work  out  their  questions,  they  will  never 
eliminate  the  human  element  unless  they  rework  and  purify  the  indi» 
viduals  as  they  can  their  heats  of  steel. 
Mr.  Webster.  WrLLiAM  R.  Webster,  Esq. — Mr.  Metcalf 's  full  explanation  of  his 
former  remark  now  puts  the  whole  matter  in  such  shape  that  it  is 
not  open  to  any  misunderstanding.  The  writer  never  advocated  ac- 
cepting any  material  without  making  physical  tests,  but  has  tried  to 
find  some  guide  for  those  asking  for  both  chemical  and  physical  tests, 
in  order  that  one  may  agree  with  the  other. 

The  point  raised  by  the  author,  ' '  that  the  analysis  furnished  by 
the  manufacturers  represents  the  average  chemical  composition  of  the 
steel,"  is  fully  appreciated.  It  was  for  this  very  reason  that,  in  the 
writer's  investigation,  analyses  were  made  of  drillings  taken  from  the 
broken  test  pieces.  There  were  over  one  thousand  pieces  analyzed, 
and  in  many  cases  the  drillings  taken  from  the  same  test  pieces  were 
sent  to  the  chemist  under  two  numbers,  in  order  to  check  his  work. 

From  this  it  is  fair  to  assume  that  the  differences  referred  to  by  the 
author,  when  the  ultimate  strength  of  the  ^liter's  408  tests  were  esti- 
mated by  his  values,  are  not  due  to  errors  in  chemical  analyses.  The 
whole  trouble  is  caused  no  doubt  by  the  manganese  being  in  different 
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proportions  for  the  same  carbons,  and  as  the  effect  of  manganese  is  not  Mr.  WebKter. 
considered,  just  such  differences  are  apt  to  result.     This  can  be  show-n 
by  any  series  of  indiyidual  tests;  the  writer  merely  used  his  tests  as 
they  were  at  hand. 

The  author's  comparison  of  calculating  the  circumference  of  a  circle 
to  the  thousandth  part  of  an  inch  from  its  paced  diameter  is  not  a 
parallel  case.  As  manganese  has  an  effect  on  the  ultimate  strength  of 
steel,  it  should  always  be  allowed  for  directly  instead  of  indirectly,  by 
giying  the  carbon  a  larger  value  which  holds  good  only  when  t  here  is  a 
fixed  relation  between  the  carbon  and  manganese  present.  The  steel 
works  now  use  different  methods  of  recarburization,  and  as  this  in- 
vestigation is  continued  it  will  be  found  necessary  to  allow  for  the 
effect  of  manganese  in  both  acid  and  l)asic  steel,  whether  made  in  the 
open-hearth  furnace  or  in  the  Bessemer  converter. 

In  stating  that  the  author's  values  for  carV)on  and  phosi>horus  were 
the  averages  of  Mr.  Campbell's  values  for  these  elements,  and  that  his 
base  was  the  average  of  the  bases  used  by  Mr.  Campbell  for  acid  and 
basic  steel,  the  ^^1'iter  did  not  in  any  way  mean  to  detract  fiom  or  re- 
flect on  the  value  of  the  work,  and  he  is  glad  to  hear  that  the  values 
were  arrived  at  independently.  As  the  work  conlii-ms  that  of  Mr. 
Campbell  it  certainly  adds  to  the  value  of  each,  the  difference  being 
only  35  lbs.  in  the  case  of  each  .Olj^o  of  phosphorus  and  carbon,  and 
285  lbs.  in  the  base  used. 

The  writer  cannot  understand  how  the  author  gets  tAvo  results  in 
using  his  values.  This  is  impossible,  as  will  be  shown  later  in  these 
remarks.  Mr.  Campbell  is  to  be  congTatulated  in  that  he  finds  such 
a  close  relation  between  the  estimated  ultimate  strengths  and  the 
actual  strength  of  the  2  x  f-in.  bars  rolled  from  the  small  test  ingots. 
No  doubt  the  tests  of  the  finished  material  give  corresi^ondingly  good 
results,  although  he  has  not  said  so. 

' '  We  discovered  many  years  ago  that  Ave  had  been  running  Avith  an 
error  of  .ll^o  i^  ^^^  our  Toav'  carbon  determinations,  and  .13  in  all  the 
high  steels.  Thus  steel  of  .09  carbon  had  been  regularly  determined 
as  .20,  and  .50  carbon  as  .63.  Customers  ordered  steel,  found  it  right, 
or  found  it  too  hard  or  too  soft,  and  ordered  the  next  lot  accordingly. 
Years  had  rolled  by,  and  every  customer  knew  just  what  he  wanted, 
and  could  learnedly  discuss  the  special  uatiu-e  of  .64  and  of  .76  carbon. 
The  discovery  of  the  eiTor  in  the  standards  Avas  a  rude  shock,  and  the 
change  to  the  new  order  of  things  was  the  work  of  many  months,  and  a 
diplomatic  catering  to  prejudice,  mixed  with  a  very  strong  disinclina- 
tion to  an  open  acknoAvledgmeut  that  we  had  been  altogether  wrong.'' 

This  quotation  fi-om  Mr.  Campbell's  book  (page  7)  is  a  fail*  iDustra- 
tion  of  how  little  attention  was  paid  formerly,  by  manufacturers  or  any 
one  else,  to  the  relation  between  chemical  composition  and  the  ultimate 
strength  of  steel.  Whereas,  to-day  some  mills  are  rolling  the  steel 
into  the  finished  product  altogether  from  the  estimated  ultimate 
streng-th  based  on  the  chemical  composition  of  each   heat.     The  only 
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Mr.  Webster,  towts  iiiiulc  arc  on  the  linislwMl  inatcrial  aft<'r  tlu^  whole  of  tho  heat  has 
l)(>t>ii  rolhul.  Tho  Hteel  is  never  allowed  to  cool  from  the  time  it  ih  cant 
until  it  leaves  the  rolls  as  Hnished  aiij^les,  bars,  etc.  This  ^reat  advanc^e 
ill  method  of  workiii}.;,  means  a  yearly  saving  in  tho  coal  bill  of  thou- 
sands of  dollars,  and  another  large  saving  in  the  cost  of  handling  the 
material. 

Mr.  ('ampbell's  views  as  to  the  value  of  tlu;  mc^thod  of  least  squares 
have  materially  changed  since  he  wrote  his  "  Structural  Steel,"  as  he 
states  on  page  297: 

"It  is  with  no  little  disappointment  that  I  am  forced  to  confess 
that  further  investigation  throws  grave  doubts  on  the  validity  of  this 
method  of  least  squares  when  applied  to  such  a  number  of  unknown 
(juantities,  and  when  any  one  of  these  quantities  is  of  very  little 
importance." 

He  now  states: 

"  Under  the  system  used  by  the  writer  and  endorsed  by  Mr.  Cun- 
ningham, each  element  is  determined  in  the  most  approved  way,  and 
the  problem  is  solved  by  a  mathematical  method  devised  for  just  such 
cases." 

Mr.  Campbell's  results  were  unintelligible  until  he  assumed  that 
copper,  silicon  and  sulphur  had  no  effect  on  the  ultimate  strength  of 
steel.  Leaving  these  elements  out  he  then  obtained  several  results 
for  each  of  the  elements,  in  the  order  in  which  they  are  given  below, 
.  for  each  class  of  steel.  In  the  latter  part  of  his  investigation  he  con- 
sidered a  ncAv  series  of  acid  and  basic  steels.  This  gave  him  for  the 
acid  steel  56  groups  in  the  new  series,  as  against  70  groups  in  the  first 
series.  For  the  basic  steel  he  had  74  groups  in  the  first  series  and  72 
groups  in  the  new  series. 

The  values  he  has  adopted  may  be  summarized  as  follows: 
Mr.  Campbell's  Values  for  Pure  Iron   and   Increase   Due  to   ,01    Per 
Cent,    of    Carbon,  Phosphorus   and   Manganese,  in   Pounds    per 
Square  Inch. 

In  b  and  e  for  acid  steels,  and  in  cf  and  j  for  basic  steels,  the  in- 
crease due  to  manganese  was  not  considered.  Mr.  Campbell  remarks, 
regarding  the  value  of  1  444  lbs.  for  phosphorus  in  j, 

' '  This  value  of  phosphorus  was  not  sustained  by  any  other  evidence. " 
"  The  factor  i?  represents  an  allowance  for  the  conditions  under 

which  the  piece  is  rolled,  whether  finished  hot  or  cold.     In  the  jDresent 

series  of  groups  it  is  zero. " 

Acid  Steels. 

Pure 
C.  P.  Mn.  Iron. 

[a)  Old   series     1  529  -f  1  316  +  39  -|-  34  326  =  Ultimate  strength 

[h]  Old   series  .   1  485  +  1  260  -f  33  000  =  Ultimate  strength 

(c)  New  series. .  1  126  +      716  +    3  -f-  40  439  =  Ultimate  strength 

(d)  Old  series . .  1  368  +  1  068  —  23  -f  37  544  =  Ultimate  strength 

(e)  Both  series . .  1  210  +     890  -f-  38  600  +  i?  =  Ultimate  strength 
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Basic  Steels.  Mr.  Webster. 

Pure 
C.  P.  Mn.  Iron. 

(/)  Old  series . .  1  035  +     941  -|-    53  +  38  996  =  Ultimate  strength 

iff)   Old  series.  .1  085  +  1  200  +  40  000  =  Ultimate  strength 

{//)  New  series . .     935  +     939  -f  114  +  36  335  =  Ultimate  strength 

(i)   Old  series. .  1  035  -f     941  -f    53  +  38  996  =  Ultimate  strength 

(j)  Both  series.      998  +  1  444  +  39  987  =  Ultimate  strength 

{k)  Both  series. .     950  +  1  050  +    85  +  37  430  +  7?  =  Ultimate  strength 

Mr.  Campbell  estimated  the  ultimate  strength  of  each  of  his  groups 
by  several  of  the  above  values,  and  the  difference  between  the  estimated 
ultimate  strengths  and  the  average  actual  ultimate  strengths  of  the 
groups  were  small  in  most  cases  for  each  class  of  steel,  but  the  best 
results  were  obtained  by  the  last  values  given  in  the  above  tables. 

The  value  of  any  one  of  the  elements,  carbon,  phosphorus  or  man- 
ganese, and  the  value  of  pure  iron,  seems  to  depend  on  the  number  of 
tests  considered.  If  the  effect  of  each  element  is  constant  and  not  de- 
pendent on  the  amount  of  other  elements  present,  this  should  not  be 
the  case.  There  seems  to  be  a  disturbing  element,  running  all  through 
the  successive  values  arrived  at,  which  strongly  indicates  that  the 
values  of  carbon,  phosphorus  and  manganese  are  not  constant  under 
all  conditions  of  the  series  of  tests  in  either  the  acid  or  the  basic  steels 
considered. 

The  writer  does  not  consider  that  the  results  obtained  justify  Mr. 
Campbell  in  taking  the  strong  stand  that  manganese  does  not  affect 
the  ultimate  strength  of  acid  open-hearth  steel  until  it  is  raised  to  over 
.60  per  cent.  In  this  class  of  steel  he  uses  1  210  lbs.  for  each  .01/^  of 
carbon,  instead  of  950  lbs.  as  in  the  basic  steel.  This  increase  of  260 
lbs.  for  each  .01%  of  carbon  represents  an  increase  of  27%  in  its  value, 
and  it  includes  the  effect  of  the  manganese  and  part  of  the  effect  of  the 
phosphorus.  This  is  indicated  by  the  lower  value  of  890  lbs.  instead 
of  1  050  lbs.  for  phosphorus,  being  a  reduction  of  160  lbs.  for  each 
.01%,  or  a  reduction  of  15%,  and  the  manganese  is  not  considered  at 
all,  being  a  reduction  of  85  lbs.  for  eacli  .01%  of  that  element. 

The  accuracy  of  Mr.  CamiDbell's  work  in  using  the  method  of  least 
squares  in  arriving  at  these  values  is  not  disputed,  but  his  results  in- 
dicate strongly  that  the  amounts  of  the  elements  present  have  an  indi- 
rect effect  on  each  other,  and  that  this  is  shown  by  the  different  values 
arrived  at  for  each  element.  If  Mr.  Campbell's  position  is  correct,  in 
that  the  method  of  least  squares  would  not  give  intelligible  results, 
when  he  considered  the  effect  of  copper,  silicon  and  sulphur  with  the 
other  elements,  on  account  of  the  copper,  silicon  and  sulphur  having 
very  little  effect  on  the  ultimate  strength  of  the  steel,  it  certainly  casts 
a  reflection  on  the  applicability  of  this  method  to  the  problem  in  hand. 
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Mr.  w«»hHter.  as  it  |)rosupi)()HOH  a  knowledge  of  the  effoctH  of  three  of  the  unknown 
((iiantitioH  niuhu*  eonsiileratiou. 

In  his  iuveHtigatiou  the  writer  found  that  the  indications  were  that 
the  effect  of  carbon  was  8(K)  lbs.  per  .01%'  and  that  of  phosphoruH  800 
lbs.  per  .01%',  when  in  the  presence  of  .06,  .07  and  .08%  carbon,  but, 
as  the  carbon  increased,  the  effect  of  jdiosphorus  increased  up  to  .15% 
carbon,  where  .01%  phosphorus  equaled  1  500  lbs.  i)er  square  inch. 
This  is  shown  in  Table  No.  3. 

TABLE  No.  3. — Webster's  Values  for  Phosphorus  in  the  Presence 
OF  .05  to  .15  Per  Cent.  Carbon,  inclusive. 


Per 
Cent. 

Carbon 
.05,  .06, 
.07,  .08. 

Carbon 

.09 

P.OO... 
'  .005  . 

0 
400 

0 
450 

'  .01... 
'  .015.. 

800 
1200 

900 
1  350 

'  .02... 
'  .035. . 

1600 
2000 

1800 
2  250 

'  .03... 
'  .035.. 

2400 
2800 

2  700 
3150 

'  .04... 
'  .045.. 

3200 
3600 

3600 
4050 

'  .05... 
'  .055.. 

4000 
4400 

4500 
4950 

'  .06... 
'  .065.. 

4  800 
5200 

5400 
5850 

'  .07... 
'  .075.. 

5600 
6000 

6300 
6  750 

'  .08... 
'  .085.. 

6400 
6  800 

7  300 
7650 

'  .09... 
'  .095.. 

7200 
7  600 

8100 
8550 

'  .10... 

8000 

9000 

001  P  = 

80  lbs. 

90  lbs. 

Carbon 
.10 


0 
500 

1000 
1500 

2000 
2500 

3000 
3500 

4000 

4  500 

5  000 
5500 

6000 
6500 

7000 
7500 

8  000 
8500 

9  000 
9  500 

10  000 


100  lbs. 


Carbon 
.11 

Carbon 

.12 

Carbon 
.13 

Carbon 
.14 

0 
550 

0 
600 

0 
650 

0 

700 

1  100 
1650 

1200 
1800 

1300 
1950 

1400 
2  100 

2200 
2  750 

2  400 
3000 

2600 
3350 

3800 
3500 

3300 
3850 

3600 
4  300 

3900 
4550 

4200 
4900 

4  400 
4950 

4800 
5  400 

5  200 
5850 

5600 
6300 

5  500 

6  050 

6000 
6600 

6500 
7150 

7000 
7  700 

6600 
7150 

7200 
7800 

7800 
8450 

8400 
9100 

7  700 

8  250 

8400 
9000 

9100 
9  750 

9800 
10  500 

8  800 

9  350 

9  600 
10  200 

10  400 
11050 

11200 
11900 

9900 
10  450 

10  800 
11400 

11700 
13  350 

13  600 
13  300 

11000 

12  000 

13  000 

14  000 

110  lbs. 

120  lbs. 

130  lbs. 

140  lbs. 

Carbon 

.15  and 

over. 


0 

750 

1500 
3350 

3000 
3  750 

4500 
5350 

6000 
6  750 

7500 
8350 

9000 
9  750 

10  500 
11350 

13  000 
13  750 

13  500 

14  250 

15  000 


150  lbs. 


In  regard  to  manganese  the  effect  did  not  seem  to  be  constant  per 
unit.  * 

"The  effect  per  unit  of  manganese  seems  to  decrease  as  the  per- 
centage of  this  element  increases.  For  instance,  steels  of  0.20  and  0.30 
Mn.  show  greater  difference  in  ultimate  strength  than  steels  of  0.50 
to  0.60  Mn.,  all  other  elements  being  the  same.  I  have  endeavored  to 
cover   this   point  irrespective  of  the   percentage  of  carbon  or  phos- 

*  "Observations  on  the  Relations  between  the  Chemical  Constitution  and  Physical 
Character  of  Steel,"  by  William  R.  Webster,  Transactions,  American  Institute  of  Min- 
ing Engineers,  Vol.  xxi,  1892-3,  p.  767. 
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phorus,  but  upon  further  investigatiou  it  may  he  uecessary  to  take  oue  Mr.  Webster, 
or  both  of  these  elements  into  account  in  estimating  the  effect  of  high 
and  low  manganese. 

"Assuming  the  first  addition  of  0.15%'  manganese  to  increase  the 
ultimate  strength  3  600  lbs,  we  have : 

*'  Increase  in  Ultimate  Strength  by  Successive  Increments  of  Manganese. 


"  Manganese 

,  per  cent. 

Increase  in  ultimate 

strength. 

Total  increase  in  ultimate 
strength  from  0  Manganese. 

From 

0.00 

To 
0.15 

Lbs.  per  square  inch. 
3600 

Lbs.  per  square  inch. 
3600 

0.15 

0.20 

1200 

4800 

0.20 

0.25 

1100 

5900 

0.25 

0.30 

1000 

6900 

0.30 

0.35 

900 

7800 

0.35 

0.40 

800 

8600 

0.40 

0.45 

700 

9300 

0.45 

0.50 

600 

9900 

0.50 

0.55 

500 

10  400 

0.55 

0.60 

500 

10  900 

0.60 

0.65 

500 

11400" 

When  sulphur  was  not  considered  as  increasing  the  ultimate  strength 
of  steel,  the  writer  found  that  the  indications  were  that  the  ultimate 
strength  of  pure  iron  without  carbon,  phosphorus  or  silicon  would  be 
about  38  000  lbs.  per  square  inch.  To  this  he  added  the  value  of  car- 
bon and  phosphorus,  and  gave  the  results  in  tabulated  form  for  con- 
venience in  using,  to  estimate  ultimate  strength  (see  Table  No.  4). 

On  the  top  line  of  Table  No.  4,  opposite  ,000  phosphorus,  is  given 
the  strength  due  to  pure  iron,  and  an  addition  of  yOO  lbs.  for  each 
.01%  carbon  ;  as,  for  instance,  under  .10  carbon,  we  have  38  000  plus 
10  X  800  equals  46  000.  Then  on  the  other  horizontal  lines,  opposite 
.01  to  .10%  phosphorus,  the  additions  have  been  made  for  the  values  of 
phosphorus  given  in  Table  No.  3.  For  instance,  .06%  of  phosphorus 
with  .06,  .07  or  .08%  carbon  4  800  lbs.  are  added,  but  with  .06%  of 
phosphorus  with  11%  carbon  6  600  lbs.  are  added,  and  with  .15% 
carbon  9  000  lbs.  are  added  for  the  same  amount  of  phosphorus. 

"In  basic  open-hearth  steel,  we  have  deducted  2  100  lbs.  from  the 
estimated  ultimate  strengih;  this  has  given  fair  results,  but  the  amount 
of  deduction  may  have  to  be  modified  in  using  the  new  table. 

"From  the  results  obtained.  I  believe  that  I  am  safe  in  saying  that 
in  all  rolled  steel  the  quality  depends  on  the  size  of  the  bloom,  or  in- 
got, from  which  it  is  rolled,  the  work  put  on  it,  the  temperature  at 
which  it  is  finished,  and  the  chemical  composition  of  the  steel  ;  that  is, 
a  table  of  this  kind  could  be  used  for  beams,  angles,  bars,  etc.  For 
instance,  a  6  x  6  x  f-in.  angle,  with  a  given  chemical  composition, 
might  give  4  000  j)ounds  higher  ultimate  strength  than  indicated  by 
mv  table  ;  but  by  making  this  allowance,  the  table  could  be  used  to 
advantage  to  show  what  ultimate  strength  another  heat  of  steel  with 
different  chemical  composition  would  give  if  rolled  into  the  same  sized 
angle.     I  trust  that  this   point  is  clear,  and  that   some  of  the  shape 

mills  will  take  the  matter  up  and  let  us  hear  from  them. "  * 

*  W.  R.  W.,  Transactions,  A.  I.  M.  E..  1893,  Vol.  xxlii.  p.  115. 
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DISCUSSION    ON    RULE    FOR    STRENGTH    OF   STEEL.  4G5 

'*  When  rolling  heavy  steel  plates,  trouble  is  often  caused  by  finish-  Mr.  Webster. 
iug  them  at  too  high  a  temperature,  which  gives  a  material  with  crvs- 
talliue  fractur(\  poor  reduction  of  area,  and  i)oor  bends.  In  order  to 
guard  against  this  and  control  the  finishing  temperature,  we  use  very 
light  draughts  in  rolling,  and  produce  as  good  results  in  heavy  plates 
as  in  light  ones.  Too  much  importance  cannot  be  given  to  tiie  heat- 
treatment  of  steel.  Mr.  H.  M.  Howe's  recent  experiments  on  this  subject 
are  of  the  greatest  value,  and  it  is  to  be  hoped  that  they  will  be  continued 
on  a  larger  scale  in  connection  with  the  work  of  rolling  and  forging."* 

Mr.  Campbell's  criticism  relates  more  to  the  arrangement  in  tab- 
ulated form  of  the  values  arrived  at  by  the  writer  for  each  element  than 
to  the  values  themselves.  He,  of  course,  had  the  option  of  using  these 
values  in  either  form,  and  one  or  two  trials  would  have  shown  that  each 
gives  the  same  results,  and  that  the  tables  save  time  and  work. 

In  order  to  answer  Mr.  Campbell  in  detail,  it  is  necessary  to  give  his 
criticism  in  full.  He  states  in  his  "  Structural  Steel,'"  on  pages  284, 
285  and  286  : 

"The  most  comprehensive  and  systematic  study  of  the  physical 
formula  of  steel  has  been  cari'ied  out  by  W.  R.  Webster.  He  has  used 
the  long  and  laborious  method  of  successive  approximations,  and,  by 
cutting  and  trying,  has  found  the  effect  of  each  element  upon  the 
ultimate  strength,  as  well  as  the  effect  of  the  thickness  and  finishing 
temperature.     The  results  are  given  by  him  as  follows." 

He  then  refers  to  the  writer's  values  as  already  given,  and  continues 
as  follows: 

"An  examination  of  these  figures  reveals  two  absolutely  irreconcil- 
able conditions,  for  Mr.  Webster  takes  as  his  starting  point  the  dictum 
that  carbon  is  a  constant,  and  proceeds  to  construct  a  table  in  which 
it  is  not  a  constant  at  all,  and  in  which  it  is  not  even  constantly 
irregular.  Bv  his  own  calculation  a  steel  of  .06%'  phosphorus  and 
.10/%"  of  carbon  is  strengthened  1  400  lbs.  by  the  addition  of  .01  %  of 
carbon,  while  with  .10%  phosphorus  it  is  strengthened  1  800  lbs.  by 
the  same  addition.  Assuredly,  this  is  not  a  constant  effect.  Moreover, 
carbon  does  not  even  have  a  constant  effect  with  the  same  content  of 
other  metalloids,  for,  with  .10%  of  phosphorus,  an  increase  in  carbon 
from  .07  to  .08%^  raises  the  strength  800  lbs.,  while  an  increase  from 
.08  to  .09%  strengthens  it  1  800  lbs. 

"It  would  be  just  as  correct  to  conclude  from  these  results  that 
phosphorus  is  a  constant  and  carbon  a  variable,  as  to  say  that  carbon 
is  a  constant  and  phosphorus  a  variable.  The  changing  values  which 
it  would  be  necessary  to  assign  to  carbon  to  fulfill  the  first  assumption 
would  be  no  more  arbitrary  and  hypothetical  than  the  changing  values 
assigned  to  phosphorus  by  Mr.  Webster,  or  the  changing  values  which 
he  has  assigned  to  mangaiaese.  Thus  the  table  which  has  been  given 
is  entirely  indecisive,  since  it  can  be  translated  into  two  diametrically 
opposite  readings,  and  it  must  be  acknowledged  that  one  empirical 
formula  is  as  good  as  another,  provided  the  same  answers  are  obtained 
from  both. 

"  This  curious  contradiction  of  the  premises  by  the  conclusion  can 

onlv  arise  from  some  erroneous  hypothesis  in  the  values  assigned  to 

the'  different   elements,  for  in  the  construction  of  such  equations  it  is 

plain  that  an  error  in  one  factor  must  be  atoned  for  by  an  opposite  and 

='W.  R.  W.,  Journal  of  the  Iron  and  Steel  Institute,  1894.  No.  1,  p.  335. 
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Mr.  WVbster.  ('(pijil  (MTor  ill  Jiiioihcr  t'ju'tor.  II  this  rcasoniiig  be  true,  tlicii  v<'ry 
little  faith  cau  l)o  attached  to  the  formnla  as  an  (^xi)r(!.ssiou  of  fnnda- 
inenial  laws,  howcncr  accnnit(»lv  the  uiatheniatieal  reHiilts  may  coincide 
with  observations. 

*'  It  is  to  he  re<4retted  that  the  euiiu'st  endeavoi-  of  Mr.  Wi^hster  to 
write  th(>  j)hysical  formnla  shonld  have  been  hampered  bv  tlu^  necessity 
of  working  on  sheared  ])lates,  which  an^  finish(Ml  nn(h'r  great(;r  varia- 
ticms  of  temperature  than  angles  or  l)ars,  and  fnrthermon^  that  these 
plates  were  of  basic  ]3essemer  steel,  a  material  which  would  not  be  chosen 
for  its  regularity.  IJy  correcting  for  thickness  and  finishing  tempera- 
ture, Mr.  Webster  has  shown  that  about  9U%  of  the  heats  investigated 
came  within  5  000  ll)s.  i)er  square  inch  of  what  his  equation  calls  for. 

"This  is  a  very  satisfactory  result,  and  it  is  not  in  a  spirit  of 
hypercriticiam  (for  my  own  results,  to  be  given  later,  display  examples 
of  the  same  character),  but  from  a  strictly  sci(mtili(!  i)()int  of  view,  that 
attention  is  called  to  the  very  unpleasant  corollary  that  one  charge  out 
of  every  ten  does  not  give  results  within  5  0()i»  lbs.  Some  of  these 
undoubtedly  are  vitiated  by  wrong  chemical  determinations,  for  the 
carbon  was  determined  by  color,  and  this  gives  only  ajjproximate 
results;  on  others  there  might  well  be  an  error  m  estimating  the  finish- 
ing temperature;  on  others  there  would  be  mistakes  in  measuring  and 
testing;  while  some  pieces,  perhaps,  did  actually  show  those  peculiarities 
w'hich  w'e  call  abnoimal,  which  are  ascribed  sometimes  to  oxide  of  iron, 
sometimes  to  nitrogen,  and  not  infrequently  to  the  devil,  but  which 
grow  less  numerous  as  we  learn  more  of  our  art. 

"  I  cannot  believe  that  the  complicated  formula  of  Mr.  Webster 
represents  actual  conditions,  and  the  remainder  of  this  chajjter  will 
attempt  to  show  that  a  reasonably  accurate  eminrical  equation  of  steel 
may  be  written  w  ithout  the  introduction  of  such  manifold  variations, 
and  by  the  use  of  constant  values  for  each  element  withm  the  limits 
usually  obtaining  in  structural  metal.  It  will  also  be  shown  that  the  first 
increments  of  manganese  do  not  add  greatly  to  the  strength  of  steel,  since 
low-manganese  metal  is  stronger  than  would  be  indicated  by  a  formula 
that  apjjlies  to  steels  containing  higher  percentages  of  this  element. " 

Mr.  Campbell  ignores  the  facts,  that  much  of  the  writer's  work  was 
on  universal  mill  plate,  that  many  heats  of  open-hearth  steel  were  in- 
cluded in  the  investigation,  and  that  the  chemist's  work  was  checked 
from  time  to  time  by  sending  him  duplicate  sets  of  drillings  under 
different  numbers.  The  color  carbon  determinations  were  used  as  is 
the  general  practice  at  Steelton  and  other  works. 

It  is  hardly  necessary  to  work  out  the  cases  referred  to  by  Mr- 
Campbell  after  the  full  explanations  already  given  as  to  how  the 
writer's  tables  were  constituted,  but  they  are  as  follows: 

Percentage  of     Pure  Additions  for       Additions  for  r»5fF^,.^«/.o 

C.       P.         Iron.  carbon.  phosphorus.  Uineience. 

.10  .06  38  000  +  800  X  10  +  1  000  X  06  =  52  000       

.  11  .06  38  000  -h  800  x  11  -f  1  100  x  06  =  53  400  1  400 

.10  .10  38  000  -H  800  x  10  +  1  000  x  10  =  56  000      

.11  .10  38  000  -f  800  x  11  +  1  100  x  10  =  57  800  1  800 

.07  .10  38  000  -f-  800  X  07  -|-      800  x  10  =  51  600       

.08  .10  38  000  +  800  x  03  -f      800  x  10  =  52  400  800 

.08  .10  38  000  -f-  800  x  08  -f-      800  x  10  =  52  400      

.09  .10  38  000  H-  800  x  09  +      900  x  10  =  54  200  1  800 
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In  each  of  those  cases  the  difforeuce  in  ultimate  streugtli  due  >ir.  wvhsiwi- 
to  .01%'  carbon  is  800  lbs.,  but  to  this  is  to  be  added  the  difference  due 
to  phosphorus  in  the  presence  of  the  higher  carbons,  which,  in  the 
first  case  amounts  to  6U0  lbs.,  in  the  second  to  1  00(»,  while  in  the  third 
there  is  no  difference,  as  the  carbons  are  .0S%  and  below.  In  the  last 
case  the  difference  is  1  000  lbs.  This  gives  a  total  difference  due  to 
carbon  and  phosphorus  of  1  400.  1  800,  800  and  1  800,  resi)ectively. 
Now,  reference  to  Table  No.  4  will  show  the  same  strength  due  to  pure 
iron,  carbon  and  phosphorus,  with  the  same  difference  as  shown  above. 

There  is  nothing  in  all  this  that  is  '•  absolutely  irreconcilable,"  nor 
is  there  a  case  where  the  ''results  contradict  the  premises.'*  The 
values  used  are  those  which  gave  the  best  results  after  many  trials  on 
over  1  000  test  pieces  used  in  this  investigation,  besides  hundreds  of 
trials  on  the  steel  graded  in  the  course  of  the  loutine  evei*y-day  work 
at  the  mill. 

As  Mr.  Campbell  does  not  believe  that  the  writer's  taVdes  represent 
actual  conditions,  the  ^\Titer  would  ask  him  if  any  one  of  the  elements 
had  a  different  effect  per  unit,  due  to  a  larger  or  smaller  amount  of  the 
other  elements  present,  what  value  would  be  arrived  at  by  the  method 
of  least  squares?  Would  it  not  l)e  the  average  value  of  this  element? 
If  this  is  the  case,  why  is  he  so  positive  that  the  writer's  values  are  not 
right,  and  that  the  effect  of  phosphorus  is  not  greater  as  the  carbon  in- 
creases? Also,  that  the  effects  of  the  other  elements  are  always  the 
same  per  unit,  no  matter  in  what  amount  they  may  be  present  in  the 
steels  under  consideration. 

In  other  portions  of  his  book  Mr.  Campbell  is  not  so  positive  in  his 
statements  on  this  point  and  others  referred  to  above,  as  will  be  seen 
by  the  following: 

•"It  would  seem,  therefore,  that  the  regularly  increasing  baneful- 
ness  of  phosphorus  as  the  carbon  is  raised  does  not  portray  any  change 
in  nature,  but  that  although  the  effect  of  the  metalloid  in  lower  steels 
is  obscured,  its  character  is  the  same.  Xo  line  can  be  dra\N-n  that  can 
be  called  the  limit  of  safety,  since  no  practical  test  has  ever  been  de- 
vised which  completely  represents  the  effect  of  incessant  tremor.  For 
common  structural  material  the  critical  content  has  been  placed  at  10% 
by  general  consent,  but  this  is  altogether  too  high  for  raih'oad  bridge 
work.  All  that  can  be  said  is  that  safety  increases  as  phosphorus  de- 
creases, and  the  engineer  may  calculate  just  how  much  he  is  willing  to 
pay  for  greater  protection  from  accident.     *     ^     -^^ 

"It  is  certain  that  carbon  increases  the  strength  of  steel  when 
present  in  small  proportions,  but  that  after  a  certain  content  is  reached 
(say  about  1.00%)  there  is  no  increase  in  cohesive  power  from  a  further 
addition.  It  will  also  be  granted  that  this  point  is  not  a  .sudden  break 
in  the  line,  but  that  the  effect  of  each  unit  of  carbon  decreases  as  it  is 
approached.  If  this  relation  holds  good  throughout  the  whole  series 
of  alloys,  then  each  successive  increment  of  carbon  will  have  a  less 
effect  from  the  starting  point  of  pure  iron. 

•'It  is  also  possible,  for  the  same  reasons,  that  every  other  metalloid 
will  follow  the  same  rule,  so  that  the  influence  of  each  separate  alloyed 
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fti.    Wcbstei.  TABLE  No.  7— Compaiuson  of  Estimatkd  Ultimate  Strengths, 

In  thiH  Tal)l(;  Manga- 


I 

I 


Phos.  .000. 


.01, 


.02. 


.03., 


.04. 


.05. 


.06. 


.07., 


.09. 


.10. 


Carbon  = 


Webster , 

Cami)bell basic 

Campbell acid. 

Cuiniin}?bam 


Webster 

Campbell basic. 

Campbell acid. 

Cunningham 


Webster 

Campbell basic 

Campbell acid 


I 
.06  I  .07 


.08 


49  300  50  100  50  iKK) 
4()  530 1 47  4HO|4H  4W 

45  8(K)i47  070  4«  280 

46  000  47  (KK;  48  (KX) 

50  100  50  900  51  7(X) 

47  580  48  5:^0  49  480 


46  750  47  9(50 

47  000  48  000 


50  900 
48  630 
47  ()40 


Cunningham 48  f)00 


Webster 

Campbell basic. 

Campbell acid. 

Cunningham 


Webster 

Campbell basic. 

Campbell acid. 

Cunningham 


51  700 
49  680 

48  530 

49  000 

52  500 

50  730 

49  420 

50  000 


51  700 
49  580 

48  noO 

49  000 

52  500 

50  630 

49  740 

50  000 


49  170 

49  000 

52  500 

50  530 
50  060 


.09   .10   .11 


51  700 
49  380 
49  490 
49  (KK) 


.12 


.52  500  5;^  300  54  100 
50  330  51  280  .52  2:-30 
50  7(K)51  910  53  120 
50  000  51  000  .52  000 


52  600  53  500  .54  400 

50  430  51  380  .52  330 

50  380  51  .5tK)  .52  800 

50  000  51  000  52  000 


53  500  54  5(X) 
51  480.52  430 
51  270  .52  480 
50  000  51  00(1  52  (KJO 


53  300 

51  580 

50  9.50 

51  000 


53  300  54  100 
51  ()80  52  630 


Webster 53  300 

Campbell basic.  51  780 

Campbell acid.  50  310 

Cunningham 51  000 


Webster 

Campbell basic. 

Campbell acid. 

Cunningham 


Webster 

Campbell basic. 

Campbell acid. 

Cunningham 


50  ()30 

51  000 

54  100 

52  730 

51  .520 

52  000 


54  100 
52  830 

51  200 

52  000 

54  900 

53  880 

52  090 

53  000 


51  840 

52  000 


54  400  55  500  56  600 
52  5:30  .53  480  .54  430 


.55  5(KJ 
53  380 

53  000 


52  KiO 

52  000 

55  300 

.53  580 
.53  050 

53  000 


54  900  56  200 


53  680 

52  730 

53  000 


54  900  .55  700 


53  780 

52  410 

53  000 

.55  700 

54  830 

53  300 

54  000 


Webster 

Campbell basic. 

Campbell acid. 

Cunningham 


Webster 

Campbell basic. 

Campbell acid. 

Cunningham 


54  730 

53  620 

54  000 

56  500 

55  780 

54  510 

55  000 


55  700  56  .500 


54  930 

52  980 

54  000 

56  500 

55  980 

53  870 
55  000 


55  880 

54  190 

55  000 


Webster 57  300 

Campbell basic.  57  030 

Campbell acid.  !54  760 

Cunningham 56  000 


.001  Phos.  =  iWebster 80 

Campbell basic  .1  1 05 

Campbell acid,  i  89 

Cunningham 1  1(X) 


53  370  j  54  .580 
53  000  M  000 


56  500 
.54  .5:30 
.54  260 

54  000 

57  500 

55  580 
55  150 


54  63C 

53  941 

54  OOG  55  000 


.57  100 
55  680 

54  830 

55  000 

58  000 

56  730 

55  720 

56  000 


58  500 
56  630 
56  040 


57  300  58  900 


56  830 

55  400 

56  000 


57  300  58  100 
56  930  57  880 


55  080 

56  000 

.58  100 

57  980 
55  970 
57  000 

80 
105 

89 
100 


56  290 

57  000 


.55  300 

53  280 
.54  010 
.53  000 

56  500 

54  3:^0 

r>4  '.too 

Vl  0(X) 


.18 


.14 


.54  900  .55  700 


.5:^  180 
54  380 
Sa  000 

56  200 

54  2.S0 

55  220 
.54  C03 


5-1  1:^0 
55  540 

54  00(J 

57  100 

55  180 

56  430 
55  000 


57  500  58  .500 
.55  280  56  230 
m  110  57  320 
55  000  56  000 


57  7CX)  58  800  59  900 
.55  380  .5()  330  J  57  280 
.55  7iH)  .57  (XX)  .58  210 
55  (XK)  56  000  57  000 


57  700 
.55  480 
.55  470 

55  000 

58  800 

56  530 
56  360 
56  000 


58  900 
56  4.30 
.56  680 

56  000 

60  100 

57  480 
57  570 
57  000 


60  100 

57  .380 


59  900  61  300 
57  580  .58  5S0 
57  250  58  460 


56  000  57  000  58  000 


59  500 
57  680 

56  930 

57  000 


57  780 

56  610 

57  000 

59  800 

58  830 

57  500 

58  000 


61  300 

.58  m) 


57  890  .59  100 
57  000  58  000 


61  000j62  500 
58  6.30  59  .580 
58  140;59  350 
58  000159  000 


61  400 
58  430 

58  780 

58  000 

62  700 

59  480 
59  670 

59  000 

&4  000 

60  530 
60  560 


60  500  62  100  63  700 
58  730  59  680  60  630 


.58  900  60  700 
.58  9.30  59  880 

57  180;58  390 

58  000  59  000 


80 
105 

89 
100 


90 
105 

89 
100 


57  820 

58  000 

61  500 

59  780 

58  710 

59  000 

62  500 

60  830 

59  600 

60  000 

100 

105 

89 

100 


59  030160  240 
59  OOOS6O  000 


63  200 
60  730 

59  920 

60  000 

64  300 

61  780 
00  810 
61  000 

110 

105 

89 

100 


62  700 
59  380 
59  990 

59  000 

64  100 

60  430 
60  880 

60  000 

65  500 

61  480 
61  770 


60  000  61  000 


65  300 
61  580 
61  450 
61  000 


64  900  66  600  68  300 


61  680 
61  130 

61  000 

66  100 

62  730 
62  020 
62  000 

120 

105 

89 

100 


66  900 
62  530 
62  660 
62  (KX) 


62  630 
62  340 

62  000 

67  900 

63  680 
63  230 
63  000 


130 

105 

89 

100 


63  580 
63  550 

63  000 

69  700 

64  630 
64  440 
64  000 

140 

105 

89 

100 
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BY  Methods  of  Webster,  Campbell  and  Cunningham. 
Dese  is  .40  in  all  eases. 


Mr.  \WI)st«?r, 


.15 


.16 


56  500  !  57  300 

55  asO  56  030 

56  750  57  960 
55  000  56  000 


58  000 

56  130 

57  640 


58  800 

57  080 

58  850 


56  000  57  000 


59  500 

57  180 

58  530 

57  000 

61  000 

58  230 

59  420 


60  300 

58  130 

59  7 10 

58  000 

61  800 

59  180 

60  630 


58  000  59  000 


62  500 

59  280 

60  310 
59  000 


63  300 

60  230 

61  520 
60  000 


65  500 

61  380 

62  090 

61  000 

67  000 

62  430 
62  980 

62  000 

68  500 

63  480 
63  870 

63  000 

70  000 

64  530 
&4  760 
64  000 


58  100 

56  980 

59  170 

57  0(X) 

59  600 

58  030 

60  060 
58  000 


.18 


50  900 

57  930 

60  380 

58  000 


.19 


.20 


.22 


.23 


.24 


.25 


.28 


.27 


.28 


59  700  60  500  61  300  62  100  62  900  &S  700  64  500  65  300  66  100  66  90(> 

58  880  59  830  60  780  61  730  62  680l63  630  64  .580  (i5  .5:30  6«j  480  67  4:*> 
SI  5iK)  62  800  64  010  65  220  66  430167  &40  68  850  70  060  H  270  ?2  480 

59  000  60  000  61  000  62  000  63  000;&4  000|65  000  66  000  67  000  68  00(> 


60  400  61  200  62  000  62  800  63  600  64  400  65  20o'6«)  000  66  800  67  600  68  m> 

58  980  59  930  60  880  61  830  62  780  63  730:64  680  65  630  66  580!67  5.30  68  48<> 

61  270:62  4S0  63  690  64  900  m  110  67  320|68  530  69  74070  950;72  160  73  .370 

59  000  60  000  61  000^62  000,63  000  &4  000  65  000,66  000  67  000  68  000  69  000 


61  100  61  900 

59  080160  030 

60  950  62  16C 

59  000  60  000 

62  600  63  400 

60  130 '61  080 

61  840163  050 


62  700  63  500  64  300:65  100  65  900!66  700  67  500  68  300 

60  980  61  930  62  880  6;S  830  64  780*65  730  66  680  67  630 

63  .370  W  580,65  790167  000  68  210|69  420,70  630,71  ^40 

61  000  62  000,63  000  64  000  65  000  66  000  67  000,68  000 

64  200  65  000  65  800;66  600  67  400'68  200  69  000  69  800 

62  a30  62  980  63  930  64  880  65  830  66  780  67  730  68  680 
&4  260  65  470  66  680  67  890  69  100,70  31071  520  72  730 


60  000161  000:62  000  63  000  64  000  65  000  66  000  67  OoO  68  000;69  000 

!    I    i    I        '        I 

64  100!&4  900!65  700  66  .500  67  .300:68  100  68  900  69  700  70  .500  71  300 

61  180162  130|&3  080  64  0-30  64  980l65  9.30  66  880167  830:68  780|69  730 

62  730!a3  940165  150  66  360i67  570i68  780  09  990|n  200  72  410  73  620 
61  OOC  62  000  63  000  64  000|65  000:66  000  67  00068  000  69  000  70  000 


69  100  69  900 

68  .580  69  5.30 
73  050  74  26«t 

69  000  70  000 

70  600  71  40<» 

69  6.30  70  .58<t 

73  940  75  150 

70  000  71  00(> 

72  100  72  90(» 

70  680  71  m> 

74  830  76  040 

71  000  72  OOO 


64  000  64  800  65  600  66  40o'67  200  68  000:68  800169  600  70  400:71  200:72  000,72  800  73  600  74  44<- 

60  330  61  280  62  230  63  180  64  130  65  080  66  030i66  980  67  93068  880|69  830170  780  71  730  72  68o 

61  200  62  410163  620  64  830  66  040  67  250:68  460'69  670  70  880!72  090  73  300  74  51075  720  76  9Si) 
60  000  61  OOOm  000  63  000!64  000  6.5  000l66  000l67  000  68  000169  0(^)0!70  000  71  000!72  000  7^  000 


66  300i67  100 

62  a30!63  280 

63  30064  510 
62  000;63  000 


67  900'68  700  69  500 

64  230,65  180  66  130 

65  720  66  930  68  140 
64  000  65  000  66  000 


69  300  71  100  71  900i72  700  73  500 
67  080:68  030  68  980;69  i«0  70  880 
69  350,70  560  71  770' r2  980  74  190 
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65  000  66  000  67  000  68  000  69  000  70  000  71  000  72  000  73  000  74  000  75  000 
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>ii  w. >»>>.(. M  cU'iiu^Mt  will  \h>  i(>i)ioHeute(l  by  a  ciirvc.  TIuh  may  be  an  arc  of  a  circle, 
(»!•  11  ]»iinil>()lii,  or  11  cycloi*!,  or  a  broken  line;  it  may  be  difterent  in  de- 
cree or  (litVerent  m  niitnre  in  iho  ease  of  eiieli  element;  and  it  may  vary 
in  (lef^ree  or  <'veu  in  niitnre  with  eluin^es  in  the  ])roi)ortions  of  the 
assofiated  elements.  IJut  it  will  be  iiHsumed  in  this  investigation  that, 
within  the  narrow  limits  of  the  diviKions  of  the  table,  the  effect  of  a 
r<»<i:iilar  increase  in  the  ])ereenta^(^  of  each  metalloid  would  be  rej)re- 
s(Mited  by  a  straij2:ht  liu(\  In  othei-  words,  that  an  increase  of  carbon 
from  .'20  to  .21*'o  gives  the  same  in<reMient  in  strength  as  an  increase 
from  .10  to  .11  per  cent." 

In  order  to  study  more  closely  the  relations  between  the  estimated 
ultimate  strengths  arnved  at  by  the  writer's  method  and  those  of 
Messrs.  Campbell  and  Chinningham,  the  tables  have  been  constructed 
on  the  same  general  i)lau  as  Table  No.  5,  giving  the  values  of  all  three 
observers  on  each  table,  the  carbons  being  in  all  cases  from  .06  to  .28% 
inclusive.  The  values  are  for  open-hearth  steel,  and  sulphur  has  not 
been  considered,  but  it  can  be  used  in  connection  with  these  tables  by 
adding  500  lbs.  for  each  .01%'of  sulphur  above  .065%  sulphur,  and  de- 
ducting from  the  values  given  500  lbs.  for  each  point  below  this 
amount.  In  Table  No.  5*  the  manganese  is  zero  in  all  cases,  and  for  that 
reason  the  values  for  Mr.  Campbell's  acid  steel  and  Mr.  Cunningham's 
values  are  higher  than  the  others,  as  in  these  cases  the  value  of 
manganese  has  been  indirectly  included  in  that  of  carbon.  Taking, 
however.  Tables  Nos.  6,  7,  8  and  9,*  with  manganese  30,  .40,  .50  and 
.60,  respectively,  the  estimated  ultimate  strengths  of  one  observer  agree 
with  those  of  the  other  much  more  closely  than  would  be  expected 
from  the  different  values  used  for  each  element.  Tables  Nos.  10  to  16*, 
inclusive,  are  for  carbons;  29  to  51.  inclusive,  with  manganese  .0,  .50,  .60, 
-70,  .80.  .90,  and  1  per  cent.  In  all  other  respects  they  are  the  same  as 
Tables  Nos.  5  to  9.  Of  course,  with  the  higher  carbons  these  values 
may  not  apply,  but  the  sooner  they  are  tried,  the  sooner  will  the  re- 
quired moditications  be  known. 

The  writer  believes  that  no  one  has  as  yet  arrived  at  the  right  values 
for  the  different  elements,  and  doubts  if  we  will  ever  have  a  simple  mathe- 
matical formula  to  express  these  values,  as  the  elements  present  have, 
no  doubt,  an  effect  upon  each  other.  It  Avill,  of  course,  take  much 
time  and  work  to  decide  on  the  best  moditications  of  values  and 
methods  now  in  use. 

The  writer  has  quoted  freely  from  a  paper  written  for  presentation 
before  the  American  Institute  of  Mining  Engineers,  which  gives  a 
general  summary  of  the  work  of  many  investigators  on  this  problem, 
and  is  a  more  complete  answ^er  to  some  of  the  points  raised  in  this  dis- 
cussion. 


*  These  tables.  5  to  16  inclusive,  are  filed  in  the  Library  of  the  Society  for  reference. 
Table  No.  7  is  printed  Avith  this  discussion  (see  pages  468  and  469  in  order  to  show  the 
comparison  referred  to. 
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WITH  DISCUSSION. 


Through  the  courtesy  of  C.  K.  Bannister,  M.  Am.  Soc.  C.  E.,  and 
at  his  suggestion,  the  authors  were  enabled  to  carry  out,  in  August, 
1897,  a  limited  series  of  experiments  on  the  flow  of  water  in  the 
recently  finished  conduit  of  the  Pioneer  Electric  Power  Company,  of 
Ogden,  Utah,  of  which  he  was  at  that  time  chief  engineer.  As  the 
main  dam  has  not  been  constructed,  it  was  not  possible  to  extend  the 
experiments  to  the  velocities  of  flow  corresponding  to  the  full  carrying 
capacity  of  the  conduit.  It  is  the  intention  to  do  so  when  opportunity 
offers.  Believing  that  the  results  obtained  so  far,  and  a  description  of 
the  method  of  experimentation  adopted,  may  prove  of  interest  to  the 
profession,  this  paper  is  submitted. 
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I'\)r  a  (Icsci'ijjtion  ol"  the  cntii-c  |>i|>«'  line  iiiid  ol'  tin;  coiiHtructioM  ot" 
tin*  ]n]H\  vvivvonvv  imiv  be  nuulc  to  ii  })ai)('r  recent  Iv  pnMishcd.* 
The  i)lau  autl  profile  of  each  of  the  ])ortiouH  exi»erinieiite(l  ni)oii  are 
^iven  lierewitli,  iti  conrKM-tion  with  tlie  account  of  the  exiieriiiiental 
results. 

I. — Description  of  Ojukct  and  Methods. 

General  Plan. 

The  main  object  of  the  experiments  was  to  deterniiue  the  relation 
between  the  rate  of  discharge  of  the  pipe  and  the  loss  of  head  between 
certain  definite  points.  To  accomplish  this  it  was  necessary  to  meas- 
ure, simultaneously,  the  pressure  at  each  end  of  the  length  of  pipe 
under  experiment,  and  the  rate  of  discharge. 

As  a  secondary  object,  observations  were  taken  on  the  loss  of  head 
in  the  Venturi  meters,  with  different  velocities  of  flow. 

Pressure  Measurements. 

[1)  Metltod  Adopted. — A  consideration  of  the  probable  range  of  the 
losses  of  head  to  be  measured  made  it  evident  that  a  far  greater  degree 
of  precision  was  required  in  the  pressure  measurements  than  could  be 
attained  with  any  i)ressure  gauge  of  the  Bourdon  type.  It  seemed 
reasonably  certain  that  the  best  results  attainable  with  such  a  gauge 
would  be  unreliable  by  at  least  as  much  as  1  lb.  i^er  square  inch  (equiv- 
alent to  a  water  column  of  2. 3  ft. ) ;  more  probably  the  errors  would  be 
two  or  three  times  that  amount,  or  even  greater.  Such  a  degree  of 
uncertainty  would  render  the  results  wholly  valueless.  It  was  there- 
fore decided  to  use  mercury  gauges. f 

(2)  Description  of  Gauges. — The  form  of  gauge  used  was  the  ordin- 
ary open  manometer.  Fig.  l^it  shows  the  essential  parts  of  the  mano- 
meter as  used  at  the  point  of  greatest  pressure,  near  the  power  house. 
Besides  the  manometer  proper,  the  figure  shows  a  water-jacket  sur- 
rounding the  mercury  tube,  and  a  vessel  into  which  the  water  passing 

*  "  The  Power  Plant.  Pipe  Line  and  Dam  of  the  Pioneer  Electric  Power  Company  at 
Ogden,  Utah/'  by  Henry  Goldmark,  M.  Am.  Soc.  C.  E.     Traiisactions,  Vol.  xxxviii,  p.  246. 

I  This  discussion  of  Bourdon  gauges  has  reference  only  to  their  applicability  to  this 
series  of  experiments.  It  is  not  meant  to  imply  that  such  gauges  can  never  give  satis- 
factory results  in  experiments  of  this  kind.  For  a  great  length  of  pipe  the  loss  of  head 
may  be  so  great  that  the  errors  of  a  Bourdon  gauge  are  relatively  unimportant.  In  any 
case,  however,  such  gauges  should  be  repeatedly  and  carefully  tested,  during  the  period 
of  experimenting,  at  about  the  pressures  at  which  they  are  used.  It  will  aid  in  eliminat- 
ing gauge  errors  if  the  pressure  is  measured  at  various  points  along  the  profile  of  the 
pipe. 
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throiigli  the  water-jacket  wasted;  the  mercury  reservoir,  being  placed 
in  this  vessel  and  being  surroiiuded  by  water.  The  mercury  reservoir 
^4  is  of  cast  iron,  the  interior  being  cylindrical,  4  ins.  in  diameter.  In 
one  side  is  a  window,  fitted  with  glass,  through  which  the  position  of 
the  mercury  surface  may  be  observed.  The  vertical  tube  B  D  is  of 
J-in.  wrought-iron  pipe,  except  at  the  upper  end,  where  a  length  ot 
glass  tube  D  is  attached,  with  a  scale  for  reading  the  position  of  the 
top  of  the  mercury  column.  Into  the  top  of  the  reservoir  .1  is  fitted  a 
pipe  C  C,  leading  to  that  cross-section  of  the  main  pipe  at  which  the 
pressure  is  to  be  measured.     In  the  jnpe  C  C  is  a  gate-valve  V,  and  at 


LOWER    MANOMETER 
Fig. la. 


DIFFERENCE    GAUGE 
Fig. 16. 


-Xis  an  air-cock.  When  the  gauge  is  in  use  the  pipe  C  C  and  the  space 
in  the  reservoir  above  the  mei-cury  are  filled  with  water.  The  air  in 
the  reservoir  is  removed  by  opening  the  air-cock  X  and  allowing  water 
to  enter  slowly  through  the  partially  open  valve  Y.  The  air-cock  is 
then  closed  and  the  valve  Y  fully  opened,  and  mercury  rises  in  the 
tube  B  B.  The  height  of  the  mercury  column  measures  the  water 
pressure  at  the  surface  of  the  mercury  in  the  reservoir;  and  thus,  by 
allowing  for  difi"erence  of  level,  the  pressure  is  known  at  any  point  of 
the  pipe  CCand  of  the  cross-section  of  the  main  pipe  to  which  this 
pipe  is  attached. 
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Two  (juostious  in  connectiou  with  the  um«  of  the  gauge  cull  ful- 
some oxplauatiou — the  effect  of  changes  of  temperature  upou  the 
mercurv  column,  and  tlic  nicMuxl  of  atta<'hni«;nt  of  the  gauge  to  the 
uuiin  i)i])e. 

{3)  GorrecUon/or  Tempo  rat  urc. —In  order  that  the  oy)HervatiouH  may 
he  comparal)le,  the  observed  height  of  the  mercury  column  must  in 
every  case  be  reduced  to  that  of  an  equivalent  column  at  some  stand- 
ard temperature.  It  was  therefore  necessary  to  know  the  temperature 
of  the  mercury  at  the  time  of  each  observation  of  its  height.  The  de- 
gree of  precision  needed  in  the  temperature  observations  may  be 
estimated  by  noticing  that  a  change  of  1°  Cent,  affects  the  length  of 
the  mercury  column  by  about  zt-^^  oi  its  value.  The  static  pressures 
at  the  four  points  at  which  measurements  were  made  (expressed  in 
height  of  water  column)  were  about  462  ft.,  153  ft.,  101  ft.  and  48  ft., 
respectively.  Temperature  changes  of  about  1.2°,  3.6^,  5.5°  and  11.5° 
Cent,  at  these  four  points,  respectively,  would  thus  each  correspond  to 
an  error  of  0.1  ft.  in  the  measured  pressure-head. 

At  the  lower  end  of  the  steel  pipe,  where  the  i^ressure  had  its 
greatest  value,  it  was  decided  to  use  a  water-jacket  for  the  purpose 
of  keeping  the  mercury  at  a  nearly  constant  temperature.  This  jacket 
is  shown  in  Fig.  \a,  already  referred  to.  The  ]-in.  mercury  tube  was 
enclosed  in  a  larger  pipe  J  J,  through  which  a  stream  of  water  was  al- 
lowed to  flow  continuously  during  the  time  of  experimenting.  The 
temperature  of  this  water  remained  nearly  constant,  and  was  read  at 
intervals  by  means  of  a  chemical  thermometer  T,  suspended  in  the 
waste-vessel  W.  This  water-jacket  surrounded  a  length  of  about  30 
ft.  of  the  column,  the  total  length  of  which  varied  from  34  ft.  to  32.8 
ft.  A  length  not  exceeding  4  ft.  was  thus  left  unjacketed;  but  it  is 
believed  that  no  serious  error  was  thus  introduced.  Thus,  for  a  length 
of  4  ft.  of  mercury,  an  error  of  about  10^  Cent,  would  be  required  to 
introduce  an  error  of  0. 1  ft.  (water)  into  the  pressure-head. 

At  the  other  pressure  stations  the  heights  of  the  mercury  columns 
were  much  less,  and  it  was  thought  sufficient  to  determine  the  tem- 
perature by  means  of  a  thermometer  placed  beside  the  manometer 
tube.  During  most  of  the  observations  taken  at  the  upper  end  of  the 
steel  pipe  line,  where  the  greatest  height  of  the  mercury  was  about 
11.3  ft.,  the  instrument  was  shaded  during  the  time  of  experimenting. 
At  the  upper  station  on  the  wooden  pipe  line  the  manometer  was  fully 
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shielded  from  the  sun  bv  a  shed  built  for  the  protection  of  the  pipe 
against  rock  slides,  and  the  temperature  of  the  air  was  very  constant. 
At  the  lower  station  on  the  wooden  pipe  line  the  tube  containing  the 
mercury  column  was  shielded  from  the  sun  by  a  2-in.  plank  upon 
which  it  was  mounted,  and  the  temperature  was  read  from  a  thermom- 
eter hanging  beside  it. 

Although,  in  some  respects,  more  favorable  temperature  conditions 
would  have  been  desirable  at  two  of  the  manometer  stations,  it  is 
not  believed  that  serious  error  was  introduced  into  the  results  from 
this  cause. 

{4)  Attachment  of  Manometer fi  to  Mni)i  Pipe. — The  proper  method  of 
attachment  of  a  piezometer  for  the  purpose  of  measuring  the  pressure 
at  any  section  of  a  pipe  carrying  water  has  been  the  subject  of  con- 
siderable discussion.  The  main  questions  raised  have  been  :  (a) 
whether  a  single  point  of  attachment  to  the  pipe  is  sufficient,  or 
whether  attachment  should  be  made  to  a  chamber  communicating 
with  the  pipe  at  several  points  of  the  circumference;  and  {b)  whether 
in  case  attachment  is  made  only  at  a  single  point,  this  should  be  at  the 
top  or  at  some  other  point  on  the  circumference.  A  careful  considera- 
tion of  the  principles  involved  led  the  authors  to  the  conclusion  that 
the  number  of  points  of  attachment  is  immaterial,  and  that  the  posi- 
tion of  the  point  of  attachment  on  the  circumference  is  important  only 
as  affecting  the  liability  to  the  collection  of  air  in  the  pipe  leading  to 
the  piezometer.* 

In  the  case  of  the  steel  pipe  the  simplest  method  available  was  to 
make  connection  with  relief  valves  at  the  top  of  the  pipe.  At  the 
lower  end  the  manometer  was  located  in  the  power  house,  about  200 
ft.  from  the  point  of  attachment  to  the  main  pipe:  the  connecting 
pipe,  I  in.  in  diameter,  entering  the  building  through  a  window.  At 
the  highest  point  of  this  connecting  pipe  was  placed  a  valve  for  drawing 
off  air.  At  the  station  near  the  upper  end  of  the  steel  pipe  line  the 
connection  with  the  manometer  was  made  through  a  pipe  about  20  ft. 
in  length,  with  a  valve  for  air  at  the  highest  point.  In  both  cases  the 
air  valves  were  opened  at  intervals  during  each  run,  in  order  to  remove 
any  possible  accumulation  of  air. 

In  connecting  the  manometer  to  the  Avooden  pipe,  a  hole  was  bored 
at  right  angles  to  the  axis  of  the  pipe.      Into  this  hole  the  pipe  lead- 

*  A  further  discussion  of  these  questions  is  given  in  the  appendix  to  this  paper. 
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iu^to  tli»>  inaiioiiH'tcr  was  screwed,  care*  beiuji^  takeu  that  thoro  hIioiiM 
l)e  no  projection  hevond  tlie  inner  Kurfac(^  At  each  of  the  i»reKHure 
HtatiouH  ou  the  wooden  i»i|>('  line  the  l<'nj;th  of  the  connecting  i)ii)e  was 
only  a  few  feet. 

C)u  Plate  XXXVII,  Fij^s.  1  and  2  show  the  np^ier  and  lower  niauom- 
eters,  rt^spectively,  ou  the  wooden  i)ip(^;  and  ou  Plate  XXX VIII,  Figs. 
1  and  2  show  the  upper  and  lower  manometers,  respectively,  on  the  nteel 
pipe.  The  difltereuee-gauges  on  the  north  and  south  Venturi  meters, 
respectively,  are  shown  by  Figs.  1  and  2,  Plate  XXXIX. 

Measurement  of  Rate  of  Discharge. 

(i)  Method  A(ioj>ted. — The  main  pipe,  72  ins.  in  diameter,  divides 
near  the  power  house  into  two  branches,  each  54  ins.  in  diameter. 
Each  of  these  branch  jiipes  is  furnished  with  a  Venturi  meter  with  au- 
tomatic register.  These  meters  were  the  only  available  means  of 
measuring  the  rate  of  discharge  with  any  approach  to  precision. 

The  automatic  registers,  however,  were  not  adai)ted  to  the  purpose 
in  hand.  The  register  is  an  integrating  device,  recording  the  total 
quantity  discharged,  but  not  showing  the  rate  of  discharge  directly. 
The  rate  of  discharge  can  be  determined  from  its  readings  only  by  ob- 
serving the  dit!erence  between  the  readings  at  the  beginning  and  end 
of  a  known  period  of  time.  This  j)eriod  must  be  of  considerable 
length,  since  the  smallest  quantity  directly  indicated  by  the  register 
is  10  000  cu.  ft. ;  and  intermediate  readings  cannot  be  estimated  with 
precision.  Moreover,  the  result  of  such  a  determination  is  not  reliable 
unless  the  rate  of  discharge  has  remained  uniform,  since  the  indicating 
mechanism  moves  only  once  in  ten  minutes,  registering  at  each  move- 
ment an  amount  proportional  to  the  rate  of  discharge  at  that  instant. 
The  register  itself  gives  no  indication  as  to  what  fluctuations  in  the 
rate  of  discharge  occur  during  the  ten- minute  intervals.  It  was 
therefore  decided  to  attach  to  each  meter  a  mercury  gauge,  designed 
to  show,  at  every  instant,  the  difference  between  the  pressures  existing 
at  the  throat  and  the  up-stream  sections  of  the  Venturi.  This  ^Dressure 
difference  indicates  the  rate  of  discharge  instantaneously;  no  time  in- 
terval need  be  measured. 

(2)  Difference-Gauges. — For  accomplishing  the  object  stated,  the 
essential  parts  of  the  difference-gauge  are   two  vertical  glass  tubes 
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connected  at  the  bottom,  and  at  the  top  communicating  respectively 
with  the  two  sections  Avhose  pressure  diftereuce  is  to  bo  determined. 
The  tubes  are  filled  with  mercury  to  a  convenient  height,  the  space 
above  the  mercury  and  the  connecting  pipes  being  filled  with 
water.  By  means  of  a  fixed  vertical  scale,  the  difference  in  level 
between  the  tops  of  the  two  mercury  columns  may  be  read  at  any 
desired  instant. 

The  gauges,  as  actually  constructed,  were  designed  to  accomplish 
an  additional  object,  namely,  to  indicate  the  total  loss  of  head  in  the 
meters.  For  this  purpose  a  third  tube  was  added,  connected  with 
the  other  two  at  the  lower  end,  and  at  the  top  communicating  with 
the  54:-in.  pipe  immediately  below  the  meter.  Simultaneous  readings 
of  the  three  mercury  columns  thus  served  to  determine  both  {a)  the 
instantaneous  rate  of  discharge,  and  [h]  the  corresponding  loss  of  head 
in  the  meter. 

In  Fig.  \h  are  shown  the  essential  features  of  these  ditt'erence-gauges 
as  actually  constructed  and  used.  The  three  glass  tubes  communicate 
with  each  other  freely  at  the  bottom  through  suitable  connections 
of  wrought-iron  pipe.  At  the  top  they  communicate  with  separate 
pipes  A,  B,  C,  leading  respectively  to  the  three  sections  whose  press- 
ures are  to  be  compared.  Each  is  furnished  at  the  highest  point 
with  an  escape  cock  for  drawing  ofif  air,  and  in  each  pipe  is  placed  a 
gate-valve. 

In  attaching  the  gauge  for  use,  the  air-valves  T'  were  at  first  left 
open,  and  the  space  in  the  tubes  above  the  mercury  comj^letely  filled 
with  water,  the  gate- valves  in  the  connecting  pipes  being,  for  this 
purpose,  only  slightly  opened.  These  latter  valves  were  tightly  closed 
as  soon  as  all  the  air  had  escaped  from  the  tubes  and  connecting  pipes, 
and  very  gradually  opened  again  after  the  air-valves  had  been  closed. 
No  difficulty  was  experienced  from  air  in  the  pipes  A,  B,  C.  In  two 
of  these  pipes  [A  and  B  in  each  gauge)  the  air-valve  was  at  the  highest 
point;  in  the  third  (that  running  to  the  section  below  the  meter)  this 
was  not  the  case.  Whether  air  was  present  in  any  pipe  could  be 
tested  at  times  of  no  discharge,  since  under  static  conditions  the  three 
mercury  columns  must  stand  at  the  same  level  if  the  connecting  pipes 
were  completely  filled  with  water.  During  the  series  of  experiments 
there  were  frequent  opportunities  of  applying  this  test,  and  air  was 
never  found  to  be  present,  even  in  the  pipe  with  the  upward  bend. 
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except  111  two  or  tlirtM'  iiistau(50H.  These  iuHtaucrcH  occuncd  iiltcr  the 
adjacout  retM'iviiif^  chainber  had  for  sonio  reasou  been  emptied  of 
water;  aiul  it  was  uhvays  found  easy  to  l)k)\voffthe  air  through  tlie 
air-valve  I'. 

Tlie  Keah's  for  reading  the  lieights  of  the  mercury  iu  the  tubes  were 
graduated  to  hundredths  of  a  foot,  and  the  third  decimal  i)lace  was 
estimated  in  taking  readings.  In  setting  up  the  instrument,  the  ad- 
justment was  determined  by  the  ecpTality  of  the  readings  of  the  three 
scales  under  static  conditions. 

Programme  of  Tests. 

In  carrying  out  the  exj)eriments,  an  observer  stationed  at  each  of 
the  gauges  in  use  took  readings  at  short  intervals  during  a  certain 
time  previously  agreed  on.  The  interval  between  readings  was 
originally  intended  to  be  one  minute,  but  it  was  found  that  under 
steady  conditions  it  was  not  always  necessary  to  read  so  frequently. 

The  rate  of  discharge  was  controlled  by  the  superintendent  in 
charge  of  the  power  house.  The  aim  was  to  maintain  a  uniform  flow 
for  a  certain  period;  then  to  change  the  rate  of  discharge  and  maintain 
a  uniform  flow  for  another  period;  then  change  again;  and  so  on  as 
long  as  desired.  In  this  way  was  obtained  a  series  of  simultaneous 
sets  of  values  of  the  three  quantities  sought,  the  rate  of  discharge  and 
the  pressures  at  two  sections  of  the  main  pipe. 

It  was  not  necessary  to  note  the  time  of  reading  with  great  pre- 
cision, so  long  as  nearly  uniform  conditions  of  discharge  and  pressure 
could  be  maintained.  A  sufficient  degree  of  uniformity  was  secured 
without  difficulty,  except  in  tw^o  or  three  instances  to  be  mentioned  later. 

After  a  change  in  the  rate  of  discharge,  some  time  always  elapsed 
before  a  steady  condition  was  re-established.  It  was  found  that  about 
fifteen  minutes  must  be  allowed  for  each  change.  The  first  day's 
I'esults  were  unsatisfactory  because  sufficient  time  was  not  allowed  for 
steady  conditions  to  be  re-established  after  changes  in  the  rate  of  dis- 
charge. During  the  period  of  adjustment  from  one  steady  condition 
to  another,  the  jjressure  gauges  showed  marked  fluctuations,  the  range 
being  at  first  considerable,*  but   decreasing  and  nearly  disappearing 

*A]thouj^h  no  accurate  determination  was  made  of  the  increase  of  pressure  caused 
by  sudden  stoppage  or  change  of  the  rate  of  discharge,  it  is  certain  that,  even  at  the 
lower  end  of  the  line,  the  mercury  column  in  no  case  rose  more  than  3  ft.  above  the  static 
height.  In  one  case  a  very  sudden  stoppage  occurred,  owing  to  the  blowing  out  of  a  fuse, 
but  the  above  statement  holds  even  for  this  extreme  case. 
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after  ten  or  fifteen  minutes.  The  ditference-gauges  attached  to  tlie 
Venturi  meters,  on  the  other  hand,  adjusted  themselves  to  changed 
conditions  much  more  quickly,  their  oscillations  at  times  of  change 
continuing  not  more  than  two  or  three  minutes.  This  showed  that 
the  rate  of  discharge  became  steady  very  quickly,  while  the  pressure 
continued  to  oscillate  for  some  time.  It  was  at  first  suggested  that 
the  observed  oscillations  of  the  manometer  columns  might  be  due  to 
the  inertia  of  the  mercury.  It  was  found,  however,  by  plotting  curves 
showing  the  simultaneous  readings  of  the  two  gauges  in  use  at  the 
same  time,  that  there  was  always  a  close  agreement  l>etween  the  periods 
of  oscillation  of  the  two  columns.  This  is  shown  in  Fig.  5.  It  would 
therefore  appear  that  the  observed  oscillations  correspond  to  true 
oscillations  of  pressure  in  the  i3ipe.  Doubtless  these  variations  of 
pressure  are  transmitted  in  waves  throughout  the  length  of  the  pipe. 
No  difference  of  phase  between  the  oscillations  of  2Jressure  at  the  two 
stations  could  be  detected.- 

Because  of  conditions  existing  at  the  inlet,  the  highest  rates  of  dis- 
charge observed  were  accompanied  by  a  decrease  of  pressure  through- 
out the  pipe.  Under  such  circumstances  it  was  of  more  importance 
to  secure  exact  coincidence  in  the  times  of  observing  the  two  press- 
ures, since  any  uncertainty  as  to  what  observations  at  the  two  stations 
are  simultaneous  introduces  an  uncertainty  into  the  value  of  the  loss 
of  head  between  the  stations.  It  was  found  that  the  gauges  at  the  two 
stations  always  gave  j^i'actically  identical  determinations  of  the  rate 
of  decrease  of  the  pressure.  This  is  illustrated  by  the  plotted  results 
shown  in  Fig.  4. 

It  will  be  noticed  that  the  oscillations  of  pressure  at  the  begin- 
ning of  the  period  represented  by  the  curves  in  Fig.  5  show  a 
period  between  successive  maxima  or  minima  of  about  six  minutes. 
The  records  for  the  entire  series  of  experiments  show  a  period  lying 
between  five  and  six  minutes.  It  should  be  said  that  there  were  also 
minor  oscillations  of  a  period  so  short  that  no  attempt  was  made  to 
record  them.  The  period  of  these  minor  oscillations  was  not  deter- 
mined, but  it  was  only  a  few  seconds. 

In  cases  of  falling  pressure  the  oscillations  recorded  at  the  two  stations 
serve  as  a  check  upon  the  coincidence  of  the  instants  of  observation. 

*The  velocity  of  propagation  of  a  pressure  wave  should,  in  fact,  be  practically  equal 
to  the  velocity  of  sound  in  water — about  4  700  ft.  per  second.  The  interval  occupied  in 
traversing  the  distance  between  the  two  manometers  would  therefore  be  less  than  one 
second,  since  the  greatest  length  of  pipe  experimented  upon  was  4  427  ft. 
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Kediictiou  of  ObsfrvationH. 

(7)  Reilucnl  IleigJd  of  Manometer  Column. — TIk?  (inaiitity  directly 
jj^iven  by  ii  inauometer  reading  was  the  height  of  the  top  of  the  mercury 
cohiinu  iib()V(>  tho  zero  of  the  scale.  To  this  must  be  added  the  height 
of  the  zero  of  tlio  scale  above  the  surface  of  the  mercury  in  the  reser- 
voir. This  latter  quantity  need  not  be  determined  with  great  accu- 
racy, since  by  the  method  adopted  for  computing  loss  of  head  (to  be 
explained  presently)  a  constant  added  to  all  the  observed  readings 
does  not  affect  the  final  result.  Except  for  the  necessity  of  applying 
the  temperature  correction,  the  direct  readings  of  the  scale  could  be 
used  instead  of  the  total  heights  of  the  mercury  column.  For 
the  purpose  of  applying  the  corrections  for  temperature,  the  height 
of  the  zero  of  the  scale  above  the  surface  of  the  mercury  in  the 
reservoir  was  taken  as  a  constant,  its  value  being  measured  under 
conditions  of  static  pressure.  The  reduction  to  an  equivalent 
column  at  0^  Cent,  is  made  by  multiplying  the  observed  height 
of  the  column  by  the  factor  1 — 0.000  18  T;  T  being  the  temperature 
of  the  mercury  at  the  time  of  observation,  expressed  in  degrees 
Centigrade. 

Strictly  speaking,  a  correction  must  also  be  made  for  the  rise  of  the 
surface  of  the  mercury  in  the  reservoir.  The  interior  diameter  of  the 
reservoir  being  about  sixteen  times  that  of  the  glass  tube,  a  fall  of  the 
mercury  in  the  latter  must  be  accompanied  by  a  rise  about  ^^^  as 
great  in  the  former.  The  true  shortening  of  the  column  is  therefore 
equal  to  the  drop  of  the  column  multiplied  by  f||^,  or  about  1.004. 
For  the  greatest  loss  of  head  measured  in  the  entire  series  of  experi- 
ments (about  3.4  ft.),  this  correction  would  amount  to  only  0.014  ft. 
(water). 

(2j  Plotting  of  Reduced  Readings. — After  each  day's  run,  the  reduced 
heights  of  the  manometer  columns  and  the  readings  of  the  Venturi 
difference-gauges  were  plotted  as  ordinates  with  time  as  abscissas.  By 
inspection  of  the  resulting  curves  it  was  possible  to  select  periods 
during  which  the  conditions  of  pressure  and  discharge  remained 
steady.  The  data  corresponding  to  each  j^eriod  were  averaged,  and 
the  resulting  average  values  of  the  manometer  heights  and  difference- 
gauge  readings  were  regarded  as  constituting  an  "observation." 
Samples  of  the  plotted  results  are  shown  in  Figs.  4  and  5  which  will 
be  referred  to  again. 
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{3)  Computation  of  Loss  of  Head. — Since  the  pipe  had  the  same  dia- 
meter at  the  two  pressure  stations,  the  loss  of  head  between  these 
stations  is  found  by  a  comparison  of  the  pressures. 

Let  suffixes  d)  and  {.y)  refer  to  up-stream  and  down-stream  stations 
respectively,  and  let 

m^  and  m,  denote  any   simultaneous  heights  of  the  mercury 

columns  ; 
Jfj  and  My  values  of  m^  and  m^  under  static  pressure  ; 
y  =   my  —  in.2  ; 
r=My  —  M.,; 

e  =  specific  gravity  of  mercury  =:  13.6  ; 
H'  =  loss  of  head  between  the  two  stations  (expressed  in  height 
of  water  column). 
Then      e  {3£y  —  in^)  =  loss  of  head  in  pipe  from  inlet  to  upper  station  ; 
e  (M2—7n.^)  =         "             '<             "             ''          lower       *' 
e[{M2  —  m^)  _  (Ml  _  m^)  ]  =  e  (y  —  Y)  =  loss  of  head  be- 
tween the  two  stations (1) 

That  is,  i7'  =  e  (y  —  F) (2) 

It  is  evident  that  the  value  of  H'  is  not  changed  by  any  constant 
error  affecting  all  values  of  m^  (including  the  static  value),  nor  by  a 
constant  error  affecting  all  values  of  m2.  This  justifies  the  statement 
above  made  that  great  accuracy  is  not  required  in  the  determination 
of  the  height  of  the  zero  of  the  manometer  scale  above  the  surface  of 
the  mercury  in  the  reservoir.  Any  constant  length  of  the  mercury 
column  could  be  disregarded,  except  for  the  necessity  of  reducing  for 
temperature. 

[4)  Computation  of  Rate  of  Discharge. — The  theory  of  the  Venturi 
meter  is  based  upon  the  assumption  that  the  velocity  of  flow  is  uni- 
form throughout  each  of  the  cross-sections  whose  pressures  are  com- 
2^ared.  On  this  assumption,  and  neglecting  loss  of  head  between  the 
two  sections,  the  rate  of  discharge  is  given  by  the  following  formula  : 

Let  Q  denote  the  rate  of  discharge  in  cubic  feet  per  second,  com- 
puted on  the  above  assumption,  and  let  the  difference  between  the  press- 
ure-heads at  points  on  the  same  level  in  the  two  cross-sections  (called 
by  Herschel  "head  on  Venturi  ")  be  represented  by  H  (expressed  in 
feet  of  water  column).     Then,  if  a^  and  a.^  are  the  areas  of  the  two 

cross-sections, 

rt,   a.2 


«  =  y«4=rV2.^ (3) 
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If  q  denotes  the  true  value  of  the  rate  of  diHcharge, 

q  =  kQ (4j 

k  boiug  a  coofHcient  wliORO  value  is  kuowu  only  by  experiment. 

In  the  Ogtleu  meters  the  diameters  of  the  two  cross-sections  are  54 
ins.  and  25.5  Ins.,  respectively.     The  formula  therefore  becomes 

(J  =  3.039  k\/'2,g  H;. (5) 

q  being  in  cubic  feet  per  second,  //in  feet,  g  in  foot-second  units,  and 
k  being  an  abstract  number. 

In  order  to  save  labor  in  the  application  of  the  formula  it  is  con- 
venient to  replace  //by  the  difference  in  height  of  the  two  mercury 
columns  of  the  difference-gauge.  If  li  denotes  this  difference  and  e  the 
specific  gravity  of  mercury, 

H={e-\)1r, (6) 

since  the  difference  between  the  mercury  heights  is  in  part  balanced 
by  an  equal  and  opposite  difference  between  the  heights  of  the  water 
columns  above  the  mercury.  Taking  13.6  as  the  value  of  e,  equation 
(5)  may  be  written 

q  =  103.58  ks/h. (7) 

The  values  of  k  to  be  used  with  the  Ogden  meters  were  furnished 
to  the  writers,  at  the  request  of  Clemens  Herschel,  M.  Am.  Soc.  C.  E. , 
by  the  manufacturers,  the  Builders'  Iron  Foundry,  Providence,  R.  I. 


If 


k'  = 


Vci, 


a, 


(8) 


the  values  of  k^  are  given  in  the  following  table: 


Head  on  Venturi. 
H  (feet) . 

Coefficient. 

Head  on  Venturi. 
H  (feet). 

Coefficient. 
kK 

1 

.995 

.992 

.9895 

.9875 

.986 

.985 

.9835 

.9825 

.9815 

.9805 

.9795 

.9785 

13 

.977 

2 

14 

.9765 

3 

15 

.9755 

4 

16 

.975 

5 

17 

.974 

6 

18 

.973 

7 

19 

.9725 

8 

20 

.9715 

9 

21 

.971 

10 

22 

.9705 

11 

23 

.970 
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Tlu»s(»  viihu'H  lire  1)jis;m1  upon  exporimentH  made  by  HerBcliel  in  1891 
with  tilt'  48-iu.  meter  of  the  East  Jersey  Water  Compauy;  the  ratio  of 
throat  diameter  to  main  diameter  being  the  same  for  this  meter  as  for 
the  Ogden  meters. 

The  values  of  the  throat  velocity  for  different  values  of  '*  head  on 
Veuturi,"  correspondin<?  to  the  above  values  of  the  coefficient  k\  are 
shown  in  Fig.  2.  This  diagram  is  copied  from  one  furnished  by  the 
Builders'  Iron  Foundry,  which  was  used  in  making  the  actual  compu- 
tations. 

The  heights  of  the  mercury  columns  of  the  difference-gauges  were 
read  to  0.001  ft.,  and  it  is  believed  that  the  probable  error  in  a  value 
of  h  does  not  exceed  0.002  ft.  The  corresponding  error  in  the  value 
of  q  varies  with  q,  being  less  as  q  is  greater.  From  the  relation  between 
q  and  h  above  given,  taking  k  =  1  (which  is  sufficiently  correct  for  the 
present  purpose), 

d  q  =  dli (9) 

10.7 
An  error  6]t  =  0. 002  causes  an  error  6  q  =  ,  which  varies  from 

1.1  to  0.11  as  q  varies  from  10  cu.  ft.  per  second  to  100  cu.  ft.  per 
second.  The  smallest  values  of  q  in  the  experiments  under  considera- 
tion were  about  14  cu.  ft.  per  second;  the  uncertainty  of  these  values, 
so  far  as  due  to  errors  in  the  observed  values  of  h,  is  probably  about  5 
per  cent.  The  observational  error  in  values  of  q  greater  than  35  cu. 
ft.  per  second  is  probably  less  than  1  per  cent. 

General  Results. 

In  order  to  facilitate  comparison  with  the  results  of  other  experi- 
ments, the  results  are  represented  in  three  ways: 

(1)  The  loss  of  head  per  1  000  ft.  has  been  computed  from  each  ob- 
servation, and  the  relation  between  this  loss  and  the  velocity  of  flow 

represented  graphically. 

(2)  The  values  of  c  in  the  Chezy  formula, 

V  =  cVr  s (10) 

has  been  computed  for  each  observation,  and  the  relation  between  v 
and  c  represented  graphically. 

(3)  The  value  of/ in  the  formula  for  loss  of  head  in  a  pipe  of  diam- 
eter d  and  length  I, 
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"■=-'7i4:i  (") 

has  Ikh'u  coinputed  for  oacli  obKcrvation,  and  the  relation    l)olween  / 
and  V  represented  by  a  diagram. 

There  is  a  definite  relation  between  c  and/.     In  the  Chezy  formula 

//' 
the   value   of  .«?,  the  hydraulic  slope,  is  -y  and  the  value  of  the  hy- 
draulic radius  r  is  -r-      The  above  two  formulas  are  therefore  identi- 
4. 


cal  if 


f=^ (12) 


Loss  of  Head  in  Venturi  Meter. 

As  already  stated,  the  diiference-gauges  attached  to  the  Venturi 
meters  were  designed  to  show  the  differences  between  the  pressures  at 
three  sections :  (1)  just  before  the  contraction  of  the  stream,  the  diam- 
eter being  54  ins. ;  (2)  at  the  throat,  the  diameter  being  25.5  ins.,  and 
(3)  just  below  the  expanding  stream,  the  diameter  being  54  ins.  The 
diflference  between  the  pressures  at  the  first  and  third  sections  shows 
the  loss  of  head  caused  by  friction,  and  by  the  contraction  and  expan- 
sion of  the  stream  in  passing  through  the  meter.  The  relation  between 
this  loss  and  the  rate  of  flow  through  the  meter  is  represented  both 
graphically  and  in  tabular  form. 

Some  trouble  was  experienced  from  the  presence  of  dirt  at  the  top 
of  the  mercury  columns  of  the  difference-gauges.  It  fortunately 
happened  that  this  difficulty  was  confined,  in  both  gauges,  to  the 
tube  communicating  with  the  section  below  the  meter  (the  tube 
marked  Cin  Fig.  lb),  so  that  the  estimate  of  rate  of  discharge  was  not 
affected.  The  observations  for  loss  of  head  in  the  meter  were,  how- 
ever, rendered  less  accurate  than  they  would  otherwise  have  been. 
The  uncertainty  in  the  reading  of  the  mercury  column  probably  in  no 
case  exceeded  0.004  ft.,  but  this  was  sufiicient  to  render  valueless  cer- 
tain of  the  observations  taken  with  low  velocities  of  flow.  In  spite  of 
this,  the  entire  series  of  observations  serves  to  show  jjretty  satis- 
factorily the  relation  between  loss  of  head  in  meter  and  velocity 
of  flow,  within  the  range  of  the  experiments.  The  discussion  of 
results  follows. 
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II. — EXPERIMENTH    ON    StEEL    PiPE. 

DeRc'rii)tiou  of  Pipe  Line. 
For  a  full  doscriptiou  of  the  dimensionH  and  conHtructiou  of  the 
riveted  steel  pipe,  reference  may  be  made  to  the  paper  previously 
cited.*  The  portion  experimented  upon  included  nearly  the  entire 
length  of  the  steel  pipe.  In  plan  this  i)ii)e  is  straight;  the  profile 
is  shown  in  Fig.  3.  The  positions  of  vertical  curves  or  elbows  are 
also  shown  in  Fig.  3,  the  radius  of  curvature  and  total  angle  in  each 
case  being  given  in  the  following  table: 


"  The  change  of  direction  between  successive  sections  of  an  elbow 
was  limited  to  4°  or  5°,  so  that  each  section  is  about  2h  or  3  ft.  long. 
^  *  *  The  butt  straps,  sizes  of  rivets  and  rivet  spacing  are  the 
same  as  for  straight  pipe,  "f 

Throughout  the  series  of  observations  on  the  steel  pipe  the  upper 
pressure  station  was  at  the  point  marked  B  on  the  profile.  The 
lower  station,  near  the  power  house,  was  at  A  during  observations 
1-12,  after  which  it  was  at  ^'.  The  length  of  pipe  from  ^  to  5  is 
4  427  ft.;  from  ^'  to  5,  4  367  ft.  The  diameter  of  the  pipe  varies 
slightly  in  different  portions,  the  mean  value  being  72.22  ins.  J 

Record  of  Observations. 

(i)  Examples  of  Full  Data  Upon  Which  Tabulated  Results  Are  Based. — 
As  already  explained,  the  quantities  recorded  as  constituting  a  single 
"  observation  ''  are  in  every  case  based  upon  readings  taken  at  short 
intervals  during  a  period  of  some  length.  These  periods  were  selected 
after  plotting,  to  a  time  base,  the  values  of  the  four  quantities  ob- 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xxxviii,  p.  246. 
+  Transactions,  Am.  Soc.  C.  E.,  Vol.  xxxviii,  p.  262. 
t  Transactions,  Am.  Soc.  C.  E.,  Vol.  xxxviii,  p.  259. 
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Rerved,  uamoly,  tho  heights  of  tho  two  manometer  columnH  (reduced 
for  tomperaturo),  and  the  readingH  of  tlu^  two  diflference-gauges  at- 
tached to  the  Venturi  meters  (at  times,  however,  only  one  meter  was 
in  use).  The  nature  of  the  actual  records  obtained  will  be  sufficiently 
indicated  by  showing  samples  of  these  plotted  results.  These  are 
given  in  Figs.  4  and  5.  Although  the  record  given  in  Fig.  5  was 
taken  during  an  experiment  on  the  wooden  pipe,  it  is  representative 
of  the  character  of  the  records  obtained  in  both  sets  of  observations, 
in  all  cases  except  the  nine  observations  taken  under  conditions  of 
falling  pressure;  while  the  record  shown  in  Fig.  4  is  representative 
of  these  nine  observations.  In  these  cases  of  falling  pressure,  periods 
were  selected  during  which  the  diflference-gauges  showed  the  rate  of 
discharge  to  be  nearly  uniform,  while  the  manometer  readings  showed 
a  nearly  constant  rate  of  decrease  of  the  pressure  at  each  pressure 
station.  This  rate  of  decrease  at  any  given  instant  had  practically 
the  same  value  at  the  two  stations,  and  the  diflference  between  the 
heights  of  the  manometer  columns  thus  remained  constant  during  the 
time  of  an  observation.  In  case  of  observations  made  under  condi- 
tions of  decreasing  pressure,  any  discrepancy  between  the  times  of 
taking  manometer  readings  at  the  two  stations  introduces  an  error 
into  the  observed  value  of  the  difference  between  heights  of  manome- 
ter columns.  The  instants  of  reading  were  as  nearly  coincident 
as  they  could  be  made  by  comparison  of  watches,  and  it  is  believed 
that  the  results  are  not  aflfectedby  serious  error.  Assuming,  as  above, 
that  the  time  of  transmission  of  a  pressure-wave  between  the  two 
stations  is  less  than  one  second,  the  oscillations  of  pressure  furnish  a 
check  on  the  coincidence  of  the  times  of  observation. 

(2)  Tabulation  of  Reduced  Observatiotis. — The  entire  series  of  experi- 
ments made  upon  the  steel  pipe  resulted  in  twenty-nine  "observa- 
tions"  whose  periods  were  selected  in  the  manner  above  described. 
The  dates  of  these  observations  are  shown  in  Tables  Nos.  1  and  2. 

The  date  and  period  of  each  observation  are  shown  in  columns  2 
and  3  of  Table  No.  1.  Columns  4  to  9  of  the  same  table  give  the  re- 
sults of  the  observations  on  the  Venturi  meters.  The  "  reading  of  dif- 
ference-gauge," given  in  columns  4  and  6  for  the  two  meters,  is  the 
diflference  between  the  observed  heights  of  the  two  mercury  columns 
connected  respectively  with  the  throat  and  the  up-stream  section  of 
the  Venturi.     The  equivalent  water  column   ("head  on  Venturi")   is 
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TABLE  No.   1. — Steel  Pipe  Dischakge  Observations. 


1 

a 

3 

4 

5 

6 

7 

8 

9 

North  ' 

^ENTURI 

SOI'TH    VeNTCRI 

a  ^ 
'3  K 

Meter. 

Meter. 

B 

Ss 

=  1 

be 

0-' 

a; 

ex  V 
5^ 

No. 

Date. 

Time. 

o-Bc 
©  =  y 

ai 

fl)  5  O 

eS.2 
^  3    • 

ill 

1 

1897. 

1.... 

Aug.      4 
4 
6 
6 
6 
7 
7 
7 

2.35-  2.45 
3.23—  3.31 
2.10-  3.00 
3.15—  3.40 
3.50—  4.15 
1.33—  1.56 
1.57—  2.15 
2.45—  2.53 

0.022 
.199 

14.5 

44.8 

14.5 
44.8 
14.5 
30.9 
30.3 
47.5 
47.5 
71.2 

0.510 

2.... 

1.575 

3.... 

0.022 
.093 
.090 

14.5 
30.9 
30.3 

0.510 

4.... 

1.086 

5.... 

1.065 

6.... 

.225 
.225 
.512 

47.5 
47.5 
71.2 

1.670 

7.... 

1.670 

8.... 

2.503 

9.... 

..         ~ 

3.15—  3.29 

.002 

4.6* 

.481 

69.2 

73,8* 

2.594* 

10.... 

7 

4.11—  4.23 

.181 

42.6 

.391 

62.5 

105.3 

3.701 

11.... 

< 

5.00-  5.13 

.078 

28.2 

.141 

37.6 

65.8 

2.313 

12.... 

1 

5.15 —  5.50 

.077 

28.1 

.110 

37.5 

65.6 

2.306 

13.... 

9 

1.42—  2.15 

.127 

35.8 

.296 

fH.5 

90.3 

3.174 

14.... 

9 

2.36—  3.01 

.090 

30.3 

.226 

47.5 

77.8 

2.735 

15.... 

9 

3.26—  4.00 

.333 

57.8 

.221 

47.1 

104.9 

3.687 

16.... 

9 

4.12—  4.30 

.323 

57.0 

.219 

46.9 

103.9 

3.652 

17.... 

11 
11 
11 
11 

8.40-  8.51 

8.55—  9.15 

9.30—10.00 

10.39—10.43 

.021 
.021 
.099 
.095 

14.1 
14.1 
31.7 
31.2 

14.1 
14.1 
31.7 
52.2 

0.496 

18.... 

0.496 

19.... 

1.114 

20.... 

.043 

21.0 

1.835 

21.... 

11 

11.10—11.31 

.086 

29.6 

.159 

40.0 

69.6 

2.447 

22.... 

11 

11.35—12.00 

.087 

29.8 

.160 

40.1 

69.9 

2.457 

23.... 

12 

12 

'•       13 

"       13 

9.15—  9.28 

9.29—  9.59 

8.30—  8.50 
9.13—  9.40 

.204 
.205 

45.5 
45.7 

45.5 
45.7 
16.0 
60.9 

1.599 

34.... 

1.606 

25.... 

.026 
.072 

16.0 
27.2 

0.562 

26.... 

.iii 

33.7      , 

2.141 

27.... 

"       13 

10.07—10.40 

.270 

51.8 

.123 

a5.3 

87.1 

3.062 

28.... 

13 

11.36—11.46 

.401 

63.2 

.211 

46.2 

109.4 

3.846 

29.... 

13 

11.48—12.03 

.400 

63.1 

.210 

46.1 

109.2 

3.839 

*  The  rate  of  the  discharge  of  the  N.  meter  was  so  small  diiring  this  observation 
that  it  could  not  be  accurately  measured. 

found  by  miiltiplYing  the  tabulated  number  by  12.6  or  e  —  1,  e  being 
the  specific  gravity  of  mercury.  The  values  of  the  head  on  Yenturi 
are  not  given  in  Table  No.  1,  but  will  be  found  in  Tables  Nos.  8  and  9. 
Columns  5,  7,  8  and  9  need  no  explanation.  In  computing  values  of 
the  mean  velocity  in  the  main  pipe,  the  diameter  has  been  taken  as 
72.22  ins. 

The  manometer  observations,  with  the  values  of  the  loss  of  head 
deduced  from  them,  are  recorded  in  Table  Xo.  2.  The  headings  of  the 
columns  explain  sufficiently  the  meanings  of  the  quantities  tabulated. 
Column  2  gives  the  length  of  the  main  pipe  between  the  points  of  at- 
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TAIBLE  No.  2. — 8tekl  Pipe. — Manometek  Ohhervattons. 


1 

« 

8 

4r 

5 

6 

T 

8 

9 

Heights  op  Manometer  Coli'Mns 

Static 
differ- 
ence of 

Loss  or 

Head  be- 

Reduced  to  0°  Cent. 

TWEEN  Manome- 

Loss of 

Lenfrth 

(Feet.) 

ters. 

hea<i  per 
1  OCX)  ft. 
lin  fe«t 

No. 

of  pipe. 

(Feet.) 

mercury 

columns 

reduced 

to  0' cent. 

of  water). 

Upper. 

Lower. 

Difference. 

(Feet.) 

Mercury 
(Feet.) 

Water. 

(Feet.)' 

1.. 

4  427 

11.251 

38.91«) 

22.665 

22.668 

0.008 

0.041 

0.0092 

2.. 

4  427 

ll.OoU 

33.686 

22.627 

22.668 

.041 

.558 

.126 

8.. 

4  427 

11.258 

88.914 

22.<5.56 

22.668 

.012 

.163 

.0369 

4.. 

4  427 

11.201 

88.847 

22.(i4« 

22.668 

.022 

.299 

.0676 

5.. 

4427 

11.204 

88.847 

22. CAS 

22.668 

.025 

.340 

.07(58 

6.. 

4427 

11.018 

88.661 

22.643 

22.(598 

.055 

.748 

.1H9 

7.. 

4  427 

11.013 

83.659 

22.»i4H 

22.698 

.052 

.707 

.160 

8.. 

4427 

10.590 

38.171 

22.581 

22.698 

.117 

1.591 

.859 

9.. 

4  427 

10.559 

88.136 

22.577 

22.698 

.121 

1.646 

.372 

10.. 

4  427 

Dropping 

Dropping 

22.453 

22.698 

.245 

3.332 

.75:^ 

11.. 

4  427 

10.720 

33.300 

22.580 

22.698 

.118 

1.605 

.3()3 

12.. 

4  427 

10.733 

33. .316 

22..5a3 

22.698 

.115 

1.564 

.•S5ii 

18.. 

4  367 

10.296 

32.816 

22.520 

22.707 

.187 

2.548 

.582 

14.. 

4  367 

10.559 

33.113 

22. .5M 

22.707 

.153 

2.081 

.477 

15.. 

4  367 

Dropping 

Dropping 

22.472 

22.707 

.235 

3.196 

.732 

16.. 

4  367 

'* 

22.472 

22.707 

.235 

3.196 

.732 

17.. 

4  367 

11.260 

33.960 

22.700 

22.707 

.007 

.095 

.0218 

18.. 

4  367 

11.262 

38.966 

22.704 

22.707 

.003 

.041 

.0093 

19.. 

4  367 

11.207 

83.896 

22.689 

22.707 

.018 

.245 

.0560 

20.. 

4  367 

11.022 

33.669 

22.647 

22.707 

.060 

.816 

.187 

21.. 

4  367 

10.754 

83.352 

22.598 

22.707 

.109 

1.482 

.340 

22.. 

4  367 

10.748 

33.342 

22.594 

22.707 

.113 

1.537 

.352 

23.. 

4  367 

11.080 

.33.752 

22.672 

22.707 

.035 

.476 

.109 

24.. 

4  367 

11.086 

33.750 

22.664 

22.707 

.043 

.585 

.1^4 

25.. 

4  367 

11.261 

as.  963 

22.702 

22.707 

.005 

.068 

.0156 

26.. 

4  367 

10.890 

.33.520 

22.630 

22.707 

.077 

1.047 

.240 

27.. 

4  367 

10.375 

32.923 

22.548 

22.707 

.159 

2.162 

.495 

28.. 

4  367 

Dropping 

Dropping  i 

22.458 

22.707 

.249 

3.386 

.776 

29.. 

4  367 

1 

22.460 

22.707 

.247 

3.359 

.769 

tachment  of  the  two  manometers.  The  point  of  attachment  of  the 
upper  manometer  remained  unchanged  during  the  experiments  ;  that 
of  the  lower  was  changed  after  observation  No.  12.*  Column  6 
gives  the  difference  between  the  heights  of  the  two  manometer 
columns  under  static  conditions.  The  observed  value  of  this  differ- 
ence changed  because  the  quantity  of  mercury  in  the  lower  manom- 
eter changed,  for  reasons  to  be  considered  presently.  The  numbers 
in  column  7  are  obtained  from  those  in  columns  5  and  6  by  subtrac- 
tion. The  values  in  column  7  are  reduced  to  equivalent  water  heights 
(column  8)  by  multiplying  by  13.6  ;  and  the  loss  of  head  per  thousand 
feet  (column  9)  is  found  from  total  loss  of  head  (column  8)  and  length 
of  pipe  (column  2). 

*  The  reason  for  this  change  was  a  suggestion  that  the  point  of  attachment  was  at 
first  too  near  the  fork  ip  the  main  pipe.  The  results,  however,  show  no  evidence  of  vitia- 
tion from  this  cause. 
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TABLE  No.  3. — Steel  Pipe.     General  Results. 


1 

» 

3 

4 

5 

No. 

Mean  velocity 

in  main  pipe. 

Feet  per 

second. 

Loss  of  head 
per  1  000  feet. 

(Feet.) 

Value  of 

c 
in  formula 

Value  of 

/ 

in  formula 

17 

.496 
.496 
.510 
.510 
..562 
1.065 
1.086 
1.114 
1.575 
1.599 
1.606 
1.670 
1.670 
1.835 
2.141 
2.306 
2.313 
2.447 
2.457 
2.503 
2.594 
2.735 
3.062 
3.174 
3.652 
3.687 
3.701 
3.839 
3.846 

0.0218 
.0093 
.0092 
.0369 
.0156 
.0768 
.0676 
.0560 
.126 
.109 
.134 
.169 
.160 
.187 
.240 
.353 
.363 
.340 
.352 
.359 
.372 
.477 
.495 
.582 
.732 
.732 
.753 
.769 
.776 

87 
132 
137 

68 
116 

99 
108 
121 
114 
125 
113 
105 
108 
109 
113 
100 

99 
108 
107 
108 
110 
102 
112 
107 
110 
111 
110 
113 
113 

0  0343 

18 

0147 

1 

0137 

3 

25 

.0549 
0191 

5 

0262 

4 

0222 

19 

0174 

2 

0197 

23 

0165 

34 

0201 

6 

0235 

7 

0222 

20 

0215 

26 

,0202 

12 

0257 

11 

0262 

21 

0219 

22 

0226 

8 

.0222 

9 

0214 

14 

.0246 

27 

0204 

13 

0224 

16 

0212 

15 

.0208 

10 

.0213 

29 

.0202 

28 

.0203 

{3)  General  Results.  — \vl  Table  No.  3  are  shown  three  sets  of  results, 
arranged  for  convenient  comparison  with  other  recorded  experiments 
and  accepted  results.  The  observations  are  arranged  according  to 
values  of  v,  the  mean  velocity  of  flow  (column  2),  and  in  columns  3,  4 
and  5  are  given  the  values  of  the  three  quantities  most  commonly 
used  in  estimating  the  carrying  capacity  of  pipes.  The  quantities 
given  in  this  table  are  also  represented  graphically  in  Figs.  6,  7  and  8. 

Fig.  6  shows  the  loss  of  head  per  thousand  feet  as  a  function  of  the 
mean  velocity  of  flow.  The  curve  expressing  this  relation  would  be  a 
parabola  with  vertex  at  the  origin,  and  principal  axis  parallel  to  the 
ordinates  representing  loss  of  head,  if  c  and/ were  constants. 

In  Fig.  7  each  observation  is  represented  by  a  point  whose  abscissa 
is  Vy  and  whose  ordinate  is  the  value  of  c  in  the  Chezy  formula,  v  =  c 
^rs7  In  like  manner  Fig.  8  shows,  for  each  observation,  the  value  of 
V  and  that  of/,  the  coefficient  in  the  formula  for  loss  of  head, 

(11) 
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From  jiu  iuspectiou  of  Figs.  (1.  7  aud  H  it  in  rvideut  that  the  ohser- 
vatioiifl  do  uot  clearly  disclose  any  law  of  variation  of  the  coefficients 
c  and/ with  the  velocity  of  flow.  The  curves  which  ji])poar  to  best 
re]>re8ent  the  distrihution  of  the  ])lotted  points  are  A  li  (Fig.  7)  and 
A'D'  (Fig.  H).  [It  is  to  be  noticed  that  the  valne  of/ from  observation 
No.  3  (0.0j49)  is  so  great  as  to  throw  the  point  beyond  the  limit  of 
Fig.  8.]  These  curves  show,  between  v  =  1.5,  and  v  =  2.5,  a  slight 
decrease  in  c  and  increase  in/;  and  from  r  =  2.5  to  r  =  4.0,  a  slight 
increase  in  c  and  decrease  in  /.  Such  a  law  of  variation  cannot,  how- 
ever, be  regarded  as  well  established  by  the  results  shown. 

It  is  apparent  that,  for  values  of  v  less  than  4  ft.  jjer  second,  the 
values  of  c  and/ do  not  greatly  vary  with  the  velocity.  The  average 
of  all  the  values  of  c  given  in  Table  No.  3  is  109.1  ;  omitting  cases  in 
which  V  is  less  than  1  ft.  per  second,  the  average  is  109.4.  The  corre- 
sponding values  of/ are  0.0216  and  0.0215. 

In  addition  to  the  above  quantities,  it  may  be  well  to  record  the 
values  of  n,  the  coefficient  of  roughness  in  Kutter's  formula.  The 
above  mean  value  of  c  gives  for  ?^  values  ranging  from  about  0.013  to 
0.015,  the  smaller  values  corresj^onding  to  low  velocities  of  flow  and 
the  larger  to  the  higher  velocities. 

Degeee  of  Reliabzlity  of  Results. 

The  reliability  of  the  measurement  of  rate  of  discharge  has  already 
been  discussed. 

In  the  determination  of  loss  of  head  in  the  steel  pipe  a  difficulty 
was  met  which  somewhat  impaired  the  reliability  of  the  results.  This 
was  the  difficulty  of  making  the  manometer  reservoir  and  the  pipe 
containing  the  mercury  column  perfectly  tight  under  the  high  pressure 
existing  at  the  lower  manometer  station.  After  the  exj^erimenting 
had  continued  for  several  days,  it  was  found  that  there  had  been  a 
leakage  of  mercury  sufficient  to  appreciably  afiect  the  manometer 
readings.  As  the  fluctuations  of  the  surface  of  the  mercury  in  the 
reservoir  could  not  be  accurately  measured,  the  changes  in  the  quan- 
tity of  mercury  in  the  manometer  introduced  errors  into  the  observed 
values  of  y  (the  difference  between  heights  of  mercury  columns).  It 
has  already  been  pointed  out  that  a  constant  error  in  these  values  is 
of  no  consequence;  but  the  leakage  of  mercury  introduced  a  variable 
error  of  uncertain  amount.     Had  the  difficulty  been  foreseen,  means. 
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would  have  beou  provided  for  reading  accurately  tli(»  poHitiou  of  tin* 
mercury  surface  in  the  reservoir. 

A  careful  study  of  tlie  results  made  it  evident  that  the  leakage  wafi 
very  slow,  the  only  case  in  which  a  marked  change  in  the  static  read- 
ings was  noticed  being  after  the  manometer  had  remained  under 
l)ressure  over  night.  During  the  latter  i)ortion  of  the  series  of  experi- 
ments, the  leakage  apparently  decreased  so  much  as  to  be  of  little 
importance. 

Had  it  been  possible  to  secure  reliable  readings  of  the  heights  of 
the  manometer  columns,  under  static  conditions  on  each  day  on  which 
observations  were  made,  the  effect  of  leakage  could  have  been  esti- 
mated and  the  errors  due  to  it  eliminated.  This  was  not  always  pos- 
sible, but  a  sufficient  number  of  static  readings  was  obtained  so  that  a 
fair  estimate  could  be  made  of  the  values  of  "  static  difference  of  mer- 
cury columns  "  to  be  used  with  the  different  observations.  These 
values,  as  nearly  as  could  be  estimated,  are  given  in  column  6  of  Table 
No.  2.  The  value  of  the  "  static  difference  "  shows  an  increase  at  ob- 
servation No.  6,  and  again  at  No.  13.  This  was  due  to  the  addition  of 
mercury  to  the  lower  manometer. 

It  is  believed  that  the  greater  part  of  the  irregularity  observed  in 
the  values  of  loss  of  head  per  thousand  feet,  and  in  the  values  of  c  and 
/,  is  due  to  the  leakage  of  mercury  from  the  lower  manometer.  A 
further  possible  cause  of  error,  especially  in  the  earlier  observations, 
may  have  been  the  presence  of  air  in  the  pipes  leading  from  the  main 
pipe  to  the  manometers.  In  the  case  of  the  lower  manometer,  the  con- 
necting pipe  was  necessarily  of  considerable  length,  since  the  only 
practicable  location  for  the  manometer  was  in  the  power-house,  and 
careful  manipulation  was  needed  to  keep  so  long  a  pipe  wholly  free 
from  air.  This  was  probably  accomplished  more  successfully  during 
the  later  observations  than  during  the  earlier  ones. 

The  possible  errors  due  to  changes  of  temperature  of  the  mercury 
columns,  and  the  method  of  correcting  for  such  changes,  have  already 
been  discussed.  As  a  further  possible  source  of  error,  changes  of 
temperature  of  the  water  in  the  main  pipe  may  be  mentioned.  It  was 
not  practicable  to  observe  the  temperature  of  the  water  within  the 
pipe  durin  t  *■  .  experimenting.     The  best  that  could  be  done 

was  to  taKe  the  temperature  of  the  water  in  the  waste  flume  below  the 
power-house.     No  complete  series  of  temperature  observations  was 
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taken,  but  frequent  observations,  taken  during  the  time  from  AuguHt 
•4tli  to  August  11th,  showed  a  variation  of  about  2°  Cent.,  the  range 
being  from  1(5  to  18  degrees.  The  (M3of!icient  of  expansion  of  water  at 
this  tenij)orature  is  about  ().()()()174,  nearly  as  great  as  that  of  mercury. 
A  variation  of  tlie  temperature  of  the  water  from  10°  to  18°  Cent, 
wouki  change  the  value  of  the  difference  of  pressure  at  the  two  ma- 
nometer stations  by  about  0.1  ft.  of  water,  and  would  appreciably 
affect  the  manometer  readings,  though  its  importance  would  not  b(! 
great,  except  for  small  values  of  the  loss  of  head  measured. 

Although  the  plotted  results  (Figs.  6,  7  and  8)  indicate  the  pres- 
ence of  errors  sufficiently  large  to  be  of  importance  in  comparison 
with  the  quantities  measured,  yet  it  will  be  seen  that  the  absolute 
values  of  the  errors  affecting  the  pressure  measurements  are  not  great. 
It  was  thought  that  the  method  adopted  for  measuring  loss  of  head 
should  give  results  reliable  to  within  0. 1  ft.  in  absolute  value,  and  it 
is  believed  that,  even  with  the  difficulties  mentioned,  the  results  actu- 
ally reached  possess  a  degree  of  reliability  as  high  as  the  standard  set. 
Thus,  the  greatest  discrepancy  in  the  whole  series  is  shown  by  obser- 
vations Nos.  1  and  3.  The  mean  velocity  has  the  same  value  in 
the  two  cases,  while  No.  1  gives  the  least  and  No.  3  the  greatest  of  all 
the  values  found  for  the  coefficient  c.  The  values  of  the  total  loss  of 
head  differ  by  only  0.122  ft.  (column  8,  Table  No.  2),  and  the  actual 
error  in  each  value  is  doubtless  within  the  0.1  ft.  mentioned  as  the 
standard  of  accuracy  expected. 

It  may  be  noted  further,  that,  if  the  value  of  c  is  regarded  as  con- 
stant, and  its  value  obtained  by  averaging  all  the  values  found, 
excluding  cases  in  which  v  is  less  than  1  ft.  per  second,  the  probable 
error  of  this  mean  value  is  about  0. 9. 

Comparison  of    Known  Data   Regarding  the   Discharge    of    Riveted 

Pipes. 

So  far  as  known  to  the  authors,  no  previous  experiments  upon  the 
discharge  of  new  riveted  pipes  of  diameter  as  great  as  6  ft.  have  been 
made.  Experiments  upon  riveted  pipes  of  smaller  sizes  have  been  too 
few  to  furnish  a  basis  for  establishing  the  law  of  variation  of  the  coeffi- 
cient c  with  the  velocity,  diameter  and  other  conditions.  The  resistance 
to  flow  offered  by  the  pipe  doubtless  depends  upon  various  elements — 
thickness  of  plates,  length  of  sections,  frequency  of  rivets  and  size  of 
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TABLE  No.  4. — Experimenth  on  Riveted  Pipeh, 


No. 

1 

M 

3 

4 

5 

6 

7 

8 

9 

10 

11 

la 

Age. 

5 
yre. 

New. 

5 
yrs. 

5 
yrs. 

New. 

1 
yr. 

14 

yrs. 

14 
yrs. 

5 
yrs. 

New. 

New. 

14 
yrs. 

Diam.  (inH.)... 

11 

11.25 

18 

15 

16 

17 

24 

24     1    26 

88 

85 

86 

Vel. 

Coef&cient  c. 

0.5 

1 

1.0 

1.8 

101.8 

1.48 

80.8 

1,5 

2.0 

2.44 

2.5 

2.78 

114.0 

3.0 

1 

8.23 

3.27 

3.32 

75.8 

78.5 

3.5 

3.52 

126.8 

3.87 

121.6 

3.90 

3.96 

123.2 

4.0 

4.38 

111.6 

4.5 

, 

4.58 

112.3 

4.60 

109.4 

4.71 

107.1 



4.90 

122.5 

4.93 

1 

5.0 

5.5 

6.0 

6.09 

110.6 

i 

6.67 

126.5 

6.84 

117.8 

6.93 

111.5 

i 

6.96 

113.4 

1 

7.31 

119.1 

8.46 

119.0 

8.65 

113.0 

1 

8.66 

113.4 

1 

8.85 

i28.i 

1 

1' 

10.02 

115.5 

1 

10.52 

!i29.9 

1 

10.59 

121.6 

1 

"  * 

10.71 

1 

114.4 

1 

1  . . 

12.09 

i 1 

121.3 

' 

12.60 

1 

134.1 

1 

20.14 

1 

131.1 

1 

t 

■■■::s 1 

■ 

n 
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WITH  Diameters  Ranging  from  11  Ins.  to  103  Ins. 
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rivet-hoadH,  nature  of  interior  coatiug,  iiiid  tlu^  inimlMr,  fniquency 
and  Hharpiuws  of  beuds  or  elbows.  TliCHe  variouH  conditionH  diflfer  ro 
iiuicli  in  tilt'  pile's  liitluM-to  experimented  upon  that  hardly  any  two 
sets  of  results  are  directly  comi)aral)le.  The  available  data,  ho  far  aH 
known  to  the  authors,  for  pipes  not  less  than  11  ins.  in  diameter,  are 
shown  in  Table  No.  4.  The  values  of  c  are  arranged  according  to 
values  of  the  diameter,  and  also  of  the  mean  velocity  of  flow.  At  the 
bottom  of  each  vertical  column  is  given  the  value  of  n,  the  Kutter 
coefficient  of  roughness,  as  computed  from  the  corresponding  series 
of  experiments.  These  values  have  not  been  computed  with  great 
precision,  being  taken  from  Kutter's  diagram;  and  in  case  of  experi- 
ments covering  a  considerable  range  of  velocities,  the  recorded  value 
of  n  is  intermediate  between  the  extreme  vahies  given  by  the  experi- 
ments. Additional  particulars  regarding  the  different  series  of  ex- 
periments from  which  the  tabular  results  are  deduced  will  now  be  given. 

1,  3  and  4.  Experiments  by  Hamilton  Smith,  M.  Am.  Soc.  C.  E.,  at 
North  Bloomfield,  Cal.,  in  October,  1876.  Pipes  of  sheet  iron,  single 
riveted,  made  in  lengths  of  about  20  ft.,  "  stove-pipe  "  or  taper  joints. 
Coated  by  immersion  in  boiling  asphaltum  and  coal  tar.  In  use  5  years, 
but  interior  surfaces  worn  smooth.  Length  in  every  case  about  700  ft. 
Discharge  measured  by  weirs.  Loss  of  head  by  leveling  between  sur- 
face of  supply  reservoir  and  outflowing  stream,  correcting  for  velocity 
head.     Smith's  "Hydraulics,"  p.  302. 

2.  Experiments  by  Darcy,  1849-51.  New  sheet-iron  pipe,  coated 
with  bitumen;  screw  joints;  length,  365.5  ft.  Discharge  determined 
by  measurement  in  tanks;  loss  of  head  (probably)  either  by  water 
piezometers  or  mercury  gauges.  The  tabulated  results,  in  English 
units,  are  taken  from  Smith's  "  Hydraulics,"  p.  226. 

5.  Experiment  by  Arthur  L.  Adams,  M.  Am.  Soc.  C.  E.,  on  conduit 
of  Astoria,  Ore.,  Water- Works.  Steel  jjipe,  cylinder  joints;  16  ins. 
is  diameter  of  small  sections;  asphalt  coating.  Discharge  measured 
by  rise  of  reservoir  surface  in  test  of  18  hours ;  loss  of  head  by  open 
stand-pipes.  The  measurement  of  loss  of  head  for  steel  pipe  was  in- 
direct; the  total  loss  in  the  combined  lengths  of  19  130  ft.  of  stave 
pipe  and  16  416  ft.  of  steel  pipe  was  measured,  and  at  the  same  time 
the  loss  in  4  188  ft.  of  stave  pipe  alone.  Trans.  Am.  Soc.  G.  E.,  Vol. 
XXX vi,  p.  21. 

6.  Experiment  by  Hamilton  Smith  at  Texas  Creek,  Cal.  Pipe  of 
sheet  iron,  made  in  lengths  of  20  ft. ;  heavy  coating  of  asphaltum  and 
coal  tar.  Length,  4  439  ft.  Discharge  measured  by  weir,  5.5  ft.  long; 
loss  of  head  by  leveling  betw^een  surfaces  of  supply  and  discharge 
tanks.     Smith's  "  Hydraulics,"  p.  311. 
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7.  Experiment  by  George  W.  Rafter,  M.  Am.  Soc.  C.  E. ,  on  old 
conduit  of  Rochester,  N.  Y.,  Water  Works,  July  and  August,  1890. 
Cylinder  joints.  Length  of  experimental  section,  1  901  ft.  Discharge 
determined  by  rise  of  reservoir  surface;  loss  of  head  by  water  piezom- 
eters, Trans.  Am.  Soc.  C.  E.,  Vol.  xxvi,  p.  20. 

The  tabulated  results  are  based  upon  a  discharge  of  6  742  000  galls, 
per  day.  Four  gaugings  of  this  conduit,  made  when  it  was  new  (in 
1876),  gave  as  an  average  8  704  000  galls,  per  day.*  Assuming  equal 
ratio  of  decrease  of  capacity  to  have  taken  place  in  all  parts  of  the 
conduit,  the  original  gaugings  would  give  about  97  as  the  value  of  c 
(for  V  =  4.25)  when  the  pipe  was  new. 

8.  Same  experiment  as  No.  7,  but  a  difterent  portion  of  the  conduit. 
Length,  10  541  ft.     Loss  of  head  measured  by  Bourdon  gauges. 

9.  Experiment  by  Hamilton  Smith  on  '  Humbug  "  pipe  of  North 
Bloomfield  (Cal.)  Mining  Company.  Pipe  of  sheet  iron,  coated  with 
asphaltum  and  coal  tar.  Laid  in  1868;  experiment  made  in  1873,  the 
surface  being  then  quite  smooth.  Measurement  of  cUscharge  not  re- 
garded as  very  exact.  Loss  of  head  measured  by  leveling  between 
surfaces  of  supply  and  discharge  reservoirs.  Length,  1  194  ft. 
Smith's  "  Hydraulics,"  p.  309. 

10.  Experiment  by  Isaac  W.  Smith,  M.  Am.  Soc.  C.  E.,  on  conduit 
of  Portland  (Ore.)  Water- Works.  Cylinder  joints;  asphalt  coating. 
Observations  made  on  February  27th,  1896.  Discharge  (probably) 
measured  by  weir;  loss  of  head  by  water  piezometers.  Length,  34  176 
ft.      T)^ans.  Am.  Soc.  C.  E.,  Vol.  xxvi,  p.  203. 

11.  Same  experiment  as  No.  10;  another  portion  of  conduit. 
Length,  39  809  ft. 

12.  Same  experiment  as  Nos.  7  and  8;  another  portion  of  conduit. 
Loss  of  head  measured  by  water  piezometers.     Length,  50  819  ft. 

The  mean  of  the  above-mentioned  four  measurements  made  in 
1876  would  give,  for  this  section  of  pipe,  a  value  of  c  of  about  103  for 
V  =  1.9;  assuming  equal  ratio  of  decrease  of  capacity  for  all  parts  of 
the  conduit. 

13.  Experiments  by  Clemens  Herschel,  M.  Am.  Soc.  C.  E.,  on  con- 
duit of  the  East  Jersey  Water  Company,  from  Belleville  to  South 
Orange  Avenue,  1892.  Cylinder  joints,  asphalt  coating.  Discharge 
measured  by  "imperfect  weir;"  loss  of  head  by  Bourdon  gauges. 
Length,  25  000  ft.  Herschel,  "  115  Experiments  on  the  Carrying 
Capacity  of  Large,  Riveted,  Metal  Conduits,"  pp.  28,  52. 

13a.  Same  conduit  as  No.  13;  experiment  by  Herschel  in  1896. 
Discharge  measured  by  Venturi  meter;  loss  of  head  by  Bourdon 
gauges.     Length,  24  720  ft.     "  115  Experiments,"  pp.  28,  52. 

14.  Experiments  by  Emil  Kuichling,  M.  Am.  Soc.  C.  E.,  on  new 
conduit  of  Rochester  Water- Works  between  Hemlock  Lake  and  Rush 


*  ••  Annual  Reports  Executive  Board,  Rochester,  N.  Y."  18»4-95,  p.  169. 
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Ht'sorvoir,  October  aud  December,  1895.  Cvlindor  jointH,  inner  Hec- 
tious  88  ins.  in  tliameter;  part  coated  witli  aHi)lialt,  part  with  Sabin's 
japan.  Length,  *.)1  (141  ft.  Ui.scliargc  measured  by  rise  of  reservoir 
surface;  loss  of  head  by  reading  mercury  gauge  at  lower  end  and  ob- 
serving level  of  water  in  feeding  chamber  at  upper  end.  "Annual 
Reports  Executive  Board,  Rochester,  N.  Y.,"  1894-95,  p.  344. 

A  i)()rtiou  of  this  conduit  (from  West  Bloomfield  to  Rush  Reservoir, 
84  4G8  ft.)  was  tested  again  in  June  and  October,  1896,  giving  c  =  90.04 
as  mean  of  22  observations.  Methods  of  measurement  and  range  of 
velocities  not  stated;  "  total  fall  in  hydraulic  grade  line"  ranged  from 
1.08  ft.  to  6.95  ft.  "  Ann.  Rep.  Exec.  Board,  Rochester,  N.  Y.,"  1896, 
p.  45. 

15.  Experiments  by  Emil  Kuichling  on  new  Rochester  conduit 
between  Rush  Reservoir  and  Mt.  Hope  Reservoir,  October  and  No- 
vember, 1895.  Construction  same  as  No.  14;  coated  with  Sabin's 
japan.  The  tabulated  results  are  the  mean  of  three  gaugings  agree- 
ing closely  among  themselves.  "Ann.  Rep.  Exec.  Board,  Rochester, 
N.  Y.,"  1894-95,  p.  349. 

16.  Same  experiment  as  Nos.  10  and  11;  another  portion  of  conduit; 
construction  the  same.     Length,  50  965  feet. 

17.  Experiments  by  Clemens  Herschel  on  Kearney  Extension  of 
East  Jersey  Water  Company.  Taper  joints,  coating  "unusually 
smooth."  •  Conduit  put  in  use  January  10th,  1896;  experiments  made 
January  21st-30th,  1896  (except  one  November  18th,  1896).  Length, 
5  574  ft.  Greatest  velocity  recorded,  4. 26.  Discharge  measured  by 
Venturi  meter:  loss  of  head  by  Bourdon  gauges.  "  115  Experiments," 
pp.  28,  53. 

18.  Experiments  by  Clemens  Herschel  on  conduit  No.  2  of  East 
Jersey  Water  Company,  below  Pompton  Notch.  Conduit  put  in  use 
September  30th,  1896;  experiments  made  in  September  and  October, 
1896.  Length  from  49  833  to  81  139  ft.  Highest  recorded  velocity, 
5.41.  Discharge  measured  by  Venturi  meter;  loss  of  head  by  Bour- 
don gauges.     "115  Experiments,"  pp.  29,  53. 

19.  Experiments  by  Clemens  Herschel  on  Conduit  No.  1  of  East 
Jersey  Water  Company,  1892.  Observations  made  on  various  portions 
of  whole  line,  lengths  ranging  from  24  630  to  74  396  ft.  Cylinder 
joints,  asphalt  coating.  Discharge  measured  by  Venturi  meter;  loss 
of  head  by  Bourdon  gauges.      "  115  Exj^eriments,"  pp.  26,  27,  52. 

19a.  Experiments  by  Clemens  Herschel  in  1896.  Same  conduit 
as  No.  19,  but  experiments  limited  to  section  above  Pompton 
Notch.  Length  ranging  from  1 0  507  to  24  630  ft.  Highest  recorded 
velocity,  4.63.  Discharge  aud  loss  of  head  measured  as  in  No.  19. 
"  115  Experiments,"  pp.  27,  52. 

19b.  Experiments  by  Clemens  Herschel  in  1896.  Same  conduit  as 
No.   19,   but  experiments  limited  to  portion    below  Pompton  Notch. 
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Length  ranging  from  26  610  to  83  000  ft.     Highest  velocity  recorded, 
6.06.      *«  115  Experiments,"  pp.  27,  52. 

20.  Experiments  by  Clemens  Herschel  in  1896  on  Conduit  No,  2  of 
East  Jersey  Water  Company,  above  Pompton  Notch.  Taper  joints; 
length,  24  648  ft.  Velocity  ranged  from  2.99  to  4.69.  Discharge 
measured  by  Venturi  meter;  loss  of  head  by  Bourdon  gauges.  "115 
Experiments,"  pp.  28,  53. 

21.  Experiments  on  conduit  of  the  Pioneer  Electric  Power  Company, 
Ogden,  Utah,  August,  1897.  Butt  joint,  asphalt  coating.  Length,  4  367 
ft.  and  4  427  ft.  Yel  ocity  ranged  from  0. 50  to  3. 85.  Discharge  measured 
by  Venturi  meters;  loss  of  head  by  mercury  gauges. 

22.  Experiments  by  Clemens  Herschel  in  1887,  on  feeding  trunk  of 
Holyoke  testing  flume.  Diameter  nominally  9  ft. ;  actual  diameter  of 
mean  section,  8.58  ft.  Cylinder  joints;  paint  coating  worn  oflf;  rather 
rusty.  Length,  152  88  ft.  Discharge  measured  by  "  accurate  weir  "; 
loss  of  head  by  water  piezometers  (surfaces  of  water  in  still  boxes 
determined  by  hook  gauges).  Trans.  Am.  Soc.  C.  E.,  pp.  246,  247. 
"115  Experiments,"  pp.  29,  54. 

It  will  be  noticed  that  in  the  case  of  the  authors'  results  (column  21, 
Table  No.  4),  the  values  of  c  are  given  only  to  the  nearest  unit,  while  in 
every  other  case  the  first  decimal  figure  is  given.  It  is  not  to  be  in- 
ferred from  this  that  these  results  are  regarded  as  less  precise  in 
character  than  the  others.  In  the  opinion  of  the  authors  no  experi- 
ments have  been  made  of  such  a  character  as  to  warrant  the  use  of 
more  than  three  significant  figures  in  the  values  of  c.  In  certain  cases 
experimenters  have  recorded  values  of  c  to  the  sixth  significant  figure. 
Such  an  appearance  of  precision  would  be  warranted  if  the  results  were 
reliable  to  within  one-thousandth  of  1  per  cent. 

Very  little  in  the  way  of  general  conclusions  as  to  the  carrying 
capacity  of  large  riveted  conduits  can  be  deduced  from  the  data  above 
recorded.  It  is  evident  that  the  capacity  of  such  conduits  is  less  than 
was  formerly  supposed.  The  experiments  of  Hamilton  Smith  on  pipes 
of  the  smaller  sizes  (Nos.  1,  3,  4,  6  and  9,  Table  No.  4)  had  been  sup- 
posed to  warrant  the  conclusion  that  riveted  pipes  had  nearly  or  quite 
as  great  carrying  capacity  as  smooth  cast-iron  pipes.  For  such  pipes 
it  has  been  supposed  that  the  value  of  c  increases  with  the  velocity  and 
also  with  the  diameter;  the  table  and  curves  given  by  Hamilton  Smith* 

*"  Hydraulics,"  p.  271  and  PI.  XIV.  From  an  inspection  of  PI.  XIV.  it  appears 
that  the  curves  showing  the  relation  between  c  and  v  for  diameters  prreater  than  1  ft.  are 
based  on  very  meager  data,  and  that  the  curves  as  drawn  do  not  conform  to  the  few  ex- 
perimental points  recorded.  It  seems  to  be  arbitrarily  assumed  that  the  law  of  variation 
of  c  for  large  diameters  must  show  a  general  agreement  with  the  law  determined  by 
experiment  for  small  diameters. 
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hoini*:  regarded  as  nafe  guidcH  in  the  Rolectiou  of  coeflficientH.  The  re- 
sults recorded  in  Table  No.  4  under  numbers  13  to  22  indicate  that  for 
large  riveted  pipes  Smith's  values  are  much  too  great.  It  is  also  to  be 
noticed  that  these  results  show  little  or  no  variation  of  c  with  the 
diameter,  and  no  decided  variation  with  the  velocity.  It  would 
appear  that,  for  conduits  of  'Mi  ins.  diameter  or  over,  it  is  unsafe 
to  count  on  a  value  of  c  greater  than  110  for  new  pipes;  if  there  are 
frequent  or  sharp  bends  the  coefficient  will  doubtless  be  still  less. 
Moreover,  in  case  of  long  conduits  under  ordinary  conditions  of  use,  it 
is  to  be  expected  that  the  capacity  will  suffer  considerable  diminution 
with  age. 

It  should  be  said  that  at  the  time  the  Ogden  conduit  was  de- 
signed, the  views  of  the  engineering  profession  as  to  the  carrying 
capacity  of  large  riveted  conduits  fully  warranted  the  use  of  a  co- 
efficient of  120.  The  construction  of  the  conduit  was  such  that  its 
"smoothness"  would  certainly  appear  to  compare  favorably  with 
any  previously  made.  The  butt  joints  give  an  interior  surface  with- 
out breaks,  there  being  no  interior  butt  straps  at  the  round  joints, 
while  the  longitudinal  straps  are  continuous  throughout  the  length  of 
the  conduit.  As  regards  smoothness,  this  construction  would  appear 
to  have  a  distinct  advantage  over  either  "  cylinder  "  or  "  taper"  joints. 

A  remark  may  be  made  regarding  the  applicability  of  Kutter's 
formula.  From  Table  No.  4  it  appears  that,  for  diameters  less  than 
36  ins. ,  and  for  pipe  which  is  either  new  or  in  such  condition  as  to  be 
probably  as  smooth  as  when  new,  the  value  of  n  shows  little  variation 
in  the  different  experiments,  being  0.010  or  0.011  in  every  case.  For 
larger  sizes  there  is  an  increase  of  n  with  the  diameter.  This  does  not 
appear  to  be  accounted  for  by  a  greater  roughness  of  the  larger  pipes 
experimented  on,  but  is  rather  to  be  attributed  to  the  imperfection 
of  the  Kutter  formula.  It  is  further  true  that  experiments  on  the 
same  pipe  with  different  velocities  (and  consequently  different  values 
of  the  slope  s)  give  different  values  of  n. 

III. — Experiments  on  Wooden  Pipe. 

Description  of  Pipe  Line, 

The  plan,  profile,  dimensions  and  construction  of  the  entire  pipe 

line  may  be  found  in  the  paper,  already  referred  to.*     The  plan  and 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xxxviii,  p.  246. 
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l^rofile  of  the  portion  of  the  wooden  pipe  upon  which  the  experi- 
ments were  made  are  shown  in  Fig.  9,  C  being  the  lower  and  D  the 
upper  pressure  station.     The  diameter  of  the  pipe  is  72.5  ins. 

Record  of  Observations. 

{!)  Example  of  Plotted  Result s. — Reference  has  already  been  made  to 
Fig.  5,  showing  graphically  the  record  of  the  two  manometers  and  of 
the  Venturi  meter  difference-gauge  for  a  part  of  the  run  made  on 
August  16th  on  the  wooden  pipe.  Four  observations  of  the  series  made 
on  the  wooden  pipe  were  taken  at  times  of  falling  pressure,  giving  man- 
ometer records  similar  to  that  shown  in  Fig.  4,  although  the  latter 
record  belongs  to  an  experiment  on  the  steel  pipe. 
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(2)  TahulatioH  of  Reduced  Observations. — From  the  experiments  made 
upon  the  wooden  pipe,  22  "  observations  "  resulted.  The  reduced  data 
of  these  observations  are  given  in  Tables  Nos.  5,  6  and  7,  of  which  no 
explanation  is  needed,  since  they  are  in  all  respects  similar  to  the 
tables  showing  data  of  observations  on  the  steel  pipe  (Tables  Nos.  1,  2 
and  3). 

The  date  and  period  of  each  observation  are  given  in  Table  No.  5. 
It  will  be  noticed  that  observations  40,  44,  45  and  46  were  made  under 
conditions  of  falling  pressure. 

[3)  General  Results. — Table  No.  7  shows  the  observations  arranged 
in  order  of  the  values  of  the  mean  velocity  of  flow,  three  sets  of  results 
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TABLE  No.  5. — Wooden  Ph'e.     Dischaiuie  Obhebvations. 


1 

» 

3 

4 

.'f 

(> 

7 

Rate  of  discharge  of  main' 
pipe.    (Cubic  feet  per           x 
second.) 

tt 

Date. 

Time. 

North  Venturi 
Meter. 

South  Venturi 
Meter. 

JB 

53  i 

No. 

tl. 

D 

Rate  of  discharge. 
(Cubic  feet    per 
second.) 

u 

Pi 

Rate  of  discharge. 
(Cubic   feet  per 
second.) 

Mean  velocity  of 
main  pipe.    (P 
per  second.  1 

30. . . . 

1897. 
Auer.   15. 

8.30—  9.00 

9.28—  9.45 

10.14—10.30 

10.50—11.15 

11.32—12.00 

8.01—  8.30 

8.45—  8.52 

8.54—  9.15 

9.50—10.05 

10.26—10.45 

11.00—11.30 

8.30-  9.00 

9.28—  9.45 

10.16—10.30 

10.48—11.15 

11.30—11.41 

11.50-12.00 

8.30—  9.00 

9.15—  9.45 

10.25—10.30 

10.56—11.15 

11.36—12.00 

0.054 
.178 
.376 
.366 
.363 
.024 
.122 
.125 
.406 
.400 
.395 
.036 
.145 
.321 
.390 
.383 
.380 
.025 
.120 
.288 
.297 
.292 

23.4 
42.5 
61.3 
60.4 
60.1 
15.3 
35.2 
35.6 
63.6 
63.1 
62.7 
19.1 
38.2 
56.7 
62.4 
61.9 
61.6 
15.6 
34.9 
53.8 
54.6 
54.1 

23.4 
42.5 
61.3 
77.1 
99.0 
15.3 
35.2 

a5.6 

63.6 

79.8 

102.3 

19.1 

38.2 

56.7 

104.5 

104.0 

103.7 

15.6 

34.9 

53.8 

72.7 

90.3 

.816 

31 

'      15. 
'      15. 
'      15. 
'      15. 
'      16. 
'       16. 
'      16. 
•      16. 
'      16. 
'      16. 
'       17. 
'       17. 
'      17. 
'      17. 
'      17 
'      17. 
'      18. 
'      18. 
'      18. 
'      18. 
'      18. 

1.482 

32.... 

2.138 

33.... 
34.... 
35.... 

.028 
.150 

16.7 
38.9 

2.689 

3.453 

..534 

36. . . . 

1.228 

37. . . . 

1.242 

38.... 

2.218 

39.... 
40.... 
41.... 

.028 
.156 

i6.7 
39.6 

2.788 

3.568 

.666 

42.... 

1.332 

43.... 

■ 

1.978 

44.... 
45.... 
46.... 
47.... 

.174 
.174 
.174 

42.1 
42.1 
42.1 

3.645 
3.627 
3.617 

.544 

48.... 

1.217 

49.... 

1.876 

50.... 
51.... 

.032 
.130 

18.1 
36.2 

2.5.36 
3.149 

being  given  as  in  the  case  of  the  steel  pipe  already  discussed.  The 
quantities  in  this  table  (values  of  c,/and  loss  of  head  per  1  000  ft.)  are 
also  represented  graphically  in  Figs.  10,  11  and  12. 

These  results  differ  from  those  found  for  the  steel  pipe  in  showing 
a  well-marked  variation  of  c  and/ with  the  velocity  of  flow. 

Fig.  11  shows  that  c  increases  with  the  velocity  in  somewhat 
the  way  usually  assumed  for  smooth  cast-iron  pipes.  The  highest 
velocity  obtained  in  the  experiments  was  about  3.64  ft.  per  second. 
The  highest  velocity,  not  accompanied  by  a  fall  of  pressure,  was 
about  3.45  ft.  per  second  (observation  34).  The  four  observa- 
tions giving  highest  velocities  are  somewhat  discrepant,  due,  prob- 
ably, to  the  difficulty  of  determining  accurately  the  difference  between 
the  heights  of  manometer  columns  during  periods  of  decreasing 
j)ressure. 
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TABLE  No.  G. — Wooden  Pn»E. — Manometer  Observations. 


1 

a 

3 

4 

5 

6 

7 

8 

9 

Heights  of  Manometkr  Columns 

Static 

Loss  OF  Head 

Reduced  to  0°  Cent. 

differ- 

between 

Loss  of 

No. 

Length 

pipe. 

(Feet.) 

(Feet.) 

ence  of 
mercury 
columns 
reduced 

to 
0=  Cent. 
(Feet.) 

Manometers. 

head  per 
1000  ft. 

m 
feet  of 

Upper. 

Lower. 

Difference. 

Mercury. 
(Feet.) 

Water. 

(Feet.) 

water. 

80.. 

2  710 

3.474 

7.3()4 

3.890 

3.894 

.004 

.054 

.0201 

31.. 

2  710 

3.384 

7.256 

3.872 

3.894 

.022 

.299 

.111 

82.. 

2  710 

3.151 

7.003 

3.852 

3.»)4 

.042 

.571 

.211 

88.. 

2  710 

2.882 

6.710 

3.828 

3.884 

.066 

.898 

.331 

84.. 

2  710 

2.434 

6.225 

3.791 

3.894 

.103 

1.401 

.517 

85.. 

2  710 

3.496 

7.382 

3.886 

3.894 

.008 

.109 

.0401 

36.. 

2  710 

3.446 

7.320 

3.874 

3.894 

.020 

.272 

.1003 

37.. 

2  710 

3.443 

7.318 

3.875 

3.894 

.019 

.258 

.0952 

38.. 

2  710 

3.116 

6.963 

3.847 

3.894 

.047 

.639 

.235 

39.. 

2  710 

2.833 

6.655 

3.822 

3.884 

.072 

.979 

.361 

4U.. 

2  710 

Dropping 
3.486 

Dropping 

3.781 

3.894 

.113 

1.537 

.566 

41.. 

2  710 

7.369 

3.883 

3.894 

.011 

•150 

.0552 

42.. 

2  710 

3.417 

7.290 

3.873 

3.894 

.021 

.286 

.106 

43.. 

2  710 

3.211 

7.063 

3.852 

3.894 

.042 

.571 

.211 

44.. 

2  710 

Dropping 

Dropping 

3.779 

3.894 

.115 

1.564 

.576 

45.. 

2  710 

11 

" 

3.785 

3.894 

.109 

1.482 

.547 

46.. 

2  710 

Ik 

'• 

3.794 

3.894 

.100 

1.360 

.501 

47.. 

2  710 

3.492 

7.381 

3.889 

3.894 

.005 

.068 

.0251 

48., 

2  710 

3.443 

7.318 

3.875 

3.894 

.019 

.258 

.0953 

49.. 

2  710 

3.252 

7.110 

3.858 

3.894 

.036 

.490 

.181 

50.. 

2  710 

2.985 

6.819 

3.834 

3.894 

.060 

.816 

.300 

51.. 

2  710 

2.628 

6.432 

3.604 

3.894 

.090 

1.224 

.452 



3.518 

7.412 

3.894 

3.894 

.000 

.000 

.000 

Reliability  of  Results. 

Excluding  observation  30,  the  experiments  on  the  wooden  pipe  are 
more  accordant  than  those  on  the  steel  pipe.  This  is,  doubtless,  due 
to  the  fact  that  the  most  important  source  of  error  in  the  steel  pipe 
•  experiments  was  absent  in  the  later  series. 

The  greatest  pressure  to  which  either  manometer  was  subjected  in 
this  series  was  due  to  a  head  of  about  101  ft.,  as  against  462  ft.  in  the 
former  series.  Under  this  lower  pressure  no  difficulty  was  experienced 
in  securing  tight  joints,  and  leakage  of  mercury  did  not  occur.  The  long 
connecting  pipe  between  the  manometer  and  the  main  pipe  (which  was 
necessary  at  the  lower  end  of  the  steel  pipe)  was  also  avoided,  thus 
diminishing  the  difficulty  of  eliminating  air.  The  temperature  con- 
ditions were,  on  the  whole,  as  favorable  in  the  second  series  as  in  the 
first;  for  although  neither  manometer  was  furnished  with  a  water 
jacket,  the  upper  one  was  very  completely  sheltered  from  temperature 
changes,  while  the  lower  was  not  seriously  exposed.      The  fact  that 
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TABLE  No.  7. — Wooden  Pipe.     GENERAii  Results. 


1 

!• 

8 

4 

5 

Mean  velocity  in 

Loss  of  head  per 

Value  of  c  in 

1     Value  of  f  in 
1          formula 

No. 

main  pipe. 

1  000  ft. 

formula 

(Feet  per  second.) 

(Feet.) 

V  --=  c  \/  r  « 

fj.         ^     I    V* 

35 

.534 

.0401 

69 

.0547 

47 

.544 

.0251 

88 

.0262 

41 

.666 

.0552 

73 

.0488 

30 

.816 

.0201 

1481 

.0117 

48 

1.217 

.0953 

101 

.0250 

36 

1.228 

.1008 

100 

.0259 

37 

1.242 

.0952 

104 

.0241 

42 

1.382 

.106 

106 

.0230 

31 

1.482 

.111 

115 

.0195 

49 

1.876 

.181 

114 

.0199 

43 

1.978 

.211 

111 

.0209 

32 

2.138 

.211 

180 

.0179 

38 

2.218 

.285 

117 

.0186 

50 

2.586 

.300 

119 

.0182 

33 

2.689 

.831 

120 

.0178 

39 

2.783 

.361 

119 

.0181 

51 

3.149 

.462 

121 

.0177 

34 

8.463 

.517 

124 

.0168 

40 

3.568 

.566 

122 

.0173 

46 

3.617 

.501 

131 

.0149 

45 

3.627 

.547 

126 

.0161 

44 

3.645 

.576 

123 

.0168 

both  columns  were  much  shorter  also  rendered  the  temperature  cor- 
rection less  important. 

Known  Data  Regarding  the  Capacity  of  Wooden  Pipes. 
Besides  the  foregoing  results,  the  authors  know  of  only  the  follow- 
ing experimental  data  regarding  the  carrying  capacity  of  wooden  stave 
pipe. 

1.  Experiment  by  Arthur  L.  Adams,  M.  Am.  Soc.  C.  E.,  on  conduit 
of  Astoria,  Oregon,  Water- Works.  This  is  the  same  experiment  as  that 
alreadv  described  in  connection  with  the  discussion  of  steel  pipes 
(No.  5,  Table  No.  4).  The  loss  of  head  in  4  188  ft.  of  18-in.  stave  pipe 
was  measured  by  means  of  open  stand-pipes.  The  discharge  was  de- 
termined by  measuring  the  rise  of  the  reservoir  surface  in  a  test  of 
eighteen  hours.  The  value  of  c  was  132.9  for  v  =  3.605.  The  Kutter 
coeflBcient  of  roughness  was  about  0.010.  —  Titans.  Am.  Soc.  C.  E.,  Vol. 
xxxvi,  p.  26. 

2.  In  an  account  of  the  30-in.  stave  pipe  of  the  Denver  Water-Works, 
by  James  D.  Schuyler,  M.  Am.  Soc.  C.  E.,  it  is  stated  that  gaugings 
were  made  by  measuring  the  rise  of  the  reservoir  surface  in  a  known 
time,  and  also  by  measurement  of  the  velocity  by  current  meter.  As 
a  result  it  is  said  that  in  "  applying  Kutter's  formula  to  wood  pipe,  as 
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low  n  coofficioiit  //  as  O.OOIXJ  can  bo  used."  Thiw  value  of  //  would 
}j:ive  values  of  c  ])rol)ably  hetwoen  140  and  150,  deixmdinf^  upon  the 
hydraulic  slope,  which  is  not  given.  Trends.  Am.  Sor.  C.  F.,  Vol. 
xxxi,  p.  144. 

3.  Fred.  B.  Gutelius,  C.  E.,  states  that  in  the  design  of  the  24-iu. 
stave  pipe  of  the  Butte  City  (Montana)  Water  Comjjany,  the  value  of 
n  was  taken  as  0.010,  and  that  the  correctness  of  this  value  was  justi- 
fied by  a  test.  The  particulars  of  the  test  are  not  given,  but  this  value 
of  )i  would  give  values  of  c  probably  between  120  and  130,  depending 
upon  the  hydraulic  slope.  Journal  of  the  Associtttion  of  Engineering 
Societies,  Vol.  xii,  p.  219. 

According  to  Hamilton  Smith,*  for  circular  pipe  having  "quite 
smooth  interior  surfaces,  and  no  sharp  bends,"  the  value  of  c  increases 
with  the  diameter  and  also  with  the  velocity.  Following  are  the 
values  given  by  him  for  diameter  6  ft.  and  for  velocities  up  to  4  ft.  per 
second,  with  the  corresponding  values  derived  from  the  experiments 
on  the  Ogden  pipe  by  the  authors: 


c 

Smith's  table. 

Ogden  experiments. 

1 

2 
3 
4 

131.8 
138.0 
142.3 
145.5 

100 
115 
122 
125 

It  will  be  seen  that,  while  the  two  series  agree  in  showing  an  in- 
crease of  c  with  the  velocity,  the  experimental  values  are  decidedly 
lower  than  those  given  in  Smith's  table. 

In  this  connection  it  may  be  noted  that  the  experiments  described 
by  Desmond  FitzGerald,  M.  Am.  Soc.  C.  E.  ,t  on  clean  cast-iron  pipe 
48  ins.  in  diameter,  show  a  fair  agreement  with  Smith's  tables  as  re- 
gards the  general  law  connecting  v  and  c,  but  give  values  of  c  higher 
than  Smith's  for  velocities  less  than  7  ft.  per  second.  On  the  other 
hand,  48-in.  pipe,  with  surface  much  tuberculated,  showed  a  very  dif- 
ferent series  of  values  of  c ;  there  being  little  variation  of  c  with  v 
except  for  low  velocities,  and  the  variation  being  a  decrease  of  c  with 
increasing  velocity.     The  values  of  c  for  tuberculated  pipe  were  not 

*  "  Hydraulics,"  p.  271. 

1  Transactions,  Am.  Soc.  C.  E.,  vol.  xxxv.,  p.  241. 
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greatly  diflferent  from  tbt»  vahies  for  largo  riveted   i)ii)e  given  iu  Table 
No.  4. 

Ill  regard  to  the  ai)plical)ility  of  Kutter'H  formula  it  is  to  be  said 
that  the  ex])erimeutH  ou  the  wooden  i)ipe  herein  described  give  values 
of  n  ranging  from  0.012  to  0.015,  an  average  value  being  perhaps  0.013. 
The  difference  between  this  value  and  those  given  for  the  Denver  and 
Butte  City  conduits  can  hardly  be  attributed  to  the  greater  roughness 
of  the  Ogden  pipe.  It  is  rather  to  be  supposed  that  the  Kutter  formula 
is  defective. 

IV. — Observations  on  Venturi  Meters. 

The  Venturi  meters  being  the  only  means  available  for  measuring 
the  rate  of  discharge  of  the  pipe,  no  test  could  be  made  of  the  cor- 
rectness of  their  indications,  or  for  the  determination  of  values  of  the 
^coefficient  to  be  used  with  them.  As  already  stated,  the  authors  as- 
sumed the  correctness  of  the  coefficients  furnished  by  the  manu- 
facturers. 

A  matter  of  some  importance,  both  theoretically  and  practically, 
is  the  loss  of  head  caused  by  friction,  and  by  the  contraction  and  ex- 
pansion of  the  stream  within  the  meter.  The  values  of  this  loss  for 
different  values  of  the  rate  of  discharge  were  fairly  well  determined 
•within  the  range  of  the  experiments. 

Loss  of  Head  in  Meters. 

The  results  of  the  observations  of  loss  of  head  in  the  meters  have 
been  tabulated  for  the  two  meters  separately.  Table  No.  8  referring 
to  the  south  meter,  and  Table  No.  9  to  the  north  meter.  In  each  case 
the  observations  have  been  arranged  in  the  order  of  increasing  values 
of  the  rate  of  discharge.  These  tables  show  values  of  "head  on 
Venturi,"  loss  of  head  in  meter,  and  rate  of  discharge  of  meter,  for 
each  observation.  The  values  in  column  2  are  found  by  taking  the 
difference  between  the  readings  of  the  mercury  columns  communicat- 
ing with  the  throat  and  up-stream  sections  of  the  meter;  while  the 
values  in  column  4  are  found  in  the  same  way  from  the  up-stream  and 
down-stream  sections.  The  values  in  columns  3  and  5  are  found  from 
those  in  2  and  4,  respectively,  by  applying  the  factor  12.6,  or  e  —  1,  e 
being  the  specific  gravity  of  mercury.  The  values  in  columns  2  and 
6  are  repeated  from  Tables  Nos.  1  and  5. 
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TABLE  No.  H. — South  Venturi  Meter.     Relation  Between  Rate  op 

DrS('IIAR(}K    AND    TjOHH    OK    HkAD    IN    MeTER. 


1 

il 

3 

4 

5 

6 

Observation 

No. 

Head  on 

Vknturi. 

Loss  of  Head  in  Meter. 

Rate  of 

discharge. 

(Cubic  feel 

per 

second.) 

(Jauge  read- 
ing. 

E(iiiivalent 

water  column. 

(Feet.) 

(lauf?e  read- 
ing. 

Equivalent 
water  column. 

(Feet.) 

1 

.022 
.05M 
.025 
.026 
.036 
.043 
.054 
.0?2 
.120 
.122 
.123 
.125 
.140 
.141 
.145 
.159 
.160 
.178 
.199 
.210 
.211 
.219 
.221 
.225 
.225 
.226 
.288 
.292 
.296 
.297 
.321 
.363 
.366 
.376 
.380 
.383 
.390 
.391 
.395 
.400 
.406 
.481 
.512 

.28 

.30 

.32 

.33 

.46 

.54 

.68 

.91 

1.51 

1.54 

1.55 

1.58 

1.76 

1.78 

1.83 

2.00 

2.02 

2.24 

2.51 

2.65 

2.66 

2.76 

2.79 

2.84 

2,84 

2.85 

3.63 

3.68 

3.73 

3.74 

4.04 

4.57 

4.61 

4.74 

4.79 

4. as 

4.91 
4.93 
4.98 
5.04 
5.12 
6.06 
6.45 

,001 
.005 
.005 
.004 
.007 
.006 
.008 
.012 
.021 
.021 
,018 
.019 
.016 
,017 
.021 
.028 
.024 
.026 
.026 
.031 
.090 
.088 
.032 
.031 
.031 
.032 
.015 
.044 
.042 
.046 
.048 
.055 
.055 
.058 
.059 
.059 
.060 
.052 
.059 
.058 
.058 
.065 
.072 

.01 

.06 

.0<) 

.05 

.09 

.08 

.10 

.15 

.27 

.27 

.23 

.24 

.20 

.22 

.27 

.29 

.30 

.33 

.33 

.39 

.38 

.41 

.40 

.39 

.39 

.40 

.57 

.56 

.53 

.58 

.61 

,69 

.69 

.73 

.74 

.74 

.76 

.66 

.74 

.73 

.73 

.82 

.91 

14.5 

35 

15.8 

47 

15,6 

25 

16,0 

41 

19,1 

20 

21.0 

30 

23.4 

26 

27,2 

4H 

•M.9 

36    

35,2 

27 

a5.3 

37 

35,6 

12    

37,5 

11 

37,6 

42 

38,2 

21 

40,0 

22 

40,1 

31 

42,5 

2 

44,8 

29 

46,1 

28 

46.2 

16 

46,9 

15 

47,1 

6 

47,5 

7 

47,5 

14 

47,5 

49 

53,8 

51 

54,1 

13 

54,5 

50 

54,6 

43 

56,7 

34 

60,1 

33 

60,4 

32 

!        61,3 

46 

1        61,6 

45 

61,9 

44 

62,4 

10 

62,5 

40 

;        62,7 

39 

63,1 

38 

1        63,6 

9 

69,2 

8 

71.2 

The  simultaneoiis  values  of  "head  on  Venturi  "  and  "loss  of  head  in 
meter  "  are  plotted,  for  each  meter  separately,  in  Figs.  13  and  14.  The 
irregularities  shown  in  the  diagrams  are  doubtless  due  chiefly  to  the 
presence  of  dirt  at  the  top  of  the  down-stream  mercury  column,  as  al- 
ready explained.  In  spite  of  these  irregularities  the  results  show 
quite  satisfactorily  the  relation  between  loss  of  head  and  head  on  Ven- 
turi.    This  relation,  within  the  range  of  the  observations,  is  well  rep- 
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TABLE  No.  9. — North  Venttri  Meter.      Relation   Between   Rate 
OF  Discharge  and  Los.s  of  Head  in  Meter. 


I 

a 

3 

4 

.■» 

6 

Head  on 

Vexturi. 

Loss  OF  Head  in  Meter. 

Rate  of 

Observation 

discharge. 

(Cubic  feet 

No. 

Gauge  read- 

Equivalent 
water  column. 

Gauge  read- 

Equivalent 
water  column. 

per 
second. ) 

(Feet.) 

ing. 

(Feet.) 

17 

.021 

.26 

.001 

.01 

14.1 

18 

.021 

.26 

.002 

.08 

14.1 

3 

.022 

.28 

.005 

.06 

14.5 

as 

.028 

.35 

.004 

.06 

16.7 

39 

.028 

.35 

.004 

.06 

16.7 

50 

.032 

.40 

.003 

.04 

18.1 

12 

.077 

.97 

.013 

.16 

28.1 

11 

.078 

.96 

.011 

.14 

28.2 

21 

.086 

1.08 

.009 

.11 

29.6 

22 

.087 
.090 

1.10 
1.13 

.010 
.011 

.13 
.14 

99.8 

14 

90.8 

5 

.090 

1.13 

.014 

.18 

80.8 

4 

.093  - 

1.17 

.016 

.20 

80.9 

20 

.095 

1.20 

.009 

.11 

81.2 

19 

.099 

1.25 

.014 

.18 

81.7 

26 

.111 

1.40 

.014 

.18 

33.7 

13 

.127 

1.60 

.017 

.21 

35.8 

51 

.130 

1.64 

.016 

.20 

86.2 

34 

.1.50 
.156 
.174 
.174 
.174 
.181 

1.89 
1.97 
2.19 
2.19 
2.19 
2.28 

.022 
.023 
.023 
.023 
.023 
.029 

.28 
.29 
.29 
.89 
.29 
.37 

88.9 

40 

89.6 

44 

42.1 

45 

42.1 

46 

^.1 

10 

42.8 

23 

.204 

2.57 

.030 

.38 

45.5 

24 

.205 

2.58 

.030 

.38 

45.7 

27 

.270 

3.40 

.038 

.48 

51.8 

16 

.323 

4.07 

.050 

.63 

S7.0 

:f5 

.333 

4.21 

.049 

.68 

57.8 

29 

.400 

5.04 

.060 

.76 

63.1 

28 

.401 

5.06 

.060 

.76 

63.2 

resented  by  a  straight  line.  In  other  -vrords,  the  loss  of  head  in  the 
meter  ajDpears  to  be  directly  proportional  to  head  on  Yenturi.  The 
loss  of  head  thus  appears  to  vary  nearly  as  the  square  of  the  velocity 
of  flow  through  the  meter. 

If  iJ  denotes  head  on  Yenturi  and  H"  loss  of  head  in  meter,  the 
above  relation  is  expressed  by  the  equation  H"  =^a  H,  where  a  is  a  con- 
stant. The  value  >^/ =  0. 149  for  each  meter  agrees  well  with  the  ex- 
perimental data. 

The  relation  between  loss  of  head  in  meter  and  rate  of  discharge, 
for  the  Ogden  meters,  using  the  relation  H"  =  0.149^,  is  shown  by 
the  curve  in  Fig.  15. 

The  experience  of  the  authors  in  these  tests  has  convinced  them  of 
the  great  value  of  the  Yenturi  meter  in  experimental  work,  requiring 
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the  measurement  of  the  rate  of  discharge  of  pipes.  By  no  other 
method  would  it  have  been  possible  to  collect  so  much  information,  at 
all  comparable  in  accuracy  with  that  obtained  in  these  experiments, 
without  months  of  labor.  Moreover,  the  sensitiveness  of  the  difference- 
gauge  to  slight  changes  of  the  rate  of  discharge  shows  that  the  meter  is 
capable  of  giving  measurements  of  great  precision.  It  is  jDcrhaps  not 
too  much  to  say,  that,  except  for  very  small  quantities,  the  Venturi 
meter  furnishes  the  most  precise  of  all  methods  of  measuring  the  rate 
of  discharge,  provided  the  values  of  the  coefficient  are  accurately 
known.* 

In  carrying  out  these  experiments  the  authors  were  assisted  by  Mr. 
L.  S.  Boggs,  E.  E.,  Superintendent  of  the  Pioneer  Electric  Power 
Company;  by  Mr.  F.  W.  Hart,  Assistant  Superintendent,  and  by  Mr. 
L.  B.  Spencer,  student  in  civil  engineering  in  Stanford  University. 
To  them,  for  the  valuable  and  efficient  aid  rendered;  to  the  directors 
of  the  Pioneer  Electric  Power  Company,  and  especially  to  Chief  En- 
gineer Bannister,  for  all  courtesies  rendered,  the  authors  desire  to  ex- 
press their  sincere  thanks. 

*  In  regard  to  the  range  of  the  coefficients  of  a  Yenturi  meter,  the  only  experimental 
results  known  to  the  authors  are  those  of  Herschel.  These  results,  obtait)ed  vrith  meters 
of  diameters  of  12  ins..  48  ins.  and  108  ins.,  indicate  that  the  values  of  the  coefificient.  for 
throat  velocities  between  5  ft.  and  25  ft.  per  second,  are  not  likely  to  differ  from  unity  by 
more  than  S^'  (see  ''115  Experiments,'"  PI.  III.  p.  43).  Even  with  an  unrated  meter  it 
is  probable  that  the  results  obtained  vrill  compare  favorably  in  accuracy  with  those 
obtainable  by  any  other  method  of  measurement. 
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ATTACHMENT  OF  PIEZOMETERS. 

Object  of  discussion. 

It  is  proposed  to  consider  the  question  whether  the  height  of  a 
l^iezometer  column  depends  upon  the  position  of  the  point  of  attach- 
ment to  the  pipe  ;  and  also  whether  different  results  will  be  given  by- 
multiple  attachment  than  by  attachment  at  a  single  j^oint.  The  dis- 
cussion will  refer  to  a  vertical  cross-section  of  a  horizontal  pipe  ;  but 
the  reasoning  Avill  be  seen  to  apply  to  the  transverse  section  of  a  pipe 
having  any  direction. 

Variation  of  Pressure  in  a  Cross-Section. 

The  pressures  at  different  points  in  the  same  cross-section  are  un- 
equal, being  less  near  the  top  of  the  pipe  than  near  the  bottom.  If 
the  particles  of  water  all  moved  in  straight  lines  parallel  to  the  axis 
of  the  pipe,  the  law  of  variation  of  pressure  with  depth  would  be  the 
same  as  for  water  at  rest.  Any  variation  from  this  law  must  be  due 
to  the  fact  that  particles  are  deflected  from  the  straight  axial  direc- 
tion ;  in  other  words,  to  the  fact  that  some  of  the  particles  of  water 
passing  a  given  section  at  any  instant  are  being  accelerated  vertically. 
If  such  is  the  case,  the  distribution  of  the  vertical  components  of  ac- 
celeration throughout  the  cross-section  will  continually  vary  ;  so  that 
not  only  will  the  law  of  variation  of  pressure  with  depth  differ  from 
the  hydrostatic  law,  but  the  actual  pressure  at  any  given  point  will 
vary.  Therefore,  in  any  case  in  which  a  piezometer  is  found  to  give 
results  which  fluctuate  but  slightly,  it  may  be  concluded  that  the 
sinuosities  in  the  motions  of  the  particles  of  water  have  no  important 
effect  upon  the  law  of  variation  of  pressure  in  the  cross-section.  Ex- 
perience bears  out  the  supi^ositiou  that  this  condition  is  satisfied 
when  steady  flow  has  been  maintained  for  some  time  in  a  straight  pipe 
of  uniform  cross-section.  The  following  discussion  will  therefore 
proceed  on  the  assumption  that  the  pressure  in  any  cross -section 
varies  with  the  depth,  according  to  the  hydrostatic  laAv. 

Case  of  Open-Topi^ed  Piezometer. 

If  the  pressure  throughout  a  cross-section  exceeds  that  of  the  at- 
mosphere, and  if  open  tubes  are  attached  at  two  points,  as  at  A  and  B 
(Fig.  16),  it  is  evident  that  water  will  rise  to  the  same  level  in  both. 
For  since  the  pressure  at  B  exceeds  that  at  A  by  an  amount   equiva- 
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lent  to  the  height  (//)  of  A  above  B,  the  corresponding  pressure 
columns  must  differ  in  height  by  the  same  amount  h.  In  fact,  the 
pressure  at  anv  two  points  C  and  B  at  the  same  level  in  the  two  pipes 
must  be  equal. 

If  the  pressure  at  the  top  of  either  column  is  less  than  atmos- 
pheric, that  column  will  stand  correspondingly  higher  ;  but  the  sur- 
faces Xand  F  will  be  at  the  same  level  so  long  as  they  are  subject  to 
equal  pressures. 

V 

^ 


A', 


D, 


X 


V 


V 


^i^^ 


-    -    Y, 


X, 


z, 


^— c, 


Fig.  If). 


Fig.  ir. 


Case  of  Vacuum  GauR-e. 


In  case  the  pressure  throughout  the  cross-section  of  the  pipe 
becomes  less  than  one  atmosphere,  the  open  piezometer  becomes  in- 
applicable. It  is,  however,  instructive  to  consider  what  will  happen 
if,  with  open  tubes  attached  as  in  Fig.  16,  the  pressure  within  the 
pipe  gradually  diminishes.  The  surfaces  Xand  Y  will  fall  equally 
until  the  pressure  within  the  pipe  at  the  level  A  becomes  just  one  at- 
mosphere, the  surface  F  then  standing  on  a  level  with  A.     The  press- 
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"lire  at  any  point  lower  tluin  A  in  still  pfreat«r  than  one  atuioHi>Lere. 
Lot  the  ])ioHsnre  iu  tlic  i)ip(^  (liniiiUHli  still  fnrthor  until  there  is  just 
one  atmosphere  of  pressure  at  some  level  A',  between  A  and  B ;  press- 
ures less  than  one  atmosphere  existing  at  all  points  higher  than  J5J, 
and  greater  than  one  atmosphere  at  all  i)oints  lower.  The  surface  Y  will 
fall  to  F,  level  with  E;  Avliile  at  J  air  will  be  drawn  into  the  pipe.  If 
the  level  of  atmospheric  i)ressure  falls  below  Ji,  air  will  also  enter  at  Ji. 

Suppose,  next,  that  the  tubes  attached  at  A  and  B  are  ai-ranged  as 
shown  in  Fig.  17,  both  tubes  dii)piug  into  a  reservoir  whose  surface  is 
under  atmospheric  pressure,  the  pressure  within  the  pipe  being  less 
than  atmospheric  in  all  j^arts  of  the  cross-section.  At  first  let  air  be 
admitted  to  the  tubes  through  the  valves  V  V,  which  are  then  closed. 
So  long  as  air  enters  freely,  the  tubes  act  in  the  same  way  as  the  open 
tubes  of  Fig.  16.  The  pressure  within  the  piezometer  tubes  being 
greater  than  that  within  the  pipe,  air  enters  the  pipe  from  both  tubes. 
After  the  valves  V  Fare  closed,  the  withdrawal  of  air  causes  a  decrease 
of  pressure  in  each  tube,  and  water  rises  from  the  reservoir  to  a  height 
which,  for  each  tube,  represents  the  difference  between  the  pressure 
within  the  tube  and  that  of  the  atmosphere  at  the  surface  of  the  res- 
ervoir. Air  will  continue  to  enter  the  pipe  at  A  so  long  as  the  pressure 
within  the  tube  exceeds  the  water  pressure  at  ^.  A  condition  of 
equilibrium  will  finally  be  reached  in  which  the  pressure  throughout 
the  air  in  the  tube  is  equal  to  the  water  pressure  at  ^,  and  the  surface  X 
stands  at  a  height  above  the  reservoir  surface  representing  the  excess 
of  atmospheric  pressure  above  the  pressure  within  the  S2)ace  AX.  A 
like  condition  will  be  reached  in  the  other  tube,  but  since  the  pressure- 
head  at  ^exceeds  that  at  A  by  an  amount  A^  B^  =  h,  the  surface  Y 
will  stand  lower  than  Xby  an  amount  Xi  Fj  =  //. 

It  is  further  to  be  noticed  that,  if  the  opening  at  A  is  of  appreciable 
size,  water  will  stand  in  the  tube  up  to  the  level  of  the  top  of  the 
opening.  Thus,  suppose  the  exhaustion  of  the  air  wdthin  the  tube 
has  proceeded  until  the  air  pressure  in  the  tube  is  greater  than  the 
water  pressure  at  the  top  of  the  oj)ening  and  less  than  that  at  the  bot- 
tom; air  will  enter  at  the  top,  and  water  will  flow  out  at  the  bottom,  a 
condition  of  equilibrium  being  reached  only  when  no  part  of  the  stream 
in  the  main  pipe  flowing  past  the  orifice  is  in  contact  with  air.  Simi- 
larly, water  will  stand  iu  the  other  tube  up  to  the  level  of  the  top  of 
the  opening  B. 

It  thus  appears  that  it  makes  no  difference  at  what  point  of  the 
cross-section  the  piezometer  is  attached,  provided  the  indicated  press- 
ure be  referred  to  the  proper  level.  If  the  apparatus  is  attached  and 
operated  in  the  manner  above  described,  the  piezometer  reading  in 
each  case  gives  the  pressure  within  the  pipe  at  points  which,  are  on  a 
level  with  the  top  of  the  orifice  leading  from  the  pipe  to  the  piezome- 
ter tube. 
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If,  after  the  condition  of  equilibrium  above  described  has  been 
reached,  the  pressure  within  the  pipe  increases,  but  still  remains  less 
than  that  of  the  atmosphere,  water  will  rise  in  the  tubes  at  A  and  at 
B,  the  surfaces  X  and  Y  at  the  same  time  falling.  A  condition  of 
equilibrium  will  ensue  in  which  the  height  of  the  column  i?X  exceeds 
that  of  the  column  above  A  by  an  amount  equivalent  to  the  difference 
between  atmospheric  i^ressure  and  the  pressure  at  A,  with  a  similar 
condition  of  affairs  in  the  tube  attached  at  B.  In  such  a  case  both 
columns  in  the  same  piezometer  tube  must  be  observed  in  order  that 
the  pressure  at  a  given  level  in  the  main  pipe  may  be  known. 

A  further  case  to  be  considered  is  that  in  which  some  part  of  the 
piezometer  tube  is  lower  than  the  opening  into  the  pipe,  as  at  C,  Fig. 
17,  the  pressure  within  the  pipe  at  C  being  supposed  less  than  one 
atmosphere.  If  the  tube  is  at  first  filled  with  air  under  atmosjDheric 
pressure,  air  will  enter  the  pipe  at  C  until  the  pressure  within  the  tube 
falls  to  the  value  of  the  Avater  jDressure  at  the  bottom  of  the  opening. 
As  soon  as  the  air  pressure  becomes  less  than  this  value,  water  will  flow 
into  the  tube  through  the  lower  part  of  the  orifice,  collecting  in  the 
lowest  part  of  the  tube  until  its  cross-section  is  entirely  filled.  Water 
will  continue  to  flow  into  the  tube  at  the  bottom  of  the  orifice,  and  air 
to  enter  the  pipe  at  the  top,  until  no  air  remains  in  contact  with  the 
water  flowing  past  the  orifice  m  the  main  pij^e.  A  condition  of  equili- 
T3rium  will  finally  be  reached  in  which  water  fills  the  tube  from  G  to 
some  point  (7,.  This  point  C^^  will  be  high  enough  so  that  the  lowest 
<}ross-section  of  the  tube  is  completely  filled,  but  its  exact  height  can- 
not be  predicted.  The  height  of  the  column  R  Z'  will  measure  the 
-amount  by  which  atmospheric  pressure  exceeds  the  pressure  within  the 
pipe  at  the  level  C,. 

Consider  next  the  case  of  a  single  piezometer  communicating  with 
the  given  cross-section  of  the  pipe  at  two  points,  as  at  ^'  and  C,  Fig. 
17,  the  pressure  at  every  point  of  the  cross-section  being  less  than  that 
of  the  atmosphere.  As  before,  let  the  valve  V  be  first  open  and  then 
closed.  While  it  is  open,  air  will  enter  the  pipe  at  A'  and  at  C.  After 
it  is  closed  air  will  continue  to  enter  the  pipe  so  long  as  the  pressure 
within  the  tube  exceeds  the  water  pressure,  either  at  v4'  or  at  C.  At 
the  same  time  water  will  rise  from  the  reservoir  R  to  a  height  measur- 
ing the  amount  by  which  the  pressure  within  the  tube  is  less  than  one 
atmosphere.  When  the  pressure  within  the  tube  becomes  less  than 
that  in  the  pipe  in  the  lower  portion  of  the  opening  C",  air  will  cease 
to  enter  at  this  part  of  the  opening,  and  water  will  flow  into  the  tube. 
At  the  top  of  the  oi^ening  air  will  still  enter  until  the  air  pressure  falls 
below  the  water  pressure  at  that  point;  after  which  water  will  flow  out 
through  the  entire  opening.  Air  will  continue  to  enter  the  pipe  at  A', 
3,B.d  the  air  pressure  in  the  tube  to  decrease.  When  the  pressure  in 
the  tube  is  equal  to  the  water  pressure  at  some  point  B  D,  between  A' 
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aud  C\  water  tonds  to  Htaiul  iu  the  tube  at  the  height  Z),;  no  couditiou 
of  ('(inilibrinm  is  rcachctl,  howev(»r,  so  lou^asair  contimicH  to  enter  at 
.1'.  Finally  the  pressure  in  the  tube  will  reach  the  value  of  the  water 
pressure  at  the  highest  point  of  the  orifice  A ',  air  will  cease  to  enter 
the  main  i)ipe,  and  water  will  stand  in  both  branches  of  the  tube  to  the 
level  A'  A\.  The  air  i)ressuro  iu  the  tube  is  now  etjual  to  the  i)ressure 
in  the  water  at  the  level  A\  and  is  less  than  atniosi)heric  prensure  by 
an  amount  equivalent  to  the  water  column  R  X'. 

Summary  of  Results. 

The  conclusions  to  be  drawn  from  the  foregoing  discussion  may  be 
summarized  as  follows: 

(1)  When  the  pressure  in  the  given  cross-section  of  the  pipe  every- 
where exceeds  that  of  the  atmosphere,  an  open  piezometer  will  stand 
at  the  same  height  at  whatever  point  of  the  cross-section  it  be  attached, 
and  whether  it  communicates  with  the  pipe  at  one  point  or  at  several. 

(2)  If  a  "  vacuum  "  piezometer  be  used,  the  pressure  at  the  point  of 
attachment  being  less  than  that  of  the  atmosphere,  the  pressure  at  any 
level  in  the  pipe  can  be  inferred  if  the  water  surfaces  in  both  branches 
of  the  piezometer  are  known.  The  pressure  within  the  main  pipe,  at 
all  points  on  a  level  with  the  surface  of  the  column  in  the  branch  of 
the  piezometer  tube  adjacent  to  the  pipe,  has  "negative"  value 
measured  by  the  height  of  the  column  in  the  other  branch  above 
the  open  reservoir. 

(3)  In  case  of  a  vacuum  piezometer  connected  with  the  pipe  at  more 
than  one  point  in  the  same  cross-section,  water  will  stand  at  the  same 
level  in  all  the  connecting  tubes. 

(4)  In  case  of  a  vacuum  piezometer,  if  air  be  freely  admitted  to  the 
tube  before  the  observation,  the  pressure  within  the  main  pipe  remain- 
ing constant,  water  will  rise  in  the  connecting  tubes,  whether  one  or 
several,  to  the  level  of  the  highest  point  of  communication  with  the 
pipe.  * 

The  authors  have  not  been  able  to  subject  these  conclusions  to  the 
test  of  experiment.  They  are,  however,  in  conformity  with  the  results 
noticed  and  discussed  by  Herschel.f  For  measuring  pressures  in  the 
throat  of  a  Venturi  meter  he  used  a  vacuum  piezometer  communi- 
cating with  the  throat  at  several  points,  the  several  branch  tubes  being 
furnished  with  valves,  so  that  communication  could  be  opened  through 
any  one  or  more  of  them  at  pleasure.  From  the  working  of  the  piezo- 
meter with  different  combinations  of  tubes  open,  Herschel  concludes 
that: 

"  The  Venturi  must,  in  all  cases,  be  pierced  for  connection  with  the 
air  chamber  vertically  at  its  crown,  and  may  be  pierced  radially  at  as 

*  Unless  the  tube  leading  to  this  point  runs  below  the  level  of  the  opening  into  the 
pipe. 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  xvii,  pp.  248,  250,  251. 
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many  additional  points  as  we  please,  without  affecting  the  reading  of 
the  standard  crown  orifice." 

The  foregoing  theory  suggests  no  reason  for  the  conclusion  that  the 
pipe  must  be  pierced  at  the  highest  point  of  the  cross-section ;  but 
Herschel's  conclusion  is  otherwise  in  strict  conformity  with  the  prin- 
ciples reached  above,  and  summarized  in  the  paragraphs  numbered  (3) 
and  (4).  These  principles  are  not  fully  tested  by  the  experiments  re- 
corded, since  in  every  case  bearing  upon  the  point  under  discussion 
one  of  the  open  passages  was  the  one  at  the  top  of  the  cross-section. 

For  the  case  of  pressures  greater  than  atmospheric,  Herschel's  ex- 
periments of  October,  1887,*  furnish  several  instances  in  conformity 
with  the  conclusion  above  drawn  and  stated  in  paragraph  (1).  This 
is,  in  fact,  the  conclusion  reached  by  Herschel.  In  the  experiments 
of  the  authors  at  Ogden  no  pressures  less  than  atmospheric  had  to  be 
measured. 

The  foregoing  discussion  has  not  referred  to  the  effect  of  air  carried 
by  the  water  and  collecting  in  the  piezometer  tube.  Attachment  of 
the  piezometer  at  the  top  of  the  pipe  probably  gives  greater  liability 
to  trouble  from  this  source  than  attachment  at  a  lower  point;  but  in 
all  cases  means  must  be  provided  for  getting  rid  of  whatever  air  may 
collect. 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xvii,  p,|.250. 


6Ji8  DISCUSSION    ON    FLOW    OF    WATKK. 

DISCUSSION. 


Ml.  Williams.  Gardneb  S.  Williams,  Assoc.  M.  Am.  Soc.  C.  E. — Some  informa- 
tiou  in  rojTjarcl  to  the  calibration  of  the  iustrumentH  used  in  tbe  experi- 
ments under  discussion,  if  they  were  eali))rated  at  all,  would  seem  to 
be  desirable.  The  speaker  has  found  that  there  is  sometimes  a  varia- 
tion in  the  specific  gravity  of  mercury,  and  also  that  some  instru- 
mental coefficients  may  possibly  enter  into  the  question,  notably  in 
the  connection  with  the  lower  gauge.  The  statement  that  an  air-cock 
is  provided  at  the  highest  point  in  this  connecting  pipe  ofifers  an 
opportunity  for  suspicion  as  to  the  results  afforded  by  that  gauge. 
From  some  observations  which  the  speaker  has  made,  he  has  learned 
that  there  is  nothing  more  delusive  than  an  air-cock.  If  it  is  not 
placed  at  the  high  point,  or  if  the  air  bubble  is  not  at  the  highest 
point  and  properly  blown  off,  the  entire  test  for  that  velocity  and  for 
that  time  may  be  vitiated,  and,  unless  the  observers  were  able  to 
assure  themselves  that  there  was  no  accumulation  of  particles  of  air 
in  the  connection  of  their  gauge,  little  dependence  can  be  placed  on 
the  results  they  have  given.  It  seems  to  the  speaker  that  the  lack  of 
coherence  of  the  observations  and  the  apparent  sinuosity  of  the  mean 
line  for  the  value  of  n,  indicate  that  there  was  something  very  mate- 
rially the  matter  with  the  observations.  He  does  not  wish  to  appear 
unduly  critical  of  those  who  carried  out  these  experiments,  fully 
appreciating  the  difficulties  under  which  they  labored,  yet  he  does 
not  think  these  experiments  are  entitled  to  rank  Avith  the  experiments 
heretofore  made  and  recorded  by  Messrs.  Desmond  FitzGerald,  John 
R.  Freeman,  and  others.  The  same  objection  might  be  made  to  most 
of  the  experiments  made  in  the  West,  on  which  dependence  is  placed 
for  knowledge  as  to  the  carrying  capacity  of  large  conduits.  They 
have  been  ordinarily  single  experiments  by  inexperienced  experiment- 
ers, who  are  not  aware  of  the  conditions  likely  to  be  met,  and  the 
results  obtained  are  not  entitled  to  the  same  credence  as  the  observa- 
tions of  those  who  have  devoted  years  of  study  to  the  subject.  On 
the  line  under  discussion  the  effect  of  curvature  must  have  been  of 
some  importance.  Without  wishing  to  go  into  that  subject  very 
extensively,  the  speaker  desires  to  state  positively  that  the  line  of 
maximum  velocity  of  the  water  passing  around  a  curve  is  not  in  the 
axis  of  the  pipe.  He  fully  agrees  that  more  extended  experiments  are 
highly  desirable,  and  would  also  suggest  that,  with  shorter  lengths 
and  more  delicate  instruments,  possibly  more  satisfactory  results 
could  be  obtained. 
Mr.  Trautwine.  John  C.  Teautwine,  Jr.,  Assoc.  Am.  Soc.  C.  E. — Mr.  Herschel,  in 
his  paper*  describing  the  Venturi  meter  as  he  designed  it  in  the  first 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xvii,  p.  228,  and  Vol.  xviii,  p.  133. 
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place,  seems  to  assume  that  the  elevation  of  the  columns  in  the  piezom-  Mr.  Trautwine 
eters  might  properly  be  measured  from  the  top  of  the  pipe;  but  Pro- 
fessor Merrimau*  remarks:  "It  is  thought  that  the  elevation  should 
be  measured  to  the  center  of  the  section  rather  than  to  the  top." 
Prior  to  the  appearance  of  the  present  paper,  these  expressions  seem 
to  have  comprised  all  the  published  matter  on  the  subject.  The 
authors  have,  therefore,  rendered  valuable  service  in  entering  into  an 
elaborate  discussion  of  this  point  in  the  appendix  to  their  paper. 

In  Philadelphia,  where  the  Venturi  meter,  in  sizes  up  to  48  ins. , 
has  been  extensively  used,  experiments  have  been  made  comparing  the 
loss  of  head  through  different  meters,  the  Venturi  being  compared 
with  several  of  the  ordinary  mechanical  meters.  In  these  experiments 
the  Venturi  gave,  at  a  given  velocity,  much  less  resistance  to  flow  than 
any  of  the  others,  with  the  single  (and  somewhat  singular)  exception 
of  the  "Gem"  meter,  which,  at  high  velocities,  gave  even  a  shade  less 
resistance  than  the  Venturi. 

In  all,  the  resistance  increased  in  proportion  to  the  head,  or  to  the 
square  of  the  velocity. 

The  range  of  velocities  within  which  any  given  Venturi  meter  will 
work  satisfactorily  is  rather  limited,  and  it  is  important,  therefore,  to 
determine  in  advance,  to  what  range  of  velocities  the  main  in  question 
is  to  be  subjected,  and  to  design  the  throat  ratio  of  the  Venturi  ac- 
cordingly, a  high  throat  ratio  (throat  small  relatively  to  main)  being 
necessary  to  secure  sufficient  difference  between  the  piezometer  heights 
under  low  velocities,  and  a  low  throat  ratio  (throat  wide  relatively  to 
pipe)  being  required  to  avoid  throttling  or  "  wire  drawing  "  under  high 
velocities. 

Hence,  when  the  Venturi  is  placed  in  a  main  where  the  normal  veloc- 
ities are  low,  and  where  the  main  may  yet  be  occasionally  drawn  upon 
for  abnormally  high  velocities,  as  in  case  of  fire,  a  by-pass  should  be 
provided  in  order  that  the  Venturi  may  be  cut  out  of  service  at  such 
times  of  abnormal  demand. 

Henry  Goldmabk,  M.  Am.  Soc.  C.  E. — In  the  Venturi  meter,  as  Mr.  Goldmark. 
used  at  Ogden,  there  are  four  piezometer  openings;  that  is,  a  complete 
chamber  surrounds  the  Venturi  tube,  and  this  chamber  is  tapped  for 
the  pressure  pipe,  but  communicates  with  the  interior  of  the  pipe,  at 
the  top,  the  bottom  and  the  two  sides. 

With  reference  to  Mr.  Henny's  discussion,  the  speaker  is  familiar 
with  some  matters  which,  perhaps,  deserve  mention.  One  is  with 
reference  to  the  amount  of  sand  that  could  have  been  brought  into 
the  pipe.  The  pipe  was  not  really  put  into  use  until  May,  1897,  and 
it  is  very  doubtful  whether  there  was  a  continuous  flow  through  it 
until  some  time  in  June.  The  experiments  were  made  in  August,  so 
that  the  period  of  time  during  which  there  was  a  chance  for  sediment 
*  ••  A  Treatise  on  Hydraulics,"  1889.  p.  161. 


630  DISCUSSION    ON    FLOW    OF    WATKU. 

\\y.  (ioldinark.  to  outer  was  vcrv  short.  It  is  truo  that  the  l»h)w-off  valves  would 
])robal>ly  not  remove^  such  scdinicut.  It  is  also  tru((  that  the  so-calhMl 
air-valves  were  not  iuteuded  primarily  for  renioviug  the  air  which 
might  accumulate  at  summits.  Their  coustruction  is  such  that  the 
air  caunot  escape,  automatically,  though  it  might  he  possible  to  release 
it  by  pressing  on  the  top  of  the  valves  with  a  bar.  It  wouhl  not  be 
easy  to  do  so,  and  there  is  nothing  in  the  j)ai)er  to  show  that  it  was 
done  before  the  experiments  were  made.  The  main  purpose  of  these 
valves  was  to  act  as  a  safeguard  in  case  of  a  break  in  the  pii)e,  as  they 
are  designed  to  admit  air  at  a  high  velocity  to  take  the  place  of  the 
water  flowing  ofi",  and  thus  prevent  the  collapse  of  the  pipe. 

\iv.  Kuichling.  ^-  KuiCHLiNG,  M.  Am.  Soc.  C.  E. — This  paper  is  an  extremely  valu- 
able addition  to  hydraulic  literature,  and  the  experiments  described 
therein  can  fairly  be  ranked  with  the  best  that  have  yet  been  made 
with  large  pipes.  The  authors  apjjear  to  have  done  their  work  with 
close  attention  to  the  many  details  that  are  essential  to  accuracy,  and 
have  left  little  room  for  criticism.  Their  only  fault,  in  the  speaker's 
opinion,  consists  in  not  having  explained  sufficiently  the  reason  for 
having  adopted  a  uniform  value  of  13.60  for  the  specific  gravity  of  the 
mercury  which,  they  used  in  their  manometers.  By  this  omission  they 
may  either  entrap  a  reader  of  the  paper  into  expressing  dissatisfaction 
with  this  value,  or  involve  him  in  a  tedious  examination  of  the  subject, 
inasmuch  as  the  authors'  method  of  computing  the  equivalent  height 
of  a  column  of  water  from  the  observed  height  of  a  column  of  mercury 
appears  at  first  sight  to  be  somewhat  inaccurate. 

It  is  stated  in  the  paper  that  the  temperature  of  the  water  in  the 
pipe  ranged  from  16-  to  18-  Cent.,  and  that  the  observed  heights  of  the 
mercury  columns  in  the  several  manometers,  at  various  other  tempera- 
tures not  given,  were  reduced  to  equivalent  heights  at  the  temperature 
0^  Cent. ;  also  that  these  latter  heights  were  then  multiplied  uniformly 
by  the  specific  gravity  (13.60)  of  the  mercury,  in  order  to  obtain  the 
height  of  the  equivalent  water  columns  at  the  aforesaid  temperatures. 
Now,  to  those  who  are  aware  that  the  sjjecific  gravities  of  both  mercury 
and  water  vary  with  considerable  changes  in  the  temperature  of  these 
liquids,  this  manner  of  obtaining  the  equivalent  height  of  the  water 
column  cannot  fail  to  appear  to  be  of  doubtful  accuracy.  On  further 
investigation,  however,  such  doubt  will  disappear,  particularly  when  it 
is  remembered  that  the  manometers  or  mercury  columns  are  not  used 
to  measure  great  differences  in  elevation,  but  only  the  comparatively 
small  losses  of  head  by  friction  in  the  large  pipe;  and  it  may  also  be 
remarked  incidentally  that  the  ingenious»manner  in  which  the  authors 
have  eliminated  the  constant  difference  in  level  between  the  mano- 
meter stations,  and  left  in  view  only  the  friction  loss  of  head  in  the 
pij^e,  is  worthy  of  unstinted  praise. 

When  an  open  mercury  column  is  used  to  determine,   from  the 
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water  pressure  in  a  pipe,  the  diflference  in  elevation  of  the  correspond-  Mr.  KuichJing. 
ing  points  of  attachment,  it  becomes  necessary  to  pay  close  heed  to 
the  respective  temperatures  of  the  water  and  mercury,  and  perhaps 
also  to  calibrate  the  manometer  under  the  particular  conditions  of 
temperature  prevailing  at  the  time  of  the  observations.  As  already 
mentioned,  the  relative  specific  gravity  of  mercury  varies  with  the 
temperature,  and  to  exhibit  this  variation  within  the  range  of  tempera- 
tures usually  encountered  in  water-gauging  operations,  Table  No.  10 
is  submitted.  The  weights  per  cubic  foot  of  distilled  water  at  the 
different  temperatures,  given  in  column  3,  are  taken  from  the  care- 
fully prepared  paper  on  the  subject  by  Mr.  A.  F.  Nagle,  M.E.,  read 
before  the  American  Society  of  Mechanical  Engineers  in  May,  1892, 
and  the  weight  of  pure  mercury  at  U-'  Cent.,  has  been  taken  at  848.75 
lbs.  per  cubic  foot,  as  given  by  all  well-recognized  authorities: 

TABLE  No.  10. — Exhibiting  Relative  Specific  Gravities  and 
Weights  per  Cubic  Foot  of  Mercury  at  Different  Tempera- 
tures; ALSO  Weights  per  Cubic  Foot  of  Distilled  Water  at 
Different  Temperatures. 
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Furthermore,  to  obtain  the  weight  of  1  cu.  ft.  of  mercury  at  other 
temperatures,  as  given  in  column  4,  use  was  made  of  Regnault't* 
formula  for  the  cubical  expansion  of  mercury, 

^  =  ^^^  (1  _}_  0.000179007  t  4-  0.0000000252  f), 
where  v^  and  v  are  the  volumes  at  0^  andP  Cent.,  respectively;  and  to 
compare  the  results  thus  obtained  with  those  derived  from  the  simple 

approximate  formula  used  by  the  authors,  viz. :  v  =  z o  nnm>^/'  ^^^' 

umns  6  and  7  have  been  computed.  Column  9  gives  the  specific 
gravity  of  mercury  at  0^  Cent.,  relatively  to  water  at  the  various  other 
temperatures. 
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nil.  KiikliliiiK'  Au  (examination  of  the  last  colnnm  h1u>\vh  that  wlicu  tli<!  tempera- 
tuiv  of  the  \vat(!r  in  tho  \n\)v  is  between  0  and  IT/'  (lent.,  no  appreci- 
able error  will  be  made  by  using  the  confitant  factor  13.00  (or  the 
relative  specific  <ijravitv  of  mercury  at  0°  Cent.)  in  order  to  convert  a 
maximum  heij^ht  of  only  a  few  inches  of  mercuiry  at  0  ('ent.  into  tht; 
eiiuivalent  height  of  a  column  of  water  of  somewhat  higher  tempera- 
ture, as  was  done  by  the  authors.  If,  however,  the  manometers  were 
used  to  determine  the  difference  in  level  between  the  two  stations  with 
the  water  at  20^  Cent.,  for  example,  the  use  of  the  factor  13.60  instead 
of  13.6184  as  per  Table  No.  10,  would  cause,  with  a  mercury  column 
22.707  ft.  high,  an  error  of  0.418  ft.  in  the  equivalent  height  of  the 
water  column,  which  would  be  intolerable  in  so  short  a  length  of  pipe 
as  4  367  ft.  It  therefore  follows  that  for  exact  leveling  operations 
with  open  mercury  manometers,  either  the  correct  value  of  the  relative 
specific  gravity  of  the  mercury  must  be  used,  or  the  instruments  must 
be  carefully  calibrated  under  conditions  of  temperature  similar  to 
those  which  prevailed  during  the  observations.  In  general,  for  exact 
work,  such  a  calibration  is  preferable  to  the  use  of  the  aforesaid 
theoretical  factors  or  specific  gravities,  since  account  is  thereby  taken 
directly  of  any  impurities  in  both  the  water  and  the  mercury. 

An  instance  of  the  use  of  an  open  mercury  manometer  to  ascertain 
the  difference  in  level  between  two  points  nearly  10.3  miles  apart  on  a 
water  conduit  may  perhaps  be  of  interest  in  this  connection.  The 
experiment  was  carried  out  under  the  writer's  direction  in  October, 
1897,  for  the  purjDOse  of  securing  a  check  upon  three  sets  of  levels, 
which  had  been  run  at  different  times  over  the  route  of  the  conduit  as 
correctly  as  possible  with  good  wye-levels,  and  which  did  not  agree 
with  each  other  as  closely  as  was  deemed  desirable  for  hydraulic 
observations.  The  diff'erence  in  elevation  of  these  two  points  was 
about  57  ft.,  and  the  elevations  of  the  lower  point  given  by  the  levels 
were  -}- 248.370,  -{-249.230  and -f  248. 550,  the  average  of  these  three 
elevations  being  +248.717,  and  the  difference  between  the  first  and 
second  being  0.86  ft.  The  manometer  was  accordingly  set  up  at  the 
lower  station  several  hours  before  readings  were  commenced,  so  that 
the  mercury  had  ample  time  to  acquire  the  same  temperature  as  the 
air,  and  it  was  also  placed  so  as  to  remain  shaded;  but  as  the  day  was 
cloudy,  this  precaution  was  not  necessary.  A  good  aneroid  barometer 
was  likewise  provided  at  each  station,  in  order  to  note  whether  any 
appreciable  differences  in  the  atmospheric  pressure  occurred.  No 
such  difference,  however,  was  found.  Observations  were  begun  about 
half  an  hour  after  the  outlet  valve  of  the  conduit  was  closed,  and  were 
continued  at  frequent  intervals  during  a  period  of  46  minutes,  in 
which  the  mean  temperature  of  the  air  (and  presumably  also  the 
mercury)  was  7°  Cent.,  while  that  of  the  water  was  15°  Cent.,  and  the 
height  of  the  mercury  column  was  4.170  ft.     At  these  temperatures 
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the  relative  specific  gravity  of  mercury  is  13.5908,  so  that  the  corre-  Mr.  Kukhiinn 
spending  height  of  the  water  column  was  56.6716  ft.;  and  by  using 
this  value  along  with  the  other  data  pertaining  to  the  case,  the  true 
elevation  of  the  lower  point  becomes  -1-248.788.  On  the  other  hand, 
if  the  simpler  approximate  method  of  reduction  adopted  by  the  authors 
had  been  followed  in  this  case,  the  computed  height  of  the  water 
column  would  have  been  56.6406  ft.,  thus  making  the  required  eleva- 
tion 0.031  ft.  less. 

It  may  also  be  remarked  that  the  foregoing  manometric  leveling 
operation  was  subsequently  checked  by  a  direct  calibration  of  the 
gauge,  with  the  mercury,  water  and  air  all  at  a  practically  uniform 
temperature  of  7^  Cent.,  the  instrument  with  its  attached  thermometer 
being  jDacked  in  cotton  waste  which  was  kept  saturated  with  a  small 
stream  of  water  from  a  faucet.  The  relative  specific  gravity  of  the 
mercury  thus  found  agreed,  up  to  the  fifth  decimal  i^lace,  with  that 
which  was  computed  in  the  manner  set  forth  in  Table  No.  10,  and 
hence  the  terminal  elevation  mentioned  has  been  accepted  as  correct, 
the  inference  being  that  both  the  water  and  the  mercury  were  practi- 
cally pure  and  followed  exactly  the  indicated  laws  of  variation  in 
weight  per  unit  of  volume  with  changes  in  temj^erature.  It  should 
also  be  added  that  the  manometric  work  above  described  was  supple- 
mented, on  the  remaining  9.4  miles  of  the  conduit,  by  the  direct 
observation  and  measurement  of  the  static  head  of  water  as  its  surface 
stood  exposed  in  a  piezometer  vessel  located  on  the  hillside  at  the 
lower  end  of  the  section;  but  as  the  further  details  of  this  case  are  not 
pertinent  to  the  subject  under  discussion,  they  are  accordingly 
omitted. 

In  their  summary  of  available  data  relating  to  riveted  pipes,  the 
authors  reach  the  conclusion  that  "  for  conduits  of  36  ins.  diameter  or 
over,  it  is  unsafe  to  count  on  a  value  of  c  greater  than  110  for  new 
pipes";  and,  "  if  there  are  frequent  or  sharp  bends  the  coefficient  will 
doubtless  be  still  less."  Without  desiring  to  criticise  this  general 
statement,  the  speaker  ventures  to  exj^ress  the  belief  that  by  taking 
proper  account  of  the  various  resistances  to  the  flow  of  the  water 
which  are  j^eculiar  to  riveted  pipes,  the  values  of  the  coefficient  c  will 
become  much  less  discordant  than  they  now  appear.  No  good  reason 
can  be  given  why  there  should  be  more  friction  on  a  smooth  asjDhaltic 
coating  of  a  steel  j)late  than  on  the  similar  pitch  coating  of  a  cast-iron 
pipe,  or  on  the  smooth  and  bare  surface  of  a  Avell-made  wooden  pipe; 
but  when  it  is  considered  that  the  riveted  pipe  presents  on  its  interior 
a  vast  number  of  i^rojecting  rivet  heads  and  plate  edges,  all  of  which 
represent  variations  in  the  diameter  of  the  conduit  and  consequent 
small  losses  of  head;  also  that  changes  in  direction  must  necessarily 
be  made  by  a  series  of  abrupt  deflections  instead  of  by  continuous 
curves  of  large  radius,  it  is  not  surprising  to  find  a  marked  difference 
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Ml  Kiiiciiiinu  in  the  v;ila«M)f  r' ill  favor  of  cast-iron  or  wooden  ])ii)('H,  Tf,  however, 
tlioHO  uuiiioronH  Hiiiall  resistauccH  or  Iohhgs  of  head  iu  a  riveted  pipe 
are  properly  estimated  and  deducted  from  tli(»  o})served  total  head  or 
fall,  so  as  to  i)lace  such  a  conduit  ou  a  (roiii})aral)le  basis  with  a  similar 
line  of  cast-iron  or  wooden  ])ipe,  it  will  doubtless  be  found  that  the 
dift'ereuces  iu  the  resultiucf  values  of  c  will  be  (piite  small. 

The  truth  of  this  statement  is  demonstrated  by  the  following  in- 
vestigation of  some  of  the  new  data  suV)mitted  by  the  authors,  and  of 
t'ertain  other  data  relating  to  the  new  38-in.  riveted  steel  conduit  of 
the  Rochester  water-works.  The  Ogdeu  steel  pipe  is  of  practically 
uniform  diameter  throughout;  its  length  of  4  367  ft.  between  the  two 
manometer  stations  of  the  authors  being  presumably  made  up  of  about 
469  straight  sections  of  110  ins.  each,  and  27  short  beveled  or  angle 
sections  of  about  35  ins.  each,  as  deduced  from  the  description  of  the 
work  by  Henry  Gold  mark,*  M.  Am.  Soc.  C.  E.  Furthermore,  these 
496  sections  have  a  mean  internal  diameter  of  72.22  ins.,  and  are  con- 
nected by  means  of  butted  joints  with  broad  external  round  straps 
10.5  ins.  wide,  each  having  four  rows  of  rivets,  so  that  in  said  length 
there  are  at  least  1  981  circular  rows  of  rivets  with  heads  projecting 
inside.  It  also  api^ears  that  there  are  on  the  average  62  rivets  in  each 
row,  the  mean  diameter  of  the  rivets  being  1  in.,  and  the  sectional  area 
of  the  conical  head  of  such  a  rivet  being  at  least  0.80  sq.  in.,  thus 
presenting  at  each  row  an  aggregate  internal  obstructing  area  of  not 
less  than  50  sq.  ins.,  which  is  equivalent  to  a  continuous  ring  or  in- 
ternal fillet  0.22  in.  thick.  The  27  angle  sections,  moreover,  each  cause 
an  abrupt  deflection  of  4.5  ,  so  that  the  total  curvature  in  the  line  of 
the  pipe  amounts  to  121.5  degrees.  Account  should  properly  also  be 
taken  of  the  appreciable  obstruction  of  11  sq.  ins.  of  sectional  area 
caused  by  the  internal  straps  and  projecting  heads  of  the  six  rows  of 
rivets  of  the  biitted  longitudinal  or  straight  seams,  but  it  is  here 
omitted  for  the  sake  of  brevity. 

Now,  from  the  elementary  principles  of  hydraulics,  as  set  forth  by 
standard  authorities,  the  losses  of  head  caused  by  interior  constric- 
tions or  diaphragms  in  a  pipe,  and  by  abrupt  angular  deflections 
thereof,  as  well  as  by  sudden  enlargements  of  diameter,  such  as  occur 
when  the  ends  of  the  cylindrical  sections  overlap  instead  of  being 
butted  together,  are  all  susceptible  of  computation,  and  it  is  usual  to 
express  these  losses  in  terms  of  the  height  or  head  due  to  the  mean 
velocity  of  discharge.  Unfortunately  the  necessary  empirical  data  avail- 
able for  such  computations  have  all  been  derived  from  experiments 
with  small  pipes,  but  as  no  others  are  at  hand,  their  accuracy  may 
be  tested  by  applying  them  to  the  cases  of  the  Ogden  and  Rochester 
conduits;    and  if  the  results  so   obtained  yield  ultimate  values   for 

the  coeflBcient  c,  in  the  Chezy  formula  v  =  c  s/r  s,  which  are  in  close 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xxxviii,  p.  246. 
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accord  with  the  values  of  r  for  smooth  cast-irou  or  wooden  pipes,  it  Mr.  Kuichlin; 
must  follow  that  such  available  data  are  approximately  correct,  and 
also  that  by  their  use  many  existing  uncertainties  and  incongruities  in 
the  discharge  of  riveted  pipes  may  be  eliminated. 

"With  this  end  in  view,  use  has  been  made  of  the  data  afforded  by 
experiment  No.  28  of  the  authors,  in  conjunction  with  the  other  de- 
tails above  excerpted  and  deduced  from  Mr.  Goldmark's  paper.  The 
Ogden  pipe  should,  in  the  writer's  opinion,  be  considered  as  practi- 
cally made  with  four  low  con-  ^^.^^^^.^ 
strictions  or  internal  fillets  "  "  "  " 
(representing  the  equivalent 
sectional  area  occupied  by  the  / 
rivet  heads)  at  every  round  joint, 
each  of  which  produces  a  certain 

loss  of  head;  and  with  reference  Fig.  18. 

to  the  notation  indicated  in  Fig.  18,  we  will  have  the  following 
elements: 

Mean  internal  diameter  of  pipe,  c/j  =  72.22  ins. 

Mean  internal  diameter  of  constriction  or  tillet,  d.y  =  71.78  ins. 

Ratio  m  of  area  Ao  to  area  J^,  m  =  0.98785. 

Xumber  of  tillets,  n^  =  1984. 

Number  of  abrupt  4    30 '-deflections,  n..  =  27. 

Length,  /  =  4  367  ft. 

Total  observed  loss  of  head,  h  =  3.386  ft. 

Mean  velocity  of  discharge,  r  =  3.846  ft. 

Mean  hydraulic  radius,  r  =  1.50458  ft. 

Observed  hydraulic  slope,  .s  =  —  =  0.00077536. 

Whence  the  deduced  value  of  c,  in  r  =  c  \  r  .<,  is  c  =  112.60.  For 
the  loss  of  head  h^y  due  to  each  constriction,  all  the  standard  text- 
books on  hydraulics  give  Weisbach's  formula: 

in  which  a  is  an  empmcal  coefficient  varving  with  the  ratio  m  —  ^- 

and  capable  of  expression  within  the  limits  m  =  O.S  and  m  =  1.0  by 
approximately:  a  =  1.225  -f-  lAo  7n-  —  1.675  7n,  as  deduced  from 
Weisbach's  figures  by  the  writer.  Substituting  therein  the  above 
values  of  m.  n  and  r,  and  taking  2  g  =  64.293  sec. -ft.,  corresponding 
to  the  latitude  of  Ogden  and  its  elevation  of  4  307  ft.  above  sea  level, 
there  results  a  =  0.98533,  and  the  aggregate  loss  of  head  by  1  984  con- 
strictions ;ii  h^  =  0.34196  ft. 

For  the  loss  of  head  due  to  the  27  abrupt  deflections  of  the  angle 
sections,  each  of  <p  =  4-  30',  we  must  also  have  recourse  to  Weis- 
bach's  formula: 
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h^  =   (o.!)4r)7  sin^  '(^  -f-  2.047  sin'  '^-  )   ^, 


^Ir     Kuiclilin>;. 

n.^  =^    \  u.j'-iJX  HID"   -  -^-  l:.u4<  siir    -   )   — 

9 
which  gives  n.,  //._,  =  0.00909  ft. 

The  total  coni])uto{l  loss  of  head  from  these  two  sourees  of  resist- 
ance to  the  flow  of  water  through  the  pipe  is  therefore  w,//,  -f-  v.,  h.,  = 
0.35105  ft.,  or  over  10  %  of  the  total  observed  loss  of  head,  so  that  the 
head  left  to  overcome  the  friction  on  the  asphalt  coating  of  the  pipe 
is  h^  =  h  —  0.33105  =  3.03495  ft. ;  and  computing  therewith  the  value 
of  c,  so  as  to  bring  about  a  fair  comparison  with  the  smooth  wooden 
pipe  or  with  a  similar  line  of  cast-iron  pipe,  we  obtain  c'  =  118.94  ; 
whereas  the  omission  of  the  above-named  losses  causes  this  coefficient 
to  become  c  =  112.60.  Now,  from  the  authors'  experiments  Nos.  40, 
44,  45  and  46  on  the  wooden  pipe,  in  which  the  velocities  were  nearly  as 
great  as  in  experiment  No.  28  on  the  riveted  steel  pipe,  the  average 
value  of  c  is  c  =  125.5,  and  by  rejecting  the  highest  value  of  c  in  this 
series  the  average  is  c  =  123.67;  hence  it  follows  that,  by  properly 
taking  into  account  the  aforesaid  losses  of  head  in  the  steel  conduit, 
which  are  not  present  in  the  wooden  conduit,  the  diflferenee  between 
the  computed  values  of  c  is  greatly  reduced. 

It  may  also  be  noted  that  this  small  difference  can  readily  be 
attributed,  both  to  the  retarding  influence  of  the  corrugations  or 
wrinkles  in  the  asphalt  coating  of  the  steel  pipe,  and  to  the  reduction 
of  the  sectional  area  of  the  pipe  by  the  interior  longitudinal  strap  and 
rivet  heads  already  mentioned.  Such  corrugations  appear  to  be  un- 
avoidable in  the  usual  process  of  coating  pipes  by  dipping  them  once 
or  twice  in  a  bath  of  melted  asphalt,  as  will  be  seen  from  Figs.  1  and 
2,  Plate  XL,  which  are  from  photographs  of  the  interior  of  one  of 
the  38-in.  and  60-in.  pipes  of  the  new  Rochester  conduit;  and  if  the 
relatively  small  constrictions  made  by  the  interior  rivet  heads  of  the 
round  seams  produce  a  loss  of  more  than  lO^Jj^  of  the  total  head,  as 
above  computed,  it  cannot  be  doubted  that  the  effect  of  the  vastly 
targer  number  of  smaller  constrictions  represented  by  the  corruga- 
tions of  the  coating  will  become  appreciable.  It  is  therefore  to  be 
anticipated  that  the  ultimate  value  of  c  in  a  steel  pipe,  coated  in  the 
usual  manner  by  dipping  in  a  bath  of  asjjhalt,  and  after  eliminating 
all  other  special  resistances  as  above  indicated,  will  be  somewhat  less 
than  in  a  smooth  wooden  pipe. 

Proceeding  next  to  the  consideration  of  the  first  or  uj^per  section 
of  the  38-in.  Rochester  conduit,  the  following  elements  are  available 
from  the  construction  data  and  the  carefully  made,  first  gauging  of 
the  discharge  on  October  4th,  1895,  when  the  average  age  of  the  pipe 
was  1.79  years.  In  this  case,  however,  all  the  round  .seams  are 
lapped,  and  jDrovided  with  only  a  single  row  of  rivets,  except  for  a 
length  of  about  200  ft.,  at  every  junction  where  the  plate  thickness  is 
varied,  the  round  seams  then  being  made  with  two  rows  of  rivets. 
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Fig. 1. 


Fig.  2. 
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The  general  style  of  constructiou,  as  well  as  the  notation,  is  indicated  Mi 
in  Fig.  19,  and  we  have: 

Internal  diameter  of  inside  courses  or  sections,  r/j  =  38  ins. 

Average  plate  thickness  =  0.27129  in. 

Average  diameter  of  rivets  = 


^  '  # 


0.6676  in.  r 

Average  sectional  area  of  rivet  ,  ^i    li'^^  ^h 

V         -1  A  or  on-  •  \ *^iv:iili\u:ith  with 

head  =  O.352I0  sq.  in.  '  4^    ^  ^, 

Average  number  of  heads  in  ^ ^ 

round  seams  =  76.354.  ^T""^"^^^ 

Average  area  occujDied  bv  in- 


FiG.  19. 


terior  rivet  heads  in  each  round  seam  =  26.888  sq.  ins. 

Equivalent  thickness  of  constriction  or  fillet  =  0.2265  in. 

Resulting  constricted  diameter,  d2=  37.547  in. 

Total  number  of  round  rows  of  rivets  or  equivalent  fillets,  n^  = 
14.143. 

Average  internal  diameter  of  outside  courses  or  sections,  d,  = 
38.5426  ms. 

Total  number  it  ^  of  abrupt  enlargements  of  diameter  from  d^  to  d^ 
=  6  700. 

Ratio  of  area  A 2  to  area  Jj,  jii^  =  0.97629. 

Ratio  of  area  A^  to  area  A^,  m^  =  0.97204. 

Total  number  of  uniform  deflections  of  (p^  =  2-  43'  19"  for  hori- 
zontal and  vertical  curves  is  914. 

Same  for  02  =  1^  21'  51"  is  96. 

Same  for  average  of  cp.^  =  1^  48'  48"  for  small  irregular  angles 
is  311. 

Total  length  of  pipe  between  points  of  observation,  I  —  91  640.83 
ft.,  of  which  87.21  ft.  consists  of  nominally  36-in.  cast-iron  pipe,  special 
castings  and  stop-valves,  whose  actual  least  internal  diameters  range, 
however,  from  36  to  38  ins.,  together  with  one  36-in.  curve  having  a 
mean  radius  of  12  ft.,  and  central  angle  (p^  =  9-. 

Total  observed  loss  of  head,  including  height  due  to  velocity  and 
entrance,  k  =  91.053  ft. 

Mean  velocity  of  discharge,  ?'i  =  3.2733  ft. 

Mean  hydraulic  radius,  referred  to  inside  courses,  i\  =  0.79167  ft. 

Observed  hydraulic  slope,  .9  =  -  =  0.00099359. 

Whence  the  deduced  value  of  c  in  r^  =  c  y^  )\  s  is  c  =  116.71. 
Furthermore,  for  the  given  latitude  and  elevation,  2  g  =  64.328. 
Computing  as  above  the  losses  of  head  due  to  the  constrictions 
and  abrupt  angular  deflections,  we  find:  a^  =  0.97177; 

«j  h^  =  n^  ( 1  )  -p-  =  6.87968  ft. ; 

and  the  aggregate  loss  by  the  aforesaid  deflections,  as  well  as  the 
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Ml.  KuiohiiM;j:.  cast-irou  curve,  2?  Ji^  =  0.09744  ft.      For  the   loss  of  bead  by   the 
abrupt  oulargements  of  diameter  from  r/,  to  <l.,,  the  usual  formula  is: 


»=0-4:)^,=(^-'"^ 


2'/ 

from  which  there  follows:  yi^  //•<  =  0.87222  ft.;  and  finally,  for  the 
velocity  head  and  the  loss  of  head  caused  by  the  passage  through  ten 
stop-valves  and  special  castings,  we  have  resj^ectively,  0.10050  ft., 
and  0.13910  ft.  The  sum  of  all  these  losses  of  head  is  8.155  ft.,  which 
being  subtracted  from  the  total  observed  head  or  fall,  leaves  for  the 
available  head  to  overcome  the  friction  on  the  asphalt  coating:  h^  = 
h  —  8.155  =  82.898  ft.  With  this  fall  the  corrected  value  of  the 
coefficient  c  for  the  steel  pij^e,  when  divested  of  the  several  special 
resistances  above  enumerated,  becomes  c^  =  122.32.  Now,  from  two 
equally  careful  gaugings  made  on  October  17th  and  November  7th, 
1895,  of  the  second  section  of  the  Rochester  conduit,  whose  upper 
l)art  consists  of  924  ft.  of  36-in.  cast-iron  pipe,  the  values  of  the  co- 
efficient c  in  the  latter  for  velocities  of  4.204  and  4.234  ft.  per  second 
were  found  to  be,  respectively,  129.45  and  125.25,  the  loss  of  head  in  a 
length  of  889.57  ft.  of  said  pipe  being  determined  separately  from 
open  piezometers;  hence  in  this  case  also,  the  difference  between  the 
values  of  c  for  cast-iron  and  riveted  steel  pipes  becomes  quite  small 
when  proper  allowance  is  made  for  the  losses  of  head  j^eculiar  to  the 
latter  kind  of  pipe. 

It  may  also  be  mentioned  that  the  above  mode  of  computation  was 
applied  by  the  writer  to  a  few  other  cases  of  new  riveted  pipe  where 
accurate  data  have  recently  become  available,  with  results  similar  to 
those  above  set  forth;  and  he  is  therefore  inclined  to  believe  that  the 
empirical  coefficients  deduced  by  Weisbach  from  experiments  with 
constrictions  in  small  pipes  are  approximately  applicable  to  large 
pipes.  At  all  events,  the  foregoing  computations  relating  to  the  6-ft. 
Ogden  pipe  and  the  38-in.  Rochester  conduit,  appear  to  confirm  this 
view  quite  strongly.  Experienced  hydraulicians  will,  however,  prefer 
to  make  use  of  coefficients  derived  from  experiments  on  a  large  scale; 
and,  as  the  subject  is  of  great  commercial  importance,  it  is  hoped 
that  suitable  investigations  of  the  losses  of  head  due  to  rivet  heads, 
constrictions,  deflections  and  abrupt  enlargements,  as  indicated 
above,  will  soon  be  undertaken  and  published.  Engineers  will  then 
be  able  to  make  much  more  intelligent  analyses  of  complex  hydraulic 
problems,  and  less  room  for  error  will  occur  in  the  choice  of  a  proper 
"coefficient  of  roughness"  for  pipes.  In  fact,  it  is  manifestly  unfair 
to  make  use  of  such  a  coefficient  excej^t  in  cases  where  exactly  similar 
conditions  prevail,  or  where  the  influence  of  special  disturbances  has 
been  eliminated,  as  was  done  in  the  preceding  instances  of  new  con- 
structions. After  incrustations  of  rust,  sediment,  organic  growths, 
etc.,  have  made  their  appearance  on  the  interior  of  a  pipe,  other  con 
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ditions  arise  which  are  probably  altogether  too  comi)licated  to  admit  Mr.  Kuichlir 
of   initial   computation,   and   in    such    cases  the  results  of   practical 
experience  alone  must  govern. 

In  illustration  of  these  latter  remarks,  the  writer  cites  the  results 
of  several  subsequent  gaugings  of  the  36- in.  cast-iron  pipe  in  the  sec- 
ond section  of  the  Rochester  conduit,  referred  to  above.  As  already 
stated,  the  values  of  the  coefficient  c  found  from  the  observations  of 
October  17th  and  November  7th,  1895,  when  the  pipe  was  still  com- 
paratively new,  were,  resjDectively,  129. 45  and  125.25;  while  from  the 
tests  made  on  July  28th,  November  11th  and  November  19th,  1897, 
and  on  June  ith,  1898,  said  coefficient  was  found  to  have  fallen  to 
99.22,  66.84,  66.24  and  70.23,  respectively;  the  cause  of  the  great  de- 
crease i>robably  being  the  profuse  development  of  organic  growths  in 
the  pipe  at  the  intermediate  storage  reservoir,  where  both  the  pressure 
and  the  normal  velocity  of  flow  are  quite  small.  In  contrast  with 
these  values  of  c  for  the  originally  smooth  and  clean  cast-iron  pipe 
may  be  placed  the  corresponding  values  of  c  for  the  succeeding  long 
line  of  38-in.  riveted  steel  pipe,  which  were,  respectively,  on  the  dates 
mentioned:  109.35,  109.07,  106.11.  107.11.  106.46.  and  105.65.  It 
should  also  be  noted  that  these  figures  refer  only  to  the  second  section 
of  the  conduit,  in  which  the  conditions  differ  somewhat  from  those  in 
the  first  section  previously  considered. 

In  connection  with  the  various  resistances  to  motion  in  lajD-jointed 
steel  jDipes.  mention  may  like^tise  be  made  of  the  loss  of  head  caused 
by  the  passage  of  the  water  from  the  "outside"'  to  the  ''inside" 
courses,  or  from  the  section  A.,  to  A^,  Fig.  19.  No  computation  of 
this  loss  was  made  by  the  writer,  inasmuch  as  reliable  empirical  data 
therefor,  with  small  differences  of  A.,  and  A^.  are  not  yet  available,  also 
because  such  loss  appears  to  be  insignificant  in  comparison  with  the 
loss  due  to  enlargement  of  section,  or  the  passage  from  A^  to  A.:  and 
it  is  also  probable  that  such  loss  is  comj^ensated  by  the  slight  ad- 
vantage of  flow  gained  in  the  larger  sectional  areas  of  the  outside 
courses.  Another  important  element  is  the  deformation  or  flattening 
of  a  large  riveted  pipe  made  of  thin  plates,  by  the  weight  of  the  earth 
covering,  in  places  where  the  internal  water  pressure  is  too  small  to 
insure  a  full  cylindrical  cross-section.  While  this  point  does  not 
apply  to  the  Ogden  i3ipe,  where  the  pressures  are  very  gi-eat,  it  is 
nevertheless  pertinent  to  several  other  riveted  conduits  cited  by  the 
authors,  and  is  of  appreciable  influence  in  the  resulting  values  of  the  co- 
efficient c.  Such  a  flattening  produces  a  reduction  of  sectional  area  while 
the  wetted  perimeter  remains  constant,  and  hence  causes  a  decrease  in 
the  value  of  the  mean  hydraulic  radius  r,  which,  if  dul}  taken  into 
account,  increases  the  value  of  c,  as  shown  by  the  following  example: 

The  paper  on  "  The  Distortion  of  Eiveted  Pipe  by  Back-Filling."  by 
D.  D.  Clarke,  M.  Am.  Soc.  C.  E.  ,^  cites  the  case  of  a  new  42-in.  steel 
*  Transactions,  Am.  Soc.  C.  E..  Tol.  xxxviii.  p.  98. 
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Kui.  hiiiiK.  pijas  whoKO  original  vertical  diainetcr  was  roducod  at  Home  jxnntK 
about  4  ins.  by  tlie  weight  of  the  suijcriucunibent  earth.  Tliis  redue- 
tion  is  nearly  10%'  of  the  initial  diameter,  and  produces  an  appreciably 
smaller  sectional  area.  To  inv(;stigate  the  case  generally,  let  it  be 
assumed  that  the  tiattened  circle  becomes  an  elli])se  with  an  area  A^, 
a  constant  circumference  7t  f/„  and  a  vertical  minor  axis  r/,,  the  diame- 
ter of  the  original  circle  being  d^^  and  its  area  A^^•,  also  let  n  =  /  and 
in  :=  —J. 

A) 

Then 


^^0 


^5 


Furthermore,  for  any  given  discharge  Q  through  the  pipe, 

Q  =  -1()  ^\)  =  ^0  c,)  \/^'()  s,  or   Q  =  Aiv^  =  AiCiV  rj  s, 
according  as  the  section  is  a  circle  or  an  ellipse;  and  since 

'o  =  r^  and  r^  =  — f-,  or  -'  =  -J  =  i,i, 
there  follows : 


Ttd^  7r  ofy  '        9'y       ^^ 


^0  'Z  ^'o  1  1 

—  or  Ci  =  —T-c, 


J   V     / ,        I/O  V  m  tn^ 


%       A^  ■}/  ?'j       ??i  ■>/  ■ 
Now,  for  a  reduction  of  10%  in  vertical  diameter,  or  for  d-^  =  0.9  c/q, 

n  =  0.9  and  w  =  0.9857,    whence  —  =  1.022  and  q  =  1.022  c^;  thus 

showing  that  for  such  a  deformation  or  flattening  of  the  pipe  the  co- 
efficient Cj  becomes  2. 2%  greater  than  for  the  truly  circular  pipe. 

Doubtless  the  foregoing  refinements  of  computation  will  appear 
trivial  to  many  engineers  who  are  accustomed  to  dealing  with  ample 
margins  of  safety  in  the  design  of  public  works,  but  they  become  ne- 
cessary when  comparisons  are  made,  either  with  the  view  of  establish- 
ing improved  data  for  future  guidance,  or  to  arrive  at  fundamental 
principles,  such  as  the  proper  value  of  the  coefficient  c  for  different 
classes  of  surface. 

In  conclusion,  the  writer  desires  to  avail  himself  of  this  opportu- 
nity to  correct  a  numerical  error  which  was  inadvertently  allowed  to 
appear  in  one  of  his  published  reports,^'  and  which  was  quoted  by  the 
authors  in  their  paper  at  page  504.  The  experiments  referred  to  were 
made  in  June  and  October,  1896,  on  the  lower  half  of  the  first  section 
of  the  new  Rochester  conduit,  the  length  of  38-in.  riveted  steel  pipe 
here  involved  being  46  338.76  ft.,  or  8.776  miles,  instead  of  34  468  ft., 
or  6.53  miles,  while  the  total  fall  or  loss  of  head,  as  computed  from 
manometric  observations  at  the  lower  end,  ranged  from  0.922  to  8.391 
ft.,  instead  of  1.08  to  6.95  ft.     For  the  whole  series  of  experiments, 

*  Report  of  Executive  Board  of  Rochester,  N.  Y.,  for  1896. 
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the  value  of  c  ranged  from  69.496  to  112.154,  with  an  average  of  101.78  Mi 
instead  of  99.04  ;  but  by  excluding  the  three  lowest  values  of  c,  which 
relate  to  the  three  smallest  velocities,  namely,  v  =  0.276,  0.489  and 
0.612  ft.  per  second,  the  average  value  becomes  c  =  107.35  ;  further- 
more, by  taking  into  account  only  the  five  experiments  which  were  of 
longest  duration  and  wherein  the  velocities  ranged  from  0.758  to  1.223 
ft.  per  second,  the  average  value  of  c  becomes  c  =  105.12. 

It  should  be  noted  that  this  series  of  gaugings  was  made  to  find 
the  discharge  through  the  said  portion  of  the  conduit  for  different  de- 
grees of  opening  of  the  8-in.  by-pass  valve  on  a  36-in.  stop-valve  lo- 
cated at  the  upper  end  of  said  portion,  the  large  valve  remaining 
closed.  The  various  discharges  and  velocities  in  the  conduit  were 
computed  from  the  observed  rise  of  the  water  in  the  large  storage 
reservoir  at  the  lower  end  of  said  j^ortion  during  periods  of  from  4.2 
to  13.6  hours,  with  the  addition  thereto  of  both  the  observed  evapora- 
tion from  the  water  surface  during  such  periods  and  the  previously 
measured  rate  of  percolation  or  leakage  of  the  reservoir  when  all  the 
inlet  and  outlet  gates  thereof  were  tightly  closed,  so  as  to  obtain  the 
gross  delivery  of  the  pipe.  The  greatest  computed  velocity,  1.223  ft. 
per  second,  occurred  when  the  said  8-in.  by-pass  valve  was  wide  open  ; 
and  the  resulting  average  values  of  c  above  mentioned  may  be  com- 
pared with  the  following  values  of  c  for  the  entire  length  of  91  640.83 
ft.  of  the  first  section  of  the  conduit,  as  found  at  various  times  for  full 
flow  under  existing  conditions  of  restricted  discharge  at  the  reservoir  : 
October  4th,  1895,  v  =  3.2733  ft.  per  second,  and  c  =  116.71  ;  Decem- 
ber 23d,  1895,  V  =  3.2308  and  c  =  114.05  ;  July  23d,  1897,  v  =  3.2482 
and  c  =  115.50  ;  November  18th,  1897,  v  =  3.1481  and  c  =  112.04. 

To  complete  this  correction  of  error  in  the  report  mentioned,  it 
should  also  be  added  that  the  mean  value  of  the  coefficient  c,  there 
stated  to  have  been  found  in  1895  for  the  entire  first  section  of  the 
conduit,  should  be  c  =  115.38  instead  of  109.25,  which  latter  refers  to 
the  second  section.  The  details  of  these  experiments  were  not  pub- 
lished, owing  to  the  discordances  in  the  resulting  values  of  c,  which 
were  apparently  due  to  slight  errors  of  observation  with  the  mercury 
manometer,  as  in  the  case  of  the  Ogden  experiments  ;  also,  because  it 
was  intended  to  repeat  the  observations  with  the  utmost  care,  and 
extend  them  over  longer  periods  of  time. 
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CORRESPONDENCE. 


Ml     A(liun> 


Akthuk  L.  Adams,  M.  Am.  Hoc.  C.  E. — The  great  disparity  in  the 
resiilta  obtained  from  the  experiments  on  the  steel  pipe,  especially  for 
velociti(>R  of  loss  than  2  ft.  per  second,  are  discouraging  to  any  attempt 
at  analytical  study.  More  i)articularly  is  this  true  because  of  the 
unlooked-for  difliculty  with  the  mercury  gauge  having  cast  some  doubt 
upon  the  reliability  of  the  results. 

The  hgures  obtained  from  the  stave  pii)e  experiments  are  much  more 
harmonious  for  velocities  exceeding  1 1  ft.  per  second.  It  would  seem 
that  a  much  greater  length  of  pipe  than  2  700  ft.  might  have  been  used 
to  good  advantage,  especially  since  a  direct  measurement  of  heads  could 
not  be  made  by  water  piezometers,  there  being  no  better  way  of  elimi- 
nating the  eliect  of  the  usual  uncertainties  arising  in  the  reading  of  the 
gauges  and  from  other  causes.  The  writer  always  feels  disposed  to 
give  weight  to  such  exjDeriments,  when  conducted  with  reasonable  care, 
nearly  in  proportion  to  the  length  of  the  line  experimented  on. 

The  results,  as  a  whole,  are,  in  a  measure,  surprising.  Most  recent 
experiments  have  tended  to  cause  the  lowering  of  previously  conceived 
ideas  of  the  probable  values  for  c  in  the  formula  r  =.  c  \^  r  s  when 
applied  to  single-lap  riveted  pipes  of  large  diameter.  Indeed  engi- 
neers are  probably  quite  prepared  for  the  receipt  of  further  evidence 
that  the  value  of  c  in  pipes  of  this  type  is  nearly  independent  of  the 
diameter  and  also  of  the  velocity  when  the  latter  exceeds  about  2.\  ft. 
l^er  second ;  but,  that  a  smooth  cylindrical  pipe  without  any  abrupt 
deflections  or  internal  projections,  such  as  the  stave  pipe  experimented 
upon,  should  give  no  greater  values  for  c  than  those  presented  (values, 
by  the  way,  which  are  considerably  less  than  have  frequently  been 
obtained  with  clean  cast-iron  pipes  of  large  diameter  and  from  stave 
pipes  of  much  smaller  diameter),  it  is  believed  will  scarcely  be  in  ac- 
cord with  the  previously  conceived  opinions  of  many  engineers. 

While  the  number  of  actual  experiments  heretofore  made  to  deter- 
mine values  of  c  suitable  for  stave  pipes  are  exceedingly  limited,  as 
has  been  pointed  out  by  the  author,  yet  the  numerous  experiments 
on  open  and  closed  channels  having  uniformity  in  section  and  in  con- 
dition of  inner  surface  as  to  roughness,  though,  perhaps,  to  a  degree 
less  perfect  than  usually  exists  in  a  stave  pipe,  have,  in  almost  all 
cases,  within  the  limits  of  customary  use,  shown  an  increase  in  the ' 
value  of  c  with  each  corresponding  increase  in  the  value  of  r.  The 
experiments  described  by  the  authors  do  not  indicate  that  such  a  law  of 
increase  applies  to  pipe  as  large  as  6  ft.  in  diameter. 

The  results  will,  doubtless,  be  of  value  in  finally  determining  a  for- 
mula which  shall  be  better  adapted  to  pipes  of  this  class  than  any  at 
present  used,  but  the  writer  feels  that  final  judgment  m  this   matter 
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Mr.  Adams. 
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Mr  A. lams,  must  be  sus])on(led  until  many  additional  experimental  data  have  l)een 
accnninlated.  The  lull  value  of  any  exi)erimentH  of  tluH  claHH  yet 
eonducted,  since  they  are  ho  comi)aratively  few  in  number,  eannot  be 
ascertained  until  then. 

As  a  slight  contribution  to  such  knowledge,  the  writer  presents 
herewith  the  results  of  some  experiments  on  a  line  of  14-in.,  redwood, 
stave  pipe  recently  constructed  under  his  supervision  by  the  West  Los 
Angeles  Water  Company  for  the  supi)ly  of  the  Pacific  Branch  of  the 
National  Soldiers'  Home. 

In  preparing  for  these  observations  the  average  diameter  of  the  pipe 
was  carefully  determined  by  making  many  measurements  of  the  circum- 
ference of  the  completed  structure.  These  measurements  covered  all  de- 
grees of  band  spacing,  which  varied  from  4i  ins.  to  10  ins.  The  staves  were 
uniformly  l-.fV  ins.  in  thickness.  The  net  diameter  varied  from  13.99  ins. 
to  14. 11  ins.  By  reference  to  the  profile,  Fig.  20,  it  will  be  seen  that  the 
vertical  curves  are  quite  numerous,  but  they  are  all  made  without  the  use 
of  specials  and  with  radii  of  not  less  than  perhaps  40  ft.  The  horizontal 
curves  are  few,  and  286  ft.  was  the  minimum  length  of  radius  used. 
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In  these  experiments  the  discharge  was  measured  by  means  of  a 
4-ft.  weir  located  at  the  terminus  of  the  line;  the  head  being  meas- 
ured by  means  of  a  hook  gauge.  The  customary  weir  formula 
Q=GL  V^F^was  used.  In  the  fifth  experiment  a  volumetric  measure- 
ment of  several  hours'  flow  into  a  small  concrete  reservoir,  8  ft.  deep 
and  50  ft.  in  diameter,  with  vertical  inside  walls,  indicated  3.33  as  be- 
ing the  correct  value  for  C.  The  same  value  was  used  in  computing 
the  discharge  in  the  other  experiments.  The  loss  of  head  was  observed 
bv  noting  the  position  of  the  water  in  the  open  stand-pipes  and  other 
designated  structures.  The  effect  of  the  slight  fluctuations  in  the 
stand-pipes  was  eliminated  by  taking  the  mean  of  many  readings,  a 
suitable  length  of  time  having  elapsed  after  the  beginning  of  the  ex- 
periment. The  relative  elevations  of  different  points  of  observation, 
excepting  A  and  B,  were  determined  by  a  wye  level.  The  points  of 
uniform  height  at  A  and  B  were  determined  by  closing  a  stop-gate  at 
station  145,  and  allowing  the  water  to  come  to  rest.  The  outgoing  pipe 
from  the  structure  at  D  is  enlarged  to  16  ins.  at  the  outlet.     An  allow- 
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ance  for  the  velocity  Lead  only  was  here  made.     With  the  low  veloci-  Mr.  Adams, 
ties  used,  no  sensible  error  could  have  thus  resulted. 

These   experiments,  classified  as  ^,  B  and  C  in  the  order  of  their 
probable  merit,  are  as  follows: 

TABLE  No.  11. 


No. 

Section  Ex- 
perimented 
on. 

Length 

of 
section- 
feet. 

Velocity  in 
feet  per 
second . 

Average 

pipe. 

Diameter. 

Inches. 

Loss  of 
head  in 
1000  ft. 

Resulting     '    Relative 
valuesof  cin      value  of 
—        expen- 
v  =  CK    rs         ments. 

1 

a 

3 

4 

5 

6 

7                       8 

1... 
2... 
3... 
4... 
5... 
6... 
7. . . 

C—D 
G—  H 
D  —  E 
A  —  B 
F—H 
A  —  B 
F—H 

4  403 

3  436 

4  825 

8  931 

9  912 

8  931 

9  912 

0.691 
0.691 
0.698 
0.751 
1.167 
1.181 
1.531 

14.11 

14. OS 
14.05 
14.05 
14.05 
14.05 
14.05 

.145 
.161 
.170 
.178 
.391 
.375 
.638 

105 
101 
99 
104 
109 
113 
112 

A 
B 
C 
B 
B 
A 
A 

It  will  be  noticed  that  these  experiments  have  been  made  on  five 
different  stretches  of  pipe,  ranging  in  length  from  3  436  ft.  to  9  912  ft. ; 
and  that  only  low  velocities  could  be  secured,  such  as  usually  produce 
the  most  discordant  experimental  results.  Considering  these  conditions 
it  would  appear  that  the  resulting  values  of  c  are  quite  concordant. 
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These  values,  while  conforming  quite  closely  to  results  obtained  by 
the  use  of  the  Kutter  formula,  if  n  be  taken  at  from  .0108  to  .011,  for 
these  velocities  do  not  indicate  .01  as  being  a  safe  assumed  value  for 
n,  as  have  all  previous  experiments  mentioned  by  the  authors.  Could 
higher  velocities  have  been  obtained,  the  results  might  then  have 
shown  that  a  lower  value  for  n  would  have  best  fitted  the  results.  This 
is  indicated  by  the  position  of  the  observed  values  of  c  in  relation  to 
a  curve  given  by  the  Kutter  formula  (Fig.  21).  The  same  tendency  of 
the  experimental  curve  to  depart  from  the  Kutter  curve  in  the  low 
velocities  is  shown  to  exist  in  the  Ogden  experiments  in  Fig.  22. 
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Mr.  Nobhv  T.  A.  NoHLE,  M.  Am.  Soc.  C.  E. — The  general  concluHions  arrived 
at  by  tlie  authors,  that  the  value  of  the  coefficient  c  in  the  formula 
V  :=  c  \/  r  s  is  much  less  for  wood  pipes  of  the  size  experimented 
upon  than  had  heretofore  been  supposed,  and  that  the  average  value 
of  n  in  Kutter's  general  formula  for  the  flow  of  water  in  channelH  is 
about  .013,  will  come  as  a  surprise  to  the  engineering  public.  The 
difference  in  the  carrying  capacity  of  wooden  pipe,  figured  from  this 
coefficient  would  be  great  enough  to  seriously  affect  the  capacity  of  a 
number  of  large  conduits  already  constructed.  It  is,  therefore,  a 
matter  of  considerable  importance  that  this  question  should  be  settled 
by  a  more  extended  series  of  experiments  under,  perhaps,  more  favor- 
able conditions. 

Several  points  which  might  have  affected  the  results  have  occurred 
to  the  writer,  and  these  are  given  with  the  object  of  getting  the  bene- 
fit of  the  authors'  comments  thereon. 

It  would  seem  that  the  distance  between  the  points  of  observation 
on  the  wooden  pipe  was  too  short  to  obtain  accurate  results  for  the 
low  friction  heads  and  rates  of  discharge  within  the  range  possible  in 
these  tests.  The  greatest  difference  in  head,  in  feet  of  mercury,  is  only 
0.115.  Any  error  due  to  reading  the  manometers  or  from  any  other 
cause  would  have  a  very  much  greater  effect  where  the  difference,  as 
in  this  case,  is  small. 

In  the  profile  of  the  pipe  line,  as  given  in  Mr.  Goldmark's  paper,* 
it  will  be  noticed  that  there  are  about  twenty-eight  high  points 
between  the  point  of  entrance  and  the  point  of  discharge,  whereas 
only  sixteen  air  valves  are  shown.  If  the  valves  do  not  discharge 
air  under  pressure,  they  would  be  of  no  value  for  this  pui^pose 
except  when  attended  by  some  one  detailed  to  open  them  frequently 
enough  to  keep  the  air  from  accumulating  at  these  points.  Is  it  not 
possible  that  during  these  tests  a  considerable  accumulation  of  air  was 
present  in  the  pipe,  in  sufficient  quantity  to  affect  the  rate  of  dis- 
charge? It  would  be  germane  to  know  if  ample  provision  had  been 
made  to  keep  the  pipes  free  from  air  at  every  point  where  it  would  be 
possible  for  it  to  accumulate. 

There  is  apparently  no  uniformity  in  the  relation  between  the 
average  velocity  in  the  pipe  and  the  friction  head,  as  determined  by 
these  experiments,  except  that,  in  general,  the  head  increases  with  the 
increase  in  velocity.  It  is,  therefore,  doubtful  if  any  conclusion  as  to 
the  value  of  c  and  n  in  Kutter's  formula,  in  any  larger  rate  of  dis- 
charge would  be  reliable.  Table  No.  12  gives  the  values  of  n  for  the 
different  values  of  v,  s  and  c,  as  determined  from  these  experiments. 


*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xxxviii,  p.  255. 
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TABLE  No.   12. 


Mr.  Noble. 


Number  of  test. 

V. 

s. 

c. 

n. 

35 

.543 

.544 

.666 

.816 

1.217 

1.228 

1.242 

1  332 
1.482 
1.876 
1.978 

2  138 
2.218 
2.536 
2.689 
2.783 
3.149 
3.453 
3.568 
3.617 
3.627 
3.645 

.0000401 

.0000251 

.0000551 

.0000201 

.0000953 

.000103 

.0000952 

.000106 

.000111 

.000181 

.000211 

.000211 

.000235 

.000300 

.oooasi 

.000361 
.000452 
.000517 
.000566 
.000501 
.000547 
.000576 

69 
88 
73 
148 
101 
100 
104 
106 
115 
114 
111 
120 
117 
119 
120 
119 
121 
124 
122 
131 
126 
123 

.0204 

47 

.0160 

41 

.0199 

31 

.0100 

48 

.0151 

36 

.0153 

37 

.0148 

42 

.0145 

31 

.0135 

49 

.0138 

43 

32 

.0141 
.01.32 

38 

.0135 

50 

.0134 

33 

.0133 

39 

.0134 

51 

.0132 

34 

.0129 

40 

.0132 

46 

.0123 

45 

.0127 

44 

.0130 

There  seems  to  be  a  decrease  in  the  value  of  n  with  the  increase  in 
velocity.  If  this  be  true,  it  is  possible  that,  when  the  pipe  is  dis- 
charging, up  to  the  caj^acity  for  which  it  is  designed,  the  value  of  ii 
will  be  much  less  than  that  stated. 

The  change  in  the  rate  of  discharge,  which  is  constantly  going  on 
in  a  plant  where  power  is  distributed  to  consumers  and  where  the 
load  is  constantly  changing,  must  have  a  serious  influence  upon  the 
ajDparent  friction  head,  between  any  two  jDoints  on  the  pipe  line.  A 
decrease  in  the  rate  of  discharge  would  increase  the  head  at  the  point 
of  discharge.  This  effect  becomes  less,  the  greater  the  distance  from 
the  i3oint  of  discharge,  until  it  is  zero  at  the  i)oint  of  entrance.  The 
effect  of  an  increase  in  the  rate  of  discharge  would  have  a  corre- 
sponding but  opposite  effect  upon  the  apparent  friction  head.  Where 
a  sufficient  number  of  observations  are  taken  it  would  seem  that  the 
errors  from  this  cause  would  be  neutralized.  This,  however,  is  not 
known,  and  hence  the  nature  and  value  of  this  effect  upon  the  friction 
head  during  these  tests  is  unknown.  Is  this  not  the  probable  cause 
of  the  fluctuation  in  the  relative  value  of  v  and  s  from  which  c  (and  a 
in  Kutter's  formula)  are  determined  '?  In  any  case,  it  seems  evident 
that,  to  get  reliable  and  consistent  results,  the  rate  of  discharge  dur- 
ing each  observation  must  be  constant.  Any  acceleration  or  retarda- 
tion of  the  rate  of  discharge  would  have  a  serious  effect  upon  the 
friction  head.  This  would  be  particularly  true  if  the  effect  of  retard- 
ation is  not  equal  to  the  effect  of  acceleration,  and  if  the  rate  of  dis- 
charge at  the  end  of  the  experiment  were  not  equal  to  the  rate  at  the 
beginning. 
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Mr.  woston.  Edmund  B.  Weston,  M.  Am.  Soe.  C.  E. — In  188!)  tlie  writer  pre- 
soutotl  to  tlio  Society  apai)or*  in  which  he  gave  his  reaHon  for  consider- 
iug  Darcy's  forniuhi  for  the  flow  of  water  iu  pipes  a  very  valuable 
formula  for  calciilatiug  the  loss  of  head  iu  pipes  haviug  interior 
surfaces  similar  to  new  cast-iron  pipes;  and  he  was  much  pleased 
iu  reading  this  interesting  and  valuable  ])aper  to  note  the  small  dif- 
ference between  0.()21(),  the  average  experimental  value  of  f  obtained 
by  the  authors,  as  given  in  the  paper,  and  0.0202,  which  is  a  corre- 
sponding value  of/  deduced  from  Darcy's  formula  (reduced  to  Eng- 
lish measures  by  the  writer),  for  a  pipe  72  ins,  in  diameter.  The 
difference  between  the  two  is  about  7  per  cent.  The  authors  state  on 
page  498,  that  it  was  thought  that  the  method  adopted  for  measuring 
the  loss  of  head  should  give  results  reliable  to  within  0.1  ft.  in  abso- 
lute value.  The  average  of  the  losses  of  head  given  in  column  8  of 
Table  No.  2  is  1.342  ft.,  and  0.1  is  about  7.5%'  of  1.342;  whereas,  the 
difference  between  the/  obtained  by  the  authors  and  that  computed 
from  Darcy's  formula  is,  as  given  above,  about  7  per  cent.  The 
writer  recognizes  the  fact  that  the  interior  surface  of  a  new,  riveted 
steel  pipe  is  more  or  less  different  from  that  of  a  new  cast-iron  pipe^ 
and  should  expect  the  values  of  /  for  the  two  kinds  of  pipe  to  vary 
slightly,  and,  when  computing  results  for  steel  pipes,  he  has  been  in 
the  habit  of  increasing  the  value  of  /,  deduced  from  Darcy's  formula, 
by  a  small  percentage,  dependent  in  amount  upon  the  character  of 
the  steel  pipe  and  its  joints.  These  percentages  the  writer  deter- 
mined from  the  results  of  a  number  of  experiments  made  with  steel 
pipes  by  different  authorities,  and  he  will  still  continue  to  make  use  of 
them,  although  the  results  given  in  the  paper,  considering  the  pos- 
sible error  mentioned  by  the  authors,  tends  to  show  that  Darcy's 
formula  could  have  been  advantageously  used  for  determining  the 
size  of  a  pipe  having  similar  characteristics  to  the  72-in.  steel  pipe 
used  by  the  authors  in  making  their  experiments.  For  instance,  on 
pages  492  and  493,  the  highest  velocity  given  is  3.846  (No.  28),  and  the 
corresponding  experimental  loss  of  head  per  1  000  ft.  is  0.776.  The 
loss  of  head  per  1  000  ft.  computed  by  Darcy's  formula  (as  deduced 
by  the  writer),  using  the  same  velocity,  is  0.774  ft.,  which  is  0.002  ft. 
less  than  the  experimental  result.  Or,  again,  calculating  the  loss  of 
head  by  using  0.0216,  the  average  value  of/  obtained  by  the  authors, 
the  result  is  a  loss  of  head  of  0.828  ft.  per  1  000  ft.,  which  is  0.054  ft. 
or  about  1%  more  than  that  obtained  by  Darcy's  formula;  but  within 
the  limit  of  the  possible  error  0. 1  mentioned  by  the  authors  on  page  498. 

Mr.  LeCoute.        L.  J.  Le  Conte,  M.  Am.  Soc.  C.  E. — This  paper  is  a  valuable  and 
timely  contribution.     The  velocity  coefficients  for  the  72-in.  riveted 
pipe  are  somewhat  less  than  many  engineers  would  be  willing  to  as- 
sume; yet  they  are  such  as  every  conservative  engineer   would  natu- 
*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xxii,  Jan.,  1890. 
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rally  anticipate,  basin";'  his  judgment  on  reliable  data  obtained  from  Mr.  Le  Conte. 
careful  experiments  with  smaller  pipes. 

Kiveted  pipes  have  been  extensively  used  on  the  Pacific  Coast  since 
1870  —the  sizes  running  all  the  way  up  to  44  ins.  in  diameter  and  the 
thickness  of  the  plate-iron  from  No.  14  (B.  W.  G.)  up  to  'i  in.,  while 
the  velocity  of  flow  varied  from  1  ft.  up  to  10  ft.  per  second. 

The  general  results  obtained  by  practical  experience  go  to  show 
the  paramount  importance  of  the  influence  of  the  thickness  of  the 
plate-iron  used.  This  factor  is  so  important  that  the  coefficient  deter- 
mined by  experience  on  one  pipe  line  is  of  no  value  whatever  as 
applied  to  another  line  having  the  same  diameter  and  slope.  Hence 
it  follows  that  the  j)roper  steps  to  be  taken  in  any  case,  in  order  to 
select  the  most  rational  value  for  c,  involves  much  more  laborious  cal- 
culation than  is  the  case  with  any  other  class  of  pipe.  With  a  riveted 
pipe  line  the  velocity  coefficient  c  changes  materially  with  every  change 
in  the  thickness  of  the  iron,  and  before  a  satisfactory  solution  of  the 
problem  can  be  obtained  the  number  of  linear  feet  of  No.  14  pipe,  No. 
12  pipe,  No.  10  pipe,  No.  8  pipe.  No.  6  pipe,  No.  4  pipe,  etc.,  must 
be  determined.  This  can  best  be  taken  from  the  protiles  of  the  pipe 
line.  Then,  in  the  same  manner  as  in  the  summation  of  moments,  a 
value  for  the  grand  mean  thickness  of  all  the  plate-iron  used  through- 
out the  entire  pipe-line  can  be  deduced.  This  being  completed,  ref- 
erence should  be  had  to  the  Table  of  Coefficients  (Table  No.  13) 
submitted  by  the  writer,  and  under  the  computed  mean  thickness  and 
oj^posite  the  proj)er  diameter  may  be  found  the  most  rational  or  true 
mean  coefficient  c,  jjeculiar  to  the  particular  pipe  line  being  considered. 

It  follows  from  the  above  that  it  is  quite  rare  to  find  any  two  riveted 
pipe  lines  of  the  same  diameter  and  slope  which  actually  develop  the 
same  value  for  the  velocity  coefficient,  because  each  pipe-line  has  its 
own  particular  value  for  c.  Table  No.  13  has  been  prepared  by  the 
writer  for  the  purpose  of  facilitating  the  selection  of  a  rational  velocity 
coefficient  for  riveted  pipe  lines,  using  the  old  standard  formula: 

V  =  c  -[/   r  s. 

TABLE  No.  13.  — Coefficients  Showing  the  Changes  due  to  Differ- 
ent Diameters  and  Thicknesses  of  Iron  in  Kiveted  Pipe  Lines. 
Thickness— B.  W.  G. 


Diameter 

in 

inches. 

to 
d 

d 

d 

o 
d 

CTJ 

d 

00 

d 

d 

d 

-<* 

d 

d 

111 
109 
104 
101 
97 
87 

d 

c' 

44 

120 
116 
112 
110 
107 
95 

119 
115 
111 
109 
106 
94 

117 
114 
110 
108 
104 
93 

116 
113 
109 
106 
103 
91 

114 
111 
108 
105 
101 
90 

112 
109 
105 
102 

98 
88 

110 
108 
104 
100 
97 
86 

100 

42 

100 

37i 

116 

114 

111 

99 

ii4 

112 

109 

97 

95 

3o: 

91 

24 

87 

12 

100 

78 
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:Mr  !.<•  ('(.iito.  Tho  authors  rofor  to  Table  No.  4,  nnd  call  att(uitioii  to  Knttor's  Hub- 
eootlit'ieut  (n)  iucrcasiu^  with  the  diameter.  The  writer  would  Himj^ly 
iuvite  the  authors'  attention  to  the  table  of  coeflBcients,  herewith  sub- 
mitted, as  redundant  evidence  of  the  fact  that  the  coefficient  («)  is  a 
particularly  active  function  in  the  case  of  rivet(Ml  i)ii)e  lines,  and  that, 
unless  full  and  complete  information  is  furnished  showing  the  extent 
and  thickness  of  each  and  all  the  plate-iron  used  in  manufacture,  it  is 
simi)ly  impossible  to  draw  comparisons  which  have  any  value  whatever. 
The  portion  of  this  paper  which  is  particularly  interesting  to  the 
writer  is  that  describing  the  exi)eriments  on  the  72-in.  wooden  pipe, 
wherein  the  coefficient  c  varies  from  100  to  120.  The  facts  presented 
constitute  a  valuable  addition  to  the  knowledge  on  wooden  pipe  ca- 
pacity and  will  prove  to  be  a  shock  to  many  active  and  prurient  ad- 
vocates who  have  been  claiming  a  safe  and  reliable  value  for  c  =  166, 
to  be  followed  by  an  annual  increase  in  value  due  to  the  "sliming 
up  "  of  the  interior  surface  of  the  pipe. 

As  to  the  changes  in  the  value  of  the  coefficient  c  with  changes  in 
the  velocity  of  flow,  experience  on  the  Pacific  coast  seems  to  show 
that,  for  the  larger  sized  pipes,  the  changes,  if  any,  are  very  slight, 
but  in  the  smaller  sizes,  especially  when  made  of  heavy  plate-iron,  the 
velocity  coefficient  c  diminishes  very  materially  with  each  increment 
of  velocity  of  flow  up  to  10  ft.  per  second. 

Mr.  Henny.  D.  C.  Henny,  M.  Am.  Soc.  C.  E. — The  authors' experiments  on  the 
carrying  capacity  of.  these  large  wooden  and  steel  pipes  are  of  the 
highest  interest.  If  they  may  be  accej)ted  as  fairly  correct  it  seems 
that  the  ultimate  power-producing  and  earning  capacity  of  the  plant 
as  a  whole  has  been  seriously  overestimated.  This  is  shown  by  a  com- 
parison between  the  values  of  c,  as  assumed  by  the  designers,  and 
those  ascertained  by  the  experiments  of  the  authors.  While  the 
highest  velocity  experimented  with  was  less  than  half  of  that  on  which 
the  estimate  of  the  ultimate  capacity  was  based  (8.75  ft.  per  second), 
the  curves  shown  on  Figs.  7  and  11  permit  a  rough  approximate  esti- 
mate of  the  values  of  c  for  said  maximum  velocity,  which  for  steel 
pipe  would  be  about  111  and  for  wooden  pipe  130.  As  the  respective 
values  assumed  by  the  designers  were  120  and  160,  it  is  evident  that 
a  deficiency  of  about  S%  for  steel  pipe  and  of  about  19%  for  wooden 
pipe  may  be  found. 

As  far  as  wooden  stave  pipe  is  concerned,  the  adoption  of  the  value 
c  =  160  appears  to  have  been  justifiable.  It  is  true  that,  owing  to  the 
comparatively  recent  introduction  of  this  class  of  pipe,  data  which 
were  directly  available  were  almost  entirely  lacking,  yet  all  the 
knowledge  which  existed  pointed  toward  a  value  of  c  as  high,  or 
even  higher,  than  that  assumed. 

In  addition  to  the  recent  experiments  quoted  by  the  authors,  there 
are  available  the  results  of  three  experiments  of  the  Darcy  &  Bazin 
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series,  Nos.  24,  25  and  26,  which  are  fairlv  applicable,  although  they  Mr 
were  made  with  open  semi-circular  channels  and  not  with  closed  pipe. 
Where  the  depth  in  the  former  equals  the  radius  there  occur  to  the 
writer  only  a  few  points  of  difference  between  them  and  the  closed 
pipes. 

Fh^st. — The  resistance  of  the  air  in  contact  with  the  water  surface 
in  semi-circular  channels. 

Second. — The  possible  occurrence  of  vertical  curvature  in  the  pipe. 

Third. — The  greater  uncertainty  regarding  the  actual  path  of  each 
water  particle  in  the  pipe,  the  possible  deviation  from  the  hypothetical 
path  being  twice  as  much  in  a  vertical  direction  as  in  the  flume. 

The  first  point  of  difference  is  in  favor  of  the  pipe,  the  other  points 
are  in  favor  of  the  Hume,  and  all,  so  far  as  known,  are  small  in  ordi- 
nary cases. 

The  following  table  is  offered  as  facilitating  comparison : 

TABLE  No.  U. 


o 


5C.Z 


Authority,   'i- 


Adams 

Schuyler..., 


Darcy  and 
Bazin. 


Stearns. . 


Fitz- 
Gerald. 


24 


^  I  25 
26 


o   i 

A         00 

O 


c 
0.5 

O  QQ 


•1-^ 

^ 

©.a 

^ 

e^ 

&  . 

Ci 

o3 

^ 

<a  :t^ 


.2 

OB—  O 

O©  1^ 


U  XJ  a 

©  c  c 


Planed  wood. 
Planed  wood. 


Circle. 
Circle. 


18 
30 


Pure  cement.  1  Semi-circle 

( %  cement.  I  open  at  top. 

( l^  fine  sand.  f  Depth  of 

Partly  planed  wood.  J  water-radius. 


1.9628    3.605    132.9    .0099 
.0096 


49.201.50 
49.201.50 
55.08  1.50 


6.06 
5.55 
5.54 


Coated  cast  iron, 
new. 


Circle. 


48 


0.318 
0.711 
1.221 
1.&49 


2.616 
3.738 
4.965 
6.195 


154.2 
141.7 
133.5 

146.7 
140.1 
142.1 
144.1 


.0102 
.0109 
.0118 

.0105 
.0110 
.0109 
.0108 


Marx.       f  37 

Wing      I  49 

and       1  33 

Hoskins.   I  34 


Circle.  48       0.0689  1.113 

Same  as  above.  16    0.3234  2.472 

years   old.  tubercles 0.7167  3.723 

removed.  1.2414  4.973 

' 1.8283  6.141 


ia4, 

137, 
139, 
141, 
14:3, 


Planed  wood. 


Circle. 


72.50  0.0952  1.242  104 

0.181    1.876  114 

0.331    2.689  120 

0.517   3.453  124 


1  .0107 

5  .0111 
1  .0111 
1  .0110 

6  .0108 

I 

.0148 
.0139 

.oiai 

.0131 


Note.— The  serial  numbers  selected  from  the  FitzGerald  and  the  Marx,  Wing  and 
Hoskins  experiments  are  representative  of  their  respective  series,  and  were  chosen  for 
their  close  coincidence,  when  platted,  with  the  average  curves  presented  by  the  experi- 
menters. 

Considering  that  planed  wood  offers  less  resistance  to  flow  than 
any  of  the  other  surfaces  mentioned,  a  comparison  on  the  basis  of  the 
Chezy  formula  shows  that  the  values  of  c  obtained  for  the  Ogden 
wooden  pipe  are  remarkably  low.     From  the  Darcy  and  Bazin,  Stearns 
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Ml-  HtMHiy  atul  FitzGerjild  ox])(M-inuMits  it  would  he  (u)iicIii(I(mI  that,  for  a  velocity 
of  ()  ft.  })er  secouil  iu  a  -i-ft.  woodeu-stavc  i)ipe,  a  value  of  c  =  155 
might  well  be  expected,  and  iu  view  of  the  tendency  of  c  to  increase, 
both  with  the  diameter  and  the  velocity,  the  designers  in  assuming  a 
value  of  c  =  lOO  for  a  G-ft.  wooden  i)ipe,  and  8.75  ft.  per  second 
velocity,  showed  no  particular  lack  of  conservatism. 

The  previous  experiments  with  18-in.  and  80-in.  wooden-stave  pipe 
afford  a  less  direct  means  of  comparison  on  the  basis  of  the  Chezy 
formula  owing  to  the  great  difference  in  diameter.  If  comparison  is 
made  on  the  basis  of  the  Kutter  formula  it  is  found  that  even  the 
lowest  value  of  )t  deduced  from  the  experiments  on  wooden-stave  pipe 
made  by  the  authors  is  much  higher  than  it  was  reasonable  to  expect. 
The  authors  have,  however,  called  attention  to  the  fact  that  their 
results,  both  with  wooden  and  steel  pipe,  lead  them  to  question  the 
reliability  of  this  formula  for  large  pipe.  While  it  must  be  admitted 
that  the  variation  in  the  values  of  tt  for  varying  velocities  is  large, 
yet  the  unquestioned  wide  applicability  of  the  Kutter  formula  to  open 
waterways  of  all  dimensions  and  the  fairly  satisfactory  results  ob- 
tained, in  applying  it  to  pipes  with  diameters  up  to  4:8  ins.,  appear  to 
necessitate  stronger  evidence  than  has  so  far  been  adduced  before  dis- 
carding its  use  in  connection  with  diameters  above  48  ins.,  although 
results  such  as  have  been  obtained  with  the  Ogden  pipe  may  compel 
the  allowance  of  greater  margins  of  safety. 

That  the  results  obtained  were  not  in  accord  with  previous  ex- 
perience must  have  become  apparent  to  the  authors  at  an  early  stage 
of  their  experiments,  and  must  have  had  the  effect  of  rendering  them 
more  than  usually  cautions  in  guarding  against  errors  in  every  direc- 
tion. If  the  writer,  therefore,  further  on,  touches  upon  some  elemen- 
tary factors  entering  into  the  problem,  it  is  with  the  expectation  that 
the  authors  are  fully  prepared  to  furnish  such  additional  information 
and  data  as  may  be  deemed  necessary  to  remove  all  reasonable  doubt 
as  to  the  thorough  reliability  of  the  results. 

The  authors  have  set  forth  with  admirable  clearness  certain  ele- 
ments affecting  the  accuracy  of  their  work.  As  is  shown  by  them, 
the  values  determined  from  low  velocities,  say  below  1  ft.  per  second, 
are  unreliable.  Comparing  the  values  found  in  the  wooden  pipe 
experiments,  for  velocities  above  1  ft.  per  second,  among  themselves, 
it  IS  found  that  the  variations  from  the  average  amount  to  about  6% 
both  ways.  Variations  similarly  determined  from  the  FitzGerald 
experiments  on  48-in.  clean  cast-iron  pipe-^  amount  to  1.3^,  the 
length  of  pipe  experimented  with,  expressed  in  diameters,  being 
about  the  same  and  the  range  of  velocities  being  greater.  The  un- 
favorable condition  under  which  the  authors  labored,  in  respect  to 
the  drop  of  the  grade  line  at  both  the  upper  and  lower  station  with 
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each  increase  of  velocity,  i)roT)al)ly  coutributed  to  this  result.  The  Mr.  Henny. 
effect  of  this  would  have  been  less  serious  had  the  upper  station  been 
nearer  the  intake  and  had  the  section  itself  been  longer.  This  is  so 
evident  that  it  may  be  presumed  that  serious  obstacles  prevented  the 
iise  of  the  long  upi^er  section  of  the  pipe  above  the  tunnel  for  ex- 
perimental purposes.  Aside  from  the  errors  resulting  from  inac- 
curacies in  observation,  it  may  be  well  to  consider  possible  errors  not 
mentioned  by  the  authors  and  affecting  all  observations  alike. 

The  measurement  of  the  length  of  pipe  between  the  upper  and 
low^er  stations  leaves  probably  nothing  to  be  desired.  The  deter- 
mination of  the  average  diameter  must,  however,  have  been  a  much 
more  difficult  matter,  as  the  pipe  was  buried  for  almost  its  entire 
length.  It  has  not  been  stated  how  the  value,  72^  ins.,  has  been 
ascertained.  From  the  dimensions  of  the  bands  and  staves,  as  given 
in  Mr.  Goldmark's  paper,*  the  writer  would  have  concluded,  in  the 
absence  of  actual  measurements  after  com^Jletion,  that  the  diameter 
would  most  likely  lie  between  72j  and  72  ins.  The  designers  them- 
selves, in  computing  the  capacity,  assumed  the  diameter  at  6.03  ft., 
or  about  i  in.  less  than  the  authors.  The  length  of  the  bands  and  the 
available  thread  permit  a  reduction  of  diameter  to  71f  ins.,  in  cinch- 
ing, which  would  be  a  reduction  in  circumference  of  less  than  0.9%', 
starting  from  72|  ins.,  a  larger  proportionate  reduction  having  been 
frequently  measured  by  the  writer  on  other  wooden-stave  pipe,  par- 
ticularly where  the  spacing  of  the  bands  is  as  close  as  on  the  pipe 
under  discussion.  This  comjDuted  minimum  diameter  for  dry  pipe  may 
suffer  an  additional  reduction  from  the  swelling  of  the  staves  which 
meets  with  resistance  in  every  direction  except  toward  the  center  of 
the  pipe.  Unless  the  interior  diameter  has  been  derived  from  actual 
measurements  the  possible  error  from  this  source  exceeds  2  per  cent. 

The  presence  of  air  at  the  summits  may  have  a  seriously  disturb- 
ing effect  on  the  grade  line,  and  has  probably  been  carefully  guarded 
against.  The  relief  shaft  at  tunnel  Xo.  7,  if  connecting  with  the 
tunnel  at  its  top,  may  be  expected  to  free  the  water  of  nearly  all  air. 
Yet,  wherever,  a  summit  occurs  there  exists  danger  of  air  accumulation, 
and  in  view  of  the  presence,  between  the  upper  and  lower  stations  of 
three  summits  and  one  practical  summit  at  station  250,  some  i30sitive 
evidence  of  absence  of  air,  at  these  points,  is  required  to  allay  doubt. 

The  omission,  from  the  profile  given  by  Mr.  Goldmark,t  of  air- 
valves  at  some  of  these  points  may  have  been  accidental,  except  pos- 
sibly at  station  250,  but  it  should  further  be  noticed  that  such  air- 
valves  as  are  described  are  not  automatic,  and  remain  closed  while 
under  pressure.  In  the  account  of  the  steel  pipe  experiments  mention 
was  made  of  careful  manipulation  being  needed  to  keep  the  long  pipe 

*  Transactions^  Am.  Soo.  C.  E.,  Vol.  xxxviii.  p.  246. 
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Mr.  [i,.iiny.  connoctinfi:  tho  Htoel  main  \vith  the  inauometor  at  the  lower  station 
wholly  Ireo  from  air.   Did  this  indicate  the  ])reHenee  of  air  in  the  water  ? 

The  writer  has  been  informed  that  the  O^den  Kiver,  dnriuf^  certain 
seasons  of  the  year,  carries  a  considerable  proportion  of  sand.  This, 
taken  in  connection  with  the  absence  of  a  reservoir  at  the  upper  end, 
implies  the  danger  of  sand  having  been  carried  into  the  ])ipe,  unless  a 
thoroughly  effective  sand  trap  was  provided.  The  maximum  velocity 
in  the  pipe  used  in  experimenting  was  capable  of  transporting  sand 
for  long  distances,  and  all  the  circumstances,  uuh^ss  wrongly  under- 
stood by  the  writer,  point  toward  the  possi])ility  of  the  presence  of 
sediment  in  portions  of  the  pipe  line.  Nor  could  the  6-iu.  gates  which 
occur  at  depressions  be  in  any  way  depended  upon  to  flush  such  sedi- 
ment out  except  for  a  few  feet  either  way  from  the  points  where  they 
are  attached.  In  first  opening  they  would  enable  some  idea  to  be 
formed  regarding  the  presence  or  absence  of  sediment  in  the  pipe, 
otherwise  they  can  be  useful  only  as  drain  gates. 

It  will  be  observed  that  the  errors,  due  to  the  above-mentioned 
sources,  would  not  have  the  efifect  of  neutralizing  each  other,  but  that 
they  would  all  tend  toward  reducing  the  velocity  and  the  computed 
value  of  c,  and  that  some  of  them,  unless  their  absence  has  been  fairly 
established,  may  have  a  very  important,  if  not  a  vitiating  eff'ect  upon 
the  results. 

The  proper  method  of  attachment  of  a  piezometer  has  been  fully 
discussed  by  the  authors.  One  of  the  advantages  of  a  multiplicity  of 
connecting  points  with  the  main  pipe  is  that  the  eff'ect  of  any  imj)er- 
fection  of  workmanship,  at  any  one  point,  is  lessened.  As  it  was  deemed 
sufficient  to  have  only  a  single  jooint  of  attachment  and  as  very  small 
losses  of  head  had  to  be  measured,  especial  care  became  necessary 
to  comply  with  the  well-known  requirements,  that  the  hole  be  smooth 
and  the  channel  leading  away  from  it  have  a  direction  accurately  per- 
pendicular to  that  of  the  flow\  It  was  stated  that  in  connecting  the 
manometer  to  the  w^ooden  pipe  a  hole  was  bored  at  right  angles  to  the 
axis  of  the  pipe,  that  a  pipe  was  screwed  into  this  hole,  and  that  care 
was  taken  that  there  should  be  no  projection  beyond  the  inner  sur- 
face. If,  as  may  have  been  the  case,  this  connection  was  made  with 
out  first  draining  the  pipe  or  relieving  the  j)ressure,  it  must  have  been 
a  difficult  matter  to  ascertain  the  true  condition  of  the  hole,  and  to 
insure  the  absence  of  ragged  edges  and  projecting  slivers;  so  that 
some  further  particulars  on  this  point  are  desirable. 

The  plan  of  the  pipe  line  under  consideration  (Fig.  9)  shows  a  long 
curve  at  the  upper  end  and  a  short  curve  further  down,  the  aggregate 
length  being  about  half  that  of  the  entire  line.  The  profile,  moreover, 
indicates  a  succession  of  vertical  curves  so  that  the  aggregate  length  of 
the  actual  tangents,  as  compared  to  that  of  the  curves  and  the  greatest 
length  of  any  one  tangent  is  evidently  quite  small,  especially  if  expressed 
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in  diameters.  In  this  respect  conditions  differ  from  those  under  wbicli  Mr.  Henny. 
the  earlier  tabulated  experiments  were  made.  Whether  the  effect  of 
such  a  succession  of  easy  curves  upon  the  grade  line  is  at  all  appreci- 
able must  remain  a  matter  of  speculation  until  it  shall  have  received 
some  attention  from  experimenters.  Practically  nothing  is  known  of 
the  path  described  by  individual  j^articles  of  water,  either  in  a  straight 
or  in  a  curved  pipe.  It  is  difficult  to  conceive  that  a  motion  parallel 
to  the  axis  of  the  pipe,  as  assumed  in  theory,  could  be  even  approx- 
imately maintained  in  a  pipe  curving  both  horizontally  and  verti- 
cally and  it  is  highly  probable  that  the  relative  position  of  the 
particles  in  the  successive  cross-sections  is  constantly  changing. 
Under  favorable  conditions  of  curvature  and  velocity,  as  yet  entirely 
undetermined,  this  change  may  acquire  a  certain  degree  of  regularity, 
causing  the  advancing  body,  as  a  whole,  to  acquire  a  rotating  motion 
as  has  been  observed  in  hydraulic  mining,  when  the  pipe  leading  to 
the  nozzle  is  curved.  It  has  been  found  that  a  rotating  motion  may 
at  times  become  sufficiently  pronounced  to  be  troublesome,  and  cause 
the  water  to  whirl  as  it  comes  out  of  the  nozzle,  thus  interfering  with 
the  erosive  effect  of  the  stream.  The  difficulty  is  overcome  by  placing 
thin  jjartition  plates  in  the  pipe  a  short  distance  back  of  the  nozzle. 
This  is  mentioned  as  having  possibly  affected,  to  a  slight  extent,  the 
frictional  losses  measured,  and  to  show  that  this  subject  is  worthy  the 
attention  of  experimenters.  It  does,  however,  in  no  way  account  for 
the  great  difference  between  the  anticipated  values  of  c  and  those 
found  by  the  authors. 

Charles  D.  Makx,  ]\I.  Am.  Soc.  C.  E. ;  Chaeles  B.  Wing,  Assoc.  Messrs.  Marx, 
M.  Am*.  Soc.  C.  E.,  and  Leander  M.  Hoskins,  Esq. — The  foregoing  HofkiSs. 
discussion  and  correspondence  deal  partly  with  the  question  of  the 
reliability  of  the  exjDerimental  results  given  in  the  i^aper,  and  jDartly 
with  other  matters  relating  to  the  carrying  capacity  of  large  pipes. 
In  the  further  discussion  now  offered,  it  seems  desirable  to  keep  such 
considerations  as  bear  directly  upon  the  question  of  reliability  dis- 
tinct from  the  other  and  more  general  questions  that  have  been  raised. 

EEXilABIIilTY    OF    RESrLTS. 

In  considering  the  degree  of  reliability  of  a  series  of  exi3erimental 
results  such  as  that  under  discussion,  three  different  kinds  of  evidence 
may  be  available.  The  first  relates  to  the  conditions  under  which 
the  observations  were  made  and  the  methods  adopted,  the  second  to 
the  degree  of  accordance  of  the  results  among  themselves,  and  the 
third  to  their  agreement  or  disagreement  with  the  results  of  other 
similar  experiments.  Of  these  classes  of  evidence  the  first  two  are 
always  of  fundamental  importance,  and  especially  is  this  true  in  a 
case  like  the  present,  in  which  the  other  data  available  for  comparison 
are  verv  meager.     In  preparing  the  paper,   it  was   the   aim   of  the 
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M.'ssrs.  Mnix,  authors  to  (lesoribe  fully  and  clearly  the  conditiouH  and  methods;  to 
lloskins.  i)resent  the  results  in  a  form  showing  (dearly  their  de^^ree  of  accord- 
ance; and  to  present  such  data  of  similar  experiments  as  seemed  to  1)6 
of  direct  value  for  purposes  of  comparison.  In  view  of  the  questions 
that  have  been  raised,  some  further  consideration  of  these  three  phases 
of  the  subject  seems  desirable. 

(/)  Conditions  and  Methods. — Some  of  the  questions  raised  relate  to 
matters  which  are  fully  treated  in  the  paper.  In  addition  to  what  is 
there  given  regarding  the  conditions  under  which  the  experiments 
were  made,  the  apparatus  used,  the  methods  of  observation,  and  the 
method  of  reducing  the  results,  the  following  may  be  said  by  way  of 
direct  reply  to  the  questions  raised  in  the  discussion  and  corre- 
spondence : 

It  has  been  suggested  that  certain  constants  used  in  the  work  were 
not  determined  with  sufficient  j)recision.  In  particular,  the  specific 
gravity  of  the  mercury  used,  the  calibration  of  the  gauges,  and  the 
diameter  of  the  pii:)e  have  been  called  in  question. 

It  is  obvious  that  whatever  error  there  may  have  been  in  the  value 
of  the  specific  gravity  of  the  mercury  aifected  only  the  value  of  the 
loss  of  head  between  piezometer  stations.  The  authors  felt  justified 
in  assuming  that  the  value  used  (13.6)  could  be  depended  upon  as 
correct  to  a  degree  greater  than  the  j)ossible  degree  of  precision  at- 
tainable in  the  observations.  Table  No.  10,  given  by  Mr.  Kuichling, 
shows  that,  so  far  as  the  effect  of  variations  of  temperature  is  con- 
cerned, the  assumption  is  justified.  It  may  be  pointed  out  that,  if 
the  true  value  of  the  specific  gravity  is  between  13.54  and  13.66,  the 
error  involved  in  the  value  13.6  is  less  than  h  of  1  per  cent.  An  error 
of  I  of  1%  in  the  value  of  the  lost  head  would  affect  /  by  the  same 
relative  amount,  and  c  by  half  that  relative  amount,  or  \  of  1  per  cent. 
Such  an  error  is  far  within  the  possible  limit  of  accuracy  of  the  obser- 
vations. 

With  regard  to  the  calibration  of  the  piezometers,  it  would  appear 
that,  since  the  position  of  the  top  of  the  mercury  column  was  read 
directly  by  means  of  a  fixed  scale,  the  only  calibration  needed  was  the 
testing  of  the  graduations  of  the  scale  and  the  determination  of  the 
height  of  the  zero  of  the  scale  above  the  surface  of  the  mercury  in  the 
reservoir.  The  degree  of  precision  needed  in  the  latter  determination 
was  not  great,  for  reasons  stated  in  the  paper.  The  scales  used  were 
accurately  graduated  by  a  reliable  maker,  and  were  undoubtedly  cor- 
rect to  an  even  greater  degree  of  j)i'ecision  than  the  nature  of  the  ex- 
periments necessitated. 

The  diameters  of  the  steel  and  wooden  pipes  were  not  determined 
by  direct  measurement.  The  conditions  made  this  impossible,  even 
had  it  been  desirable.  The  diameters  were  comiDuted  from  the  dimen- 
sions of  the  plates  used  (in  case  of  the  steel  pipe)  and  of  the  staves 
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(in  case  of  the  wooden  pipe).     As  the  diameter  of  the  wooden  pipe  Messrs.  Marx 
especially  has  been  questioned,  it  may  be  said  that  the  value  72.5  ins.       HoiSfins. 
was  taken  from  the  data  given  in  Mr.  Goldmark's  i^per.* 

"  The  pipe  was  built  of  thirty-two  staves,  the  finished  staves  being 
7^  ins.  wide  on  the  outside,  7^  ins,  wide  on  the  inside  and  2  ins.  in 
thickness.  *  =;=  *  Both  sides  of  the  staves  were  dressed  in  a  plan- 
ing machine  to  conform  to  the  outlines  of  a  circle;  the  outside  to  a 
circle  of  38^  ins.  radius,  and  the  inside  to  a  circle  of  361  ins.  radius." 

If,  instead  of  taking  the  value  here  given  for  the  inner  radius,  S6j 
ins.,  the  radius  is  computed  from  the  width  of  the  staves,  a  slightly 
greater  value  results.  The  value  of  the  diameter  thus  computed  is 
72.57  ins.  or  72.69  ins.,  according  to  whether  the  width  71  ins.  was 
measured  along  the  circular  arc  or  along  the  chord.  It  thus  appears 
that  the  dimensions  of  the  staves  give  a  value  of  the  diameter  a  little 
greater  than  the  value  used  by  the  authors,  rather  than  a  little  less,  as 
stated  by  Mr.  Henny.  As  regards  the  effect  of  the  swelling  of  the 
wood  upon  the  diameter,  the  authors  can  express  no  opinion,  having 
no  experimental  knowledge.  Neither  can  definite  information  be 
given  as  to  changes  in  the  shape  and  size  of  the  cross-section  due  to 
earth  pressure. 

Two  remarks  seem  pertinent  in  this  connection:  First,  whatever 
uncertainty  exists  as  to  the  value  of  the  diameter  of  the  stave  pipe 
when  in  use,  similar  uncertainty  will  exist  in  case  of  any  pipe  line  to 
be  designed  in  the  future.  Second,  the  greatest  possible  error  that  can 
be  attributed  to  this  uncertainty  is  insignificant  in  comparison  with 
the  difference  between  the  results  shown  by  the  Ogden  experiments 
and  those  hitherto  accepted  by  some  engineers. 

The  question  has  been  raised  as  to  whether  the  observations  may 
not  have  been  vitiated  by  the  presence  of  air  in  the  water.  There  are 
two  ways  in  which,  conceivably,  air  may  influence  measurements  of 
the  kind  under  discussion — by  accumulating  at  the  summits  of  the  pipe 
line,  thus  reducing  the  cross-section  at  these  points,  and  by  accumu- 
lating in  the  piezometer  pipes.  As  to  the  former,  it  may  be  said  that 
the  air- valves  along  the  entire  pipe  line  were  opened  every  morning 
for  the  escape  of  whatever  air  might  have  accumulated.  Although  it 
is  true  that  air-valves  are  not  j)resent  at  all  the  summits  of  the  wooden 
pipe,  the  slope  of  this  pipe  is  everywhere  so  small  that  the  accumula- 
tion of  air  seems  improbable.  Moreover,  as  remarked  by  Mr.  Henny, 
the  relief  shaft  at  the  tunnel  would  have  the  effect  of  freeing  the  water 
from  air  just  before  it  entered  the  section  of  wooden  pipe  experi- 
mented on.  It  may  be  said  further  that  if  air  in  this  pipe  had  been  a 
serious  disturbing  factor,  the  results  would  have  shown  much  greater 
irregularity  than  is  indicated  in  Fig.  10.  As  to  the  possible  effect  of 
air  in  the  piezometer  connections,  the  authors  fully  recognized  the  ne- 
cessity of  keeping  these  connections  free  from  air.  As  stated  in  the 
*  Transactions,  iVm.  Soc.  C.  E.,  Vol.  xxxviii,  p.  268. 
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Messrs.  Miirx,  })aper,  iiM  iiii-cock  was  in  each  case  placed  at  the  highest  point  of  the 
Hawkins!  pip^"*  h^adiiijjj  from  tho  preasure-soction  to  tlic  ])iezometer,  and  tliifi  was 
frequently  opened  for  the  escape  of  air. 

It  may  be  said  that,  in  the  manipulation  of  the  air-cocks,  no  notice- 
able amount  of  air  was  in  any  case  found  to  have  accumulated.  That 
a  small  (juautity  did  collect  when  the  gauges  were  out  of  use  for  sev- 
eral hours  was  shown  by  the  fact  that  slightly  different  gauge-read- 
ings were  sometimes  obtained  before  and  after  the  cock  was  opened  at 
the  beginning  of  a  series  of  observations. 

The  question  as  to  the  probability  of  sediment  having  been  present 
in  the  pipe  in  quantities  sufficient  to  aifect  apjDreciably  its  carrying 
capacity  has  been  answered  by  Mr,  Goldmark.  It  may  be  said  further, 
that  twice  during  the  period  covered  by  the  observations  the  interior 
of  the  steel  pipe  was  examined  throughout  its  entire  length,  and  that 
no  important  amount  of  sediment  was  found. 

In  reply  to  Mr.  Noble's  question  regarding  variations  in  the  rate  of 
discharge  during  the  periods  of  observation,  reference  may  be  made 
to  what  is  said  under  the  heading  "Plotting  of  Reduced  Readings," 
page  480,  and  to  the  sample  curves  in  Figs.  4  and  5.  The  steadiness  of 
the  rate  of  discharge  is  shown  by  the  curves  giving  difference-gauge 
readings.  At  the  time  when  the  experiments  were  made,  the  con- 
sumption of  water  in  the  supply  of  power  to  customers  was  not  subject 
to  frequent  variation,  and  the  total  rate  of  discharge  could  be  ad- 
justed, within  certain  limits,  to  the  needs  of  the  experiments. 

The  reason  a  longer  section  of  the  wooden  pipe  was  not  used  in  the 
experiments  was  on  account  of  the  existence  of  the  open  stand-pi23e  at 
the  tunnel,  permitting  an  overflow  of  water  until  the  velocity  reached 
about  1.5  ft.  per  second.  It  was  desired  to  extend  the  observations  to 
as  low  velocities  as  practicable,  especially  as,  under  the  conditions 
then  existing,  the  range  was  necessarily  limited  to  velocities  below  4 
ft.  per  second. 

In  reply  to  Mr.  Henny's  question  as  to  the  attachment  of  piezome- 
ters to  the  wooden  pipe,  it  is  to  be  said  that  it  was  necessary  to  tap 
the  pipe  when  under  pressure,  and  that  it  was  not  practicable  to  in- 
sure perfect  smoothness  of  the  hole  and  freedom  from  splinters.  That 
no  serious  splintering  occurred  was  indicated  by  the  smoothness  of 
the  issuing  jet.  The  authors  see  no  reason  to  believe  that  the  pres- 
ence of  splinters  at  the  inner  edge  of  the  hole  would  have  an  appreci- 
able effect  upon  the  indications  of  the  piezometer. 

Some  remarks  may  be  made  by  way  of  general  comment  upon  the 
conditions  under  which  the  experiments  were  made,  and  uj)on  the 
methods  adopted.  If  comparison  be  made  with  similar  experiments 
made  elsewhere,  it  will  be  seen  that  the  Ogden  experiments  were 
made  under  conditions  some  of  which  were  favorable  and  others  some- 
what unfavorable. 
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The  conditions  for  measuring  the  rate  of  discharge  were  exception-  Messrs.  Marx, 

WiriET  Atid 

ally  favorable,  owing  to  the  presence  of  the  Venturi  meters.  The  relia-  Hoskins. 
bility  of  these  measurements  has  not  been  questioned  in' the  discussion. 
It  is  believed  that,  where  Venturi  meters  are  available,  most  engineers 
will  prefer  this  method  of  measurement,  both  to  the  use  of  weirs  and 
to  direct  measurement  in  a  reservoir.  While  weir  measurements  of  the 
most  careful  kind  will  doubtless  yield  results  which  many  engineers 
would  regard  as  fully  equal  in  reliability  to  those  obtained  with  Ven- 
turi meters,  it  is  probable  that  this  high  standard  has  been  reached  in 
only  a  few  of  the  weir  measurements  made  in  exjjeriments  on  the 
carrying  capacity  of  large  pipes. 

As  regards  the  measurement  of  lost  head,  where  the  pressure  con- 
ditions permit  the  use  of  water  piezometers,  these  are  to  be  i^ref erred 
to  mercury  gauges,  since  their  indications  are  more  precise  in  the  ratio 
of  the  density  of  mercury  to  that  of  water.  The  experience  of  the 
authors  leads  them  to  believe,  however,  that  if  the  mercury  gauge  is 
read  to  the  thousandth  of  a  foot,  the  last  figure  will  usually  be  correct 
to  within  one  unit.  An  error  of  0.002  ft.  would  be  equivalent  to  less 
than  0.03  ft.  of  water. 

It  is  true  that  a  great  length  of  pipe  is  to  be  preferred  to  a  small 
length,  other  conditions  being  equally  favorable,  since  a  given  error  in 
the  measured  loss  of  head  is  important  in  inverse  ratio  to  the  length. 
It  may  be  suggested,  however,  that  the  use  of  the  long  pipe  may  not 
be  without  its  disadvantages,  among  which  may  be  mentioned  the  in- 
creased difficulty  of  avoiding  the  accumulation  of  air  at  summits. 

It  should  be  observed  that  the  sacrifice  of  precision  involved  in 
the  use  of  mercury  gauges  instead  of  water  columns,  and  in  the  use  of 
a  comparatively  short  length  of  pipe,  may  be  compensated  by  multi- 
plying the  number  of  observations.  The  observational  errors  in  the 
values  of  the  lost  head  are  true  "  accidental  "  errors,  as  likely  to  be 
plus  as  minus.  The  importance  of  these  errors,  as  affecting  the  mean 
of  the  series  of  results,  is  indicated  by  the  degree  of  accordance  of 
the  results  among  themselves.     This  question  will  be  discussed  below. 

The  most  unfavorable  feature  of  the  experiments  was  the  leakage 
in  the  mercury  gauge  at  the  lower  end  of  the  steel  pipe.  This  has  been 
fully  discussed  in  the  paper,  and  needs  no  further  comment  here.  The 
authors  would  only  remark  that,  although  the  steel  pipe  observations 
show,  on  this  account,  less  accordance  than  was  expected,  the  general 
results  are  believed  to  be  fairly  reliable.  Their  reliability,  in  fact,  has 
been  accepted  practically  by  those  who  have  discussed  the  paper. 

(2)  Accordance  of  EesuUs.— Some  light  is  thrown  upon  the  degree 
of  precision  of  the  results  by  a  careful  examination  of  their  accordance 
among  themselves. 

It  has  been  pointed  out  that  the  values  of  c  for  low  velocities  show 
very  considerable  discrepancies.     The  values  of  c  do  not,   however, 
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givo  (liroct  iLulicatiou  of  tlio  def^reo  of  })recisiou  of  the  mcaRnromonts. 
ThiH  is  to  be  ascortaiuod  ))y  (^oiiipariHou  of  tho  values  of  thoquautities 
directly  measured  rather  than  of  ([uautities  computed  from  them. 
The  values  of  the  lost  head,  Ixung  ohtaiued  by  taking  differences  of 
observed  ciuautities,  may  be  treated  as  if  obtainetl  by  direct  observa- 
tion, and  their  accordance  gives  a  direct  indication  of  the  precision  of 
the  observations;  while  the  values  of  c,  which  vary  inversely  with  r^, 
magnify  the  errors  very  greatly  for  small  values  of  r. 

Referring  first  to  the  steel  i)ipe  observations,  the  best  indication 
of  the  degree  of  accordance  is  afforded  by  Fig.  G.  It  is  seen  that  the 
observations  at  low  velocities  show  about  the  same  accordance  as  the 
rest  of  the  series. 

If  the  curve  shown  in  Fig.  6  be  taken  as  representing  the  mean 
values  resulting  from  the  series  of  observations,  the  probable  error  of 
an  observation  may  be  estimated  by  computing  residuals  from  the 
mean  values,  and  applying  the  usual  formula.  These  residuals  are 
found  by  subtracting  from  each  "observed"  value  of  7/' the  value 
given  by  the  curve  for  the  same  velocity.  Applying  the  least-squares 
formula,  the  probable  error  of  a  single  observation  is  found  to  be 
0.0142.  This  is  the  probable  error  of  an  observed  value  of  the  loss  of 
head  per  thousand  feet.  Multii)lying  by  the  length  of  the  pipe  ex- 
pressed in  thousands  of  feet,  we  find  0.062  ft.  as  the  probable  error  of 
an  observed  value  of  the  total  loss  of  head. 

The  error  in  c  caused  by  a  given  error  in  H'  may  be  found  by  differ- 
entiating the  formula  v  =  c  -y/  rs,  which  may  be  written 

V 


25.8 


^/  H'' 


If  5c  is  the  error  in  c  caused  by  an  error  d  W  in  H' ,  we  have 

12.9  V 


5  c  = 


y^  H'' 


dH'. 


Using  this  relation,  and  assuming  0.0142  as  the  probable  error  of  H\ 
the  values  of  the  probable  error  of  c  for  different  values  of  v  are  as 
follows : 


V 

0.5 

1.0 

1.5 

2.0 

2.5 

3.0 

3.5 

4.0 

P.E.otc 

59 

15 

6.5 

3.7 

2.3 

1.6 

1.2 

0  91 

It  should  be  noticed  that  these  values  denote  the  probable  error  of 
the  value  of  c  derived  from  a  single  observation,  not  that  of  the  adopted 
mean  values.  Of  the  degree  of  precision  of  these  mean  values,  no  very 
definite  estimate  can  be  made,  since  the  values  of  H'  given  by  the  curve 
in  Fig.  6  for  different  values  of  v  are  not  obtained  by  averaging  several 
direct  observations  on  a  quantity  whose  true  value  is  constant,  and  no 
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accurate  estimate  can  be  made  of  the  number  of  observations  con-    Messrs.  Mar.\ 
tributing  to  the  average  result  adopted  for  a  given  value  of  v.     The        Hoskins. 
mean  values  must,  however,  be  regarded  as  having  a  decidedly  higher 
degree  of  precision  than  a  single  observed  value. 

The  sinuous  character  of  the  mean  curve  showing  values  of  c  (Fig. 
7)  has  been  referred  to  as  casting  susjncion  on  the  results.  As  stated 
in  the  paper,  the  authors  do  not  regard  the  experiments  on  the  steel 
pipe  as  suflSciently  precise  to  exclude  the  possibility  that  this  sinu- 
osity may  be  due  to  uncompensated  eiTors.  It  may  be  remarked,  how- 
ever, that  such  a  variation  of  c  with  the  velocity  cannot  be  regarded  as 
extremely  improbable  a  priori,  especially  if  c  is  nearly  constant,  as 
seems  to  be  the  case  for  considerable  ranges  of  velocity  in  large  riveted 
pipes.  A  constant  value  of  c  would  mean  that  the  loss  of  head  varies 
as  the  square  of  the  velocity.  This  law  would  give,  in  Fig.  6,  a  para- 
bola with  vertex  at  the  origin  and  axis  vertical.  It  is  entirely  possible 
to  assume  a  curve  intersecting  a  given  parabola  in  several  points,  with- 
out implying  any  irregularity  in  the  law  connecting  H'  and  r.  The 
curve  shown  in  Fig.  G  implies  a  fairly  regular  law,  notwithstanding 
that  the  corresponding  curve  for  c  is  sinuous. 

If  the  precision  of  the  observed  values  of  H'  for  the  -wooden  pipe  be 
estimated  in  the  above  manner,  adopting  the  mean  curve  shown  in 
Fig.  10,  the  results  reached  are  the  following: 

Probable  error  of  H'  =  0.0123. 

Probable  error  of  an  observed  value  of  the  total  loss  of  head  be- 
tween pressure  stations  =  0.0123  X  2.71  =  0.033. 

If  the  very  discrepant  observation  No.  46  be  omitted,  these  values 
are  reduced  to  0.00802  and  0.022.  Adopting  the  larger  values,  the 
probable  error  of  the  value  of  c  obtained  from  a  single  observation, 
computed  as  in  the  case  of  the  steel  pipe  observations,  has  the  follow- 
ing values  for  different  velocities : 


V 

0.5 

1.0 

1.5 

2.0 

2.5 

3.0 

3.5 

4.0 

p.  E.otc 

21 

9.5 

5.4 

3.5 

2.5 

1.9 

1.4 

1.1 

Eeferring  to  Mr.  Noble's  statement  that  the  experiments  appear  to 
show  no  uniformity  in  the  relation  between  mean  velocity  of  flow  and 
loss  of  head,  it  may  be  pointed  out  that,  in  the  case  of  the  experiments 
on  the  wooden  pipe  this  relation  appears  to  be  well  represented  by  the 
equation 

^'  =  0.03Ur  -f- 0.0343  r^. 

The  fact  that  this  relation  holds,  within  the  range  of  the  experiments, 
does  not,  of  course,  warrant  its  application  to  higher  velocities. 
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Mt«!«<rs.  Marx,  ( 'i )  Coinpto'ison  icifh  Other  E.tperhnetital  Data. — Many  data  relat- 
iioskms!  i^^ri'  ^o  tlio  cHiTviug  fiipacity  of  large  riveted  pijK's  are  available. 
Although  a  considerable  gap  exists  between  the  size  of  the  Ogdeu  pipe 
and  the  sizes  of  the  largest  pipes  previously  experimented  on,  the  re- 
sults appear  to  be  accepted  as  in  agreement  with  what  previous  knowl- 
edge would  lead  us  to  expect. 

In  the  case  of  wooden  i)ipe  very  little  exj)erimental  knowledge  is 
available  for  comparison.  Reference  is  made  in  the  paper  to  three 
experiments,  and  to  these  Mr.  Adams  has  now  added  a  fourth.  The 
published  accounts  of  the  gaugiugs  of  tUe  Denver  and  Butte  City  con- 
duits are  very  meager,  and  without  further  information  as  to  the 
methods  used,  the  results  do  not  appear  to  be  entitled  to  great 
w^eight.*  The  diameters  of  these  conduits  are  30  ins.  and  24  ins., 
respectively,  while  those  of  the  pipes  experimented  upon  by  Mr. 
Adams  at  Astoria  and  at  Los  Angeles  are  18  ins.  and  14  ins.,  respect- 
ively. Experiments  with  pipes  of  these  sizes,  however  reliable,  do 
not  afford  a  safe  basis  for  estimating  the  capacity  of  a  conduit  72  ins. 
in  diameter. 

It  is  true  that  in  the  absence  of  experimental  knowledge  obtained 
directly  from  wooden  pipes,  many  engineers  have  felt  justified  in 
using  the  results  of  experiments  made  upon  smooth  cast-iron  pipes, 
and  upon  open  conduits  with  comparatively  smooth  surfaces.  Even 
on  this  basis  not  many  data  are  available  for  estimating  the  capacity 
of  pipes  as  large  as  6  ft.  in  diameter.  So  far  as  known  to  the  authors, 
the  experiments  of  Stearns  and  FitzGerald  are  the  only  careful  gaug- 
ings  made  of  smooth  pipes  of  diameters  as  great  as  4  ft.,  previous  to 
those  at  Ogden.f 

The  curves  given  by  Hamilton  Smith,  Jr.,  M.  Am.  Soc.  C.  E., 
showing  the  relation  between  c  and  ^  for  different  diameters  up  to  8 
ft.,  appear  to  be,  for  the  larger  sizes,  mainly  speculative,  obtained  by 
assuming  that  the  laws  observed  to  hold  for  small  pipes  may  be  ex- 
pected to  hold  for  large  sizes  also.  Such  an  extension  of  a  purely 
empirical  law^  far  beyond  the  limits  of  the  data  upon  which  it  is  based 
can  afford  no  reliable  basis  for  estimating  the  credibility  of  a  new  set 
of  experimental  results. 

To  reason  from  cast-iron  or  cement-lined  pipes  to  wooden  pijjes 
involves  the  assumption  of  equal   "  smoothness.  "^     To  reason  from 

*  Mr.  D.  C.  Henny  informs  the  authors  that  the  Butte  City  gauging  was  made  by 
him,  and  that  the  method  used  in  measuring  the  velocity  of  flow  was  not  such  as  to 
insure  a  high  degree  of  accuracy.  In  regard  to  the  Denver  experiment,  the  statement 
of  Mr.  Schuyler,  in  the  paper  already  cited,  that  the  discharge  measurements  were 
checked  by  the  use  of  a  current  meter,  indicates  that  the  standard  of  accuracy  was 
not  high. 

t  In  the  translation  of  the  work  of  Ganguillet  and  Kutter,  by  Hering  and  Traut- 
wine,  the  result  of  an  experiment,  by  Jas.  M.  Gale,  on  a  new  cast-iron  pipe  4  ft.  in 
diameter,  and  33  miles  long,  is  given.  The  value  of  c  is  112.4  for  a  velocity  of  3.458  ft.  per 
second,  the  corresponding  value  of  n  being  0.0168.  It  will  be  noticed  that  this  value  of 
c  is  very  decidedly  lower  than  those  found  by  Stearns  and  FitzGerald.  The  method  of 
measurement  is  not  stated,  and  the  degree  of  reliability  of  the  results  is  unknown. 
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open  conduits  of  various  shapes  to  a  closed  circular  pipe  involves  Messrs.  Marx 
the  assumption  that  the  effect  of  the  form  of  the  cross-section  ^ffiins!^ 
upon  the  loss  of  head  is  wholly  accounted  for  in  the  value  of  the 
hydraulic  radius.  In  the  opinion  of  the  authors  neither  assumption  can 
be  justified  theoretically,  or  (in  the  present  state  of  knowledge)  ex- 
perimentally. The  words  "rough"  and  "smooth,"  when  applied 
to  the  inner  surface  of  a  conduit,  must  be  understood  as  referring  to 
the  total  effect  of  the  inner  surface  in  retarding  the  flow.  ^Yhether 
the  adhesion  of  water  is  greater  or  less  for  a  surface  of  water-soaked 
wood  than  for  an  asphaltum-coated  surface  of  cast  iron  can  be  known 
only  by  experiment. 

Causes  of  Loss  of  Head. 

Among  the  questions  considered  in  the  correspondence  is  that  of 
the  causes  of  the  losses  of  head  observed  in  the  steel  and  wooden 
pipes.  No  attempt  w^as  made  by  the  authors  to  estimate,  separately, 
the  effects  of  the  various  conditions  which  obviously  contributed  to 
the  total  losses  observed.  The  values  found  for  H',  c  and/ are  to  be 
regarded  as  resultant  values,  due  to  the  combined  effect  of  all  resist- 
ances. 

Mr.  Kuichling's  method  of  estimating  the  loss  of  head  due  to  rivet 
heads  or  other  protuberances  is  to  be  justified,  if  at  all,  by  com- 
parison with  experimental  results,  not  only  in  this  case,  but  in  many 
cases.  The  "Weisbach  formula,  upon  which  the  method  is  based, 
must  be  regarded  as  empirical,  and  this  application  appears  to  be 
a  very  radical  extension  of  the  limits  within  which  the  formula  is  to 
be  used. 

Mr.  Le  Conte  suggests  that  the  value  of  c  for  the  steel  pipe  is 
a  function  of  the  thickness  of  the  plates  of  which  the  pipe  is 
made.  In  the  case  of  lap-jointed  pipes,  whether  "taper"  or 
"cylinder,"  it  is  reasonable  to  suppose  that  the  thickness  of  the 
plates  is  one  of  the  factors  governing  the  loss  of  head,  but  it  is  not 
evident  that  this  is  the  case  when  butt  joints  are  used,  as  in  the 
Ogden  pipe. 

It  may  reasonably  be  assumed  that  a  portion  of  the  loss  of  head, 
in  both  the  steel  and  the  wood  pipes,  is  due  to  bends.  The  amount 
of  this  effect  is  a  matter  of  great  interest  and  importance;  but  in  the 
present  state  of  experimental  knowledge  it  seems  useless  to  attempt  a 
quantitative  estimate.  The  authors  do  not  regard  it  as  improbable 
that  a  straight  pipe,  otherwise  similar  to  the  wooden  i^ipe  experi- 
mented upon,  would  give  values  of  c  materially  higher  thau  those 
found.  As  a  guide  to  future  design,  however,  the  results  do  not  lose 
value  by  reason  of  the  bends,  since  in  practice  the  existence  of  bends 
will  be  the  rule  rather  than  the  exception. 
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Applicability  ok  Kutter's  Formula. 

In  tho  opinion  of  the  authors,  no  rational  formula  for  the  diHchargo 
of  ]>i])('s  is  in  oxisteuoo,  and  the  complexity  of  the  conditions  affect- 
ing loss  of  head  is  such  as  to  offer  little  ground  for  the  V)elief  that 
such  a  formula  will  be  discovered  in  the  future.  So  far  as  theoretical 
basis  is  concerned,  the  Chezy  formula  is  as  satisfactory  as  any. 

The  Kutter  formula  is  merely  an  attem})t  to  express  the  value  of 
c  in  the  Chezy  formula  as  a  function  of  three  quantities,  "  roughness  " 
of  surface,  hydraulic  radius,  and  hydraulic  slope.  It  is  purely  em- 
pirical, and  is  based  wholly  upon  experimental  data  obtained  from 
open  channels.  The  authors  of  the  formula  designed  it  for  applica- 
tion only  to  oi3en  channels,  and  although  it  is  now  quite  extensively 
applied  to  closed  pipes,  the  data  upon  which  this  extension  is  based 
include  few  experiments  upon  large  circular  conduits.  The  authors 
have  pointed  out  in  the  paper  that  no  constant  value  of  n  (the  coeffi- 
cient of  roughness)  will  bring  their  results,  for  either  the  steel  or  the 
wooden  pipe,  into  even  approximate  conformity  with  the  formula. 
The  variation  of  )i  with  the  velocity  is  shown  in  the  following  table: 


V. 

n. 

Steel  pipe. 

Wood  pipe. 

1 

0.0135 
0.0142 
0.0144 
0.0145 

0.015 

2 

0.0137 

3 

0.0131 

4 

0.0128 

The  opinion  was  also  expressed  that  the  diflferent  values  of  n  shown 
in  Table  No.  4  for  new  riveted  pipes  of  various  sizes  could  not  be  at- 
tributed to  difierences  in  roughness.  Further,  it  was  pointed  out 
that  the  experiments  of  Mr.  Adams  at  Astoria,  on  an  18-in.  stave 
pipe,  when  compared  with  those  made  at  Ogden  by  the  authors  on  72- 
in.  pipe,  show  that  the  value  of  n  for  stave  pipe  must  be  regarded  as 
varying  with  the  diameter,  if  Kutter's  formula  is  to  be  applied.  The 
variation  of  7i  with  the  velocity  has  been  noticed  in  various  other 
cases,  and  is  mentioned  by  several  A\Titers.  In  view  of  these  facts, 
the  opinion  expressed  in  the  paper,  that  Kutter's  formula  must  be  re- 
garded as  defective  so  far  as  applicability  to  large  pipes  is  concerned, 
appears  to  be  fully  justified. 
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MEMOIRS   OF   DECEASED   MEMBERS. 


WILLIAM  EZRA  WORTHEN,  Past-President  aud  Hon.   M.  Am.  Soc. 

C.  E.* 


Died  April  2d,  1897. 


William  Ezra  Worthen,  Past-Presideut  of  the  American  Society  of 
Civil  Engineers,  died  at  his  residence,  in  New  York  City,  on  April  2d, 
1897,  after  an  illness  of  some  months. 

Mr.  Worthen  was  born  at  Amesbury,  Mass.,  March  14th,  1819;  his 
father,  Ezra  Worthen,  having  been  one  of  the  projectors  of  Lowell  as  a 
center  of  manufactures,  and  the  first  Suj^erintendent  of  the  Merrimac 
Mills  from  date  of  June,  1822.  William  E.  Worthen,  after  having  been 
fitted  for  college  by  I.  B.  Hayward,  of  Boston,  was  entered  at  Harvard, 
and  graduated  from  that  institution  in  1838. 

He  commenced  the  profession  of  civil  engineering  under  the  tutor- 
ship of  S.  M.  Felton,  an  assistant  in  the  oflSce  of  the  then  prominent 
engineer.  Colonel  Loami  Baldwin;  and  the  day  after  graduation  from 
Harvard  was  put  to  work  under  the  direction  of  George  R.  Baldwin, 
measuring  the  flow  of  the  water  used  at  the  Merrimac  Mills.  With  Mr. 
Baldwin  he  went  to  Boston  and  was  employed  in  the  surveys  and 
brook  measurements  for  an  increased  suj)ply  for  the  Jamaica  Ponds 
Water- Works,  a  private  enterprise  for  supplying  Boston  with  water  by 
gravity.  He  then  returned  to  Lowell,  and,  under  the  late  James  B. 
Francis,  Past-President  and  Hon.  M.  Am.  Soc.  C.  E.,  was  engaged  for 
some  time  in  general  hydraulic  and  mill  work. 

In  1840  Mr.  Worthen  was  with  Mr.  G.  W.  ^Tiistler  on  the  Albany 
and  Stockbridge  Railroad,  commencing  with  the  preliminary  surveys 
of  the  road  and  remaining  until  its  completion;  7  miles  of  the  con- 
struction work  having  been  under  his  immediate  charge.  Returning 
to  Lowell  he  was  again  engaged  with  Mr.  Francis  in  hydraulic  work 
and  the  construction  of  the  lower  end  of  the  Northern  Canal;  he  then 
designed  and  built  a  dam  and  the  mills  on  the  Suncook,  at  Suncook, 
N.  H.  He  also  designed  and  constructed  a  dam  and  mills  for  the  Bos- 
ton Manufacturing  Company,  on  the  Charles  River  at  Waltham,  and 
the  Suffolk,  Tremont,  Lawrence,  Appleton  and  Hamilton  Mills  at 
Lowell.  He  reported  on  the  water  supply  of  Lowell,  and  for  a  time 
was  in  charge  of  the  cotton  mills  and  machine  shops  of  the  Boston 
Manufacturing  Company,  as  Acting  Superintendent. 

*  Memoir  prepared  by  Julius  W.  Adams.  George  S.  Gi-eene.  Henry  Flad.  Joseph  P. 
Davis  and  Alphonse  Fteley.  Members,  Am.  Soc.  C.  E. 
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After  a  visit  to  Europe,  iu  IHll),  Mr.  Worthen  came  to  New  York 
City  iiiul  to  Hoiiio  extent  devoted  himself  to  iirehiteeturul  work,  hiiild- 
iug  the  struetures  at  No.  200  Broadway.  At  the  Hamc^  time  he  took 
l>art  iu  editiug  several  mechauical  i)ublicatious.  Iu  1851  he  was  iu 
charge  of  the  cottou  mills  aud  machine  shops  of  the  Matteawan  Com- 
])any  at  Fishkill;  but,  returning  to  New  York  in  the  following  year, 
he  was  again  engaged  as  an  architect,  designing  and  constructing, 
.among  other  buildings,  the  bindery  of  the  Appleton  Publishing  Com- 
pany, in  Franklin  Street,  and  their  present  works  in  Williamsburg. 
Later,  he  was  Engineer  of  the  New  York  and  New  Haven  Railroad 
and  Vice-President  of  that  road  until  1854,  under  Mr.  Robert  L. 
Schuyler. 

He  designed  and  built  the  dam  across  the  Bronx  River  at  "West 
Farms;  and  then,  opening  an  office  in  New  York  City,  supplemented 
his  architectural  and  engineering  practice  by  constructive  iron-work 
and  steam  heating  for  buildings.  He  was  engaged  for  a  long  time  in 
general  engineering  work;  building  the  dam  across  the  Mohawk  at 
Cohoes,  N.  Y''.,  testing  steam  pumping  machinery  at  many  points,  and 
designing  pumping  engines  for  Mr.  Kirkwood  for  his  reports  on  the 
water  supply  of  Cincinnati,  and  of  St.  Louis.  He  devised  floating 
grain  docks  for  the  same  engineer  at  the  Jersey  City  depots  of  the  Erie 
Railroad  Company,  and  was  Sanitary  Engineer  of  the  Metropolitan 
Board  of  Health,  of  New  York  City,  during  its  whole  existence,  1866- 
1869. 

Mr.  Worthen  had  much  practice  in  the  measurement  of  the  flow  of 
water  in  canals,  reporting  upon  this  class  of  work  for  Paterson,  Tren- 
ton, Passaic  and  Indianapolis,  among  the  more  important.  He  fin- 
ished the  Southern  Boulevard  in  New  York  City;  built  the  first  pump- 
ing engine  at  High  Bridge,  New  York  City;  the  engine  at  Rockville 
Center  and  many  pumping  engines  of  smaller  capacity;  extended  the 
water  supply  of  the  City  of  Cohoes  and  finished  the  Water -Works  of 
Long  Island  City. 

As  Consulting  Engineer  he,  at  various  times,  examined  and  reported 
upon  the  Indianapolis  and  the  Hartford  Water- Works,  the  condition 
of  the  docks  of  New  York  City,  the  Riverside  Park,  the  extension  of 
the  streets  of  Brooklyn,  the  selection  of  pumping  engines  for  Boston, 
also  the  testing  of  large  j^umping  engines  at  Brooklyn,  Lawrence,  Jer- 
sey City,  Philadelphia,  St.  Louis,  Milwaukee  and  other  points.  For 
this  class  of  work  his  services  were  in  very  general  demand  for  many 
years.  In  1890  and  1891  he  served  as  Chief  Engineer  of  the  Chicago 
Main  Drainage  Canal.  He  was  Engineer  of  the  later  Commission  on 
Rapid  Transit  in  the  annexed  district  of  the  City  of  New  York,  and  re- 
ported upon  the  water-power  of  the  Falls  of  St.  Anthony,  Minn. 

He  served  on  a  committee  of  the  Society  apj)ointed  to  investigate 
the  failure  of  a  dam  at  Mill  River,  Williamsburg,  Mass. ,  his  associates 
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being  James  B.  Francis  and  Theodore  G.  Ellis.     Their  re23ort  will  be 
found  in  T7'(Uis<(ctio)i.<<,  Vol.  Ill,  page  118. 

Mr.  Worthen  was  a  frequent  contributor  to  the  professional  dis- 
cussions of  the  Society,  and  i^resented  the  following  papers:  "Im- 
provement of  Sedimentary  Rivers;"  Tiymsac/iorta,  Yol.  XX,  page  230; 
*' Concrete  Sewers  at  Mount  Yernon,  N.  Y.,"  Yol.  XXIY,  page  393; 
*' Steam  Heating,"  Yol.  XXIY,  page  206. 

This  very  incomjjlete  sketch  will  give  some  idea  of  the  varied  prac- 
tice which  had  occupied  Mr.  Worthen  during  a  long  and  most  active 
professional  life,  there  being  scarcely  a  branch  of  civil  or  mechanical 
engineering  wherein  his  professional  fitness  has  not  been  conspicuous 
in  a  marked  degree.  It  was  not  his  lot  to  j^i'oject  or  carry  to  com- 
pletion great  works  of  internal  improvement,  such  as  challenge  the 
admiration  of  the  unthinking  public,  but  in  a  very  unobtrusive 
way  he  continually  rendered  that  essential  service  toward  the  fur- 
thering of  enterprise,  without  which  the  best  conceived  projects 
would  prove  abortive.  To  a  remarkable  power  of  rapid  generaliza- 
tion, seemingly  incompatable  with  painstaking  accuracy,  he  united 
an  almost  intuitive  perception  of  the  requisite  expedients  of  detail  and 
design.  His  quickness  in  technical  analysis,  combined  with  the 
before-mentioned  qualities,  rendered  possible  the  successful  com- 
pletion of  many  important  works  with  which,  owing  to  a  forgetful- 
ness  of  self,  his  name  is  scarcely  associated.  A  retentive  memory,  to 
sift  and  treasure  the  facts  in  science  and  art  which  extended  study  had 
opened  up  to  him,  the  tact  of  judicious  selection  and  application, 
originality  and  boldness  at  times  bordering  on  audacity,  and  a  posi- 
tiveness  that  silenced  all  opposition,  have  been  the  characteristic  fea- 
tures of  his  long  practice. 

Whatever  Mr.  Worthen  may  have  owed  to  study  or  experience  in 
the  arts  of  construction,  his  acknowledged  genius  (using  the  word  in 
its  strictest  sense)  stamped  him  as  an  engineer,  na^citur  non  fit. 

Mr.  Worthen  possessed  an  overflowing  vein  of  wit  and  humor; 
which  served  to  temper  the  asperities  not  unusual  in  professional  de- 
bates; this,  coupled  with  a  kindliness  of  disposition  which  could  see 
nothing  in  others,  to  speak  of,  but  what  was  commendable,  led  to  his 
friends  being  numbered  only  by  his  acquaintance.  His  social  rela- 
tions were  of  the  happiest  kind,  and  his  memory  will  long  be  prized  by 
all  who  knew  him. 

He  married  Miss  Margaret  Hobbs,  of  Boston,  who  survives  him. 
Mr.  Worthen  became  a  Member  of  the  American  Society  of  Civil 
Engineers  December  ttth,  1867.     He  was  elected  President  of  the  So- 
ciety  January    19th,    1887,    and   served   one  term;   he   was  made  an 
Honorary  Member  of  the  Society  April  4th,  1893. 


5G8  MEMOIR   OF    IJUKK    KELLOGG    FIELD. 

lU  RR  KELLOGK;  field,  M.  Am.  Soc.  (.  E.* 


Died  January  13th,  1898. 


Burr  Kellogg  Field  was  boru  at  Auburn,  lud.,  on  the  5tli  day  of 
May,  1856.  Soon  after  his  birth  his  parents  moved  to  Malden-on-the 
Hudson,  in  New  York  State.  He  prepared  for  college  at  the  St. 
John's  Military  School  at  Sing  Sing,  N.  Y.,  and  entered  the  Sheffield 
Scientific  School  of  Yale  University  in  the  fall  of  1874,  graduating 
with  the  Class  of  1877.  His  college  career  was  not  marked  with  any 
extraordinary  incidents  except  his  great  popularity  among  his  asso- 
ciates. Owing  to  his  exceedingly  affable,  pleasant  and  generous  ways 
he  was  christened  by  his  associates  "The  Cherub,"  by  which  name 
he  was  known  among  his  intimates  until  the  last  day  of  his  life.  Mr. 
Field's  parents  were  wealthy,  and  he  was  denied  nothing  during  his 
college  course  which  would  add  to  his  happiness  or  contentment  or 
in  any  way  assist  him  in  the  prosecution  of  his  studies.  Ten  days 
before  commencement  his  father  failed  in  business,  and  Mr.  Field 
graduated  from  college  in  a  worse  than  penniless  condition,  being- 
obliged  to  borrow  money  from  his  associates  to  pay  his  ordinary 
student's  bills  in  and  about  New  Haven. 

Burr  K.  Field  commenced  his  engineering  career  after  graduating 
from  the  course  of  civil  engineering  at  Yale  University  as  a  water  boy 
to  a  section  gang  on  the  Baltimore  and  Ohio  Railroad  at  the  salary  of 
$3  per  week.  Every  engineer  knows  of  the  struggle  for  existence  of 
the  young  engineering  graduates  during  the  period  of  1877,  1878  and 
1879,  and  Mr.  Field's  case  was  no  different,  except  that  circumstances 
forced  him  to  provide  for  the  support  of  his  aged  father  and  mother 
and  younger  brother  and  sister  out  of  his  scant  earnings. 

In  July,  1878,  he  entered  the  service  of  the  St.  Louis  and  San 
Francisco  Railroad,  in  the  department  of  tracks,  bridges  and  build- 
ings, where  he  remained  until  September  10th  when  he  entered  the 
employ  of  the  Denver  and  Rio  Grande  Railroad  as  a  rodman  on  the 
New  Mexico  and  Colorado  Division.  After  leaving  the  Denver  and 
Rio  Grande  Railroad  he  was  engaged  as  a  rodman  on  the  construction 
of  the  Omaha  extension  of  the  Old  North  Missouri  Railroad  until 
August,  1879,  when  he  was  appointed  as  a  rodman  on  the  Wichita 
extension  of  the  St.  Louis  and  San  Francisco  Railroad,  in  which  place 
he  remained  until  the  spring  of  1880,  occupying  successively  the 
positions  of  rodman,  leveler  and  topographer. 

In  the  spring  of  1880  J.  F.  Hinckley,  M.  Am.  Soc.  C.  E. ,  was  de- 
tailed  by   the   St.    Louis   and  San   Francisco   Railway  Company  to 

*  Memoir  prepared  by  Charles  M.  Jarvis,  M.  Am.  Soc.  C.  E. 
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make  surveys  from  what  is  now  Monett.  Mo.,  to  Van  Buren,  Ark.,  and 
Mr.  Field  was  engaged  by  him  as  topographer.  He  remained  with 
Mr.  Hinckley  until  the  completion  of  the  preliminary  surveys.  Much 
of  the  country  traversed  was  wild  and  broken  in  the  extreme,  and 
little  or  nothing  was  known  about  it  previous  to  these  surveys.  Mr. 
Field  continued  as  topographer  on  location,  under  A.  P.  Man,  M.  Am. 
Soc.  C.  E. .  principal  assistant  engineer,  and  later  under  Mr.  M.  N. 
Eandall,  locating  engineer.  The  work  covered  the  territory  between 
Fayetteville,  Ark.,  and  Van  Buren,  Ark.,  the  line  crossing  the  Boston 
Mountains,  near  where  the  present  station  of  Winslow  is  located. 
Later  Mr.  Field  was  placed  as  engineer  in  charge  of  masonry,  trestles 
and  bridging  on  the  line  between  Winslow  and  Van  Buren.  The 
masonry  and  bridging  on  this  jDortion  of  the  line  is  important  m 
character,  the  streams  crossed  being  rapid  torrents,  and  the  founda- 
tions being  difficult  to  sink.  Under  his  direction  there  were  con- 
structed three  iron  trestles  ranging  from  400  to  700  ft.  in  length  and 
from  100  to  120  ft.  in  height,  besides  some  twenty  spans  of  Howe  truss 
bridges  resting  on  masonry  piers.  Upon  the  completion  of  this  work 
in  the  summer  of  1881,  Mr.  Field  joined  one  of  the  surveying  parties 
under  the  charge  of  E.  L.  Tan  Sant.  M.  Am.  Soc.  C.  E. ,  to  complete 
the  location  between  Tan  Buren  and  Fort -Smith,  and  to  make  prelimi- 
nary surveys  through  the  country  from  Fort  Smith  to  Paris,  Tex. 
He  remained  in  this  position  until  February,  1882,  when  he  was 
appointed  Assistant  Engineer  on  the  Northern  Pacific  Railroad. 

James  Dun,  M.  Am.  Soc.  C.  E.,  now  chief  engineer  of  the  Atchison. 
Topeka  and  Santa  Fe  Railroad,  who  was  at  this  time  chief  engineer  of 
the  St.  Louis  and  San  Francisco  Railroad,  speaks  of  Mr.  Field  in  the 
following  terms: 

"My  recollections  of  'Mi\  Field  are  of  the  most  favorable  nature, 
and  I  shall  always  retain  the  highest  impressions  of  his  character, 
professionally  and  jDersonally.  During  the  time  he  was  engaged  upon 
the  St.  Louis  and  San  Francisco  Railroad  he  was  associated  with  men 
more  than  ordinarily  bright,  and  who  have  since  all  won  an  honorable 
place  in  the  profession  which  they  adopted;  and  among  them  all  I 
know  of  no  one  who  promised  to  attain  more  than  he.  He  was  uni- 
versally liked  by  his  associates  and  by  all  who  came  in  contact  with 
him,  and  his  untimely  taking  off  was  deeply  regretted  by  all  of  his 
earlier  friends  and  associates  in  the  West."' 

From  February.  1882.  to  November,  1883,  Mr.  Field  was  Assistant 
Engineer  on  the  Xortheru  Pacific  Railroad,  part  of  the  time  in  charge 
of  the  construction  of  the  Yellowstone  Division,  and  later  in  charge  of 
the  tracks  and  bridges  in  the  construction  of  the  52  miles  of  the 
National  Park  Branch,  connecting  the  Yellowstone  Park  with  the 
Northern  Pacific. 

On  January  17th,  1884,  he  was  aj^pointed  by  Mr.  John  D.  Esta- 
brook,  then  Chief  Highway  Commissioner  of  the  City  of  Philadelphia, 
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to  tlio  important  i)ositi()n  of  Superintendent  of  IJridgos  in  tlie  Hi^li- 
way  Department  of  the  City  of  riiiia(leli)hia,  "  which  ])OHition  he 
tilled  in  a  thorough  and  conscientious  manner,  ever  looking  out  for  the 
l)ublic  welfare  regardless  of  party  pressure  or  selfish  ends." 

Two  years  later  in  188()  Mr.  Field  acce))ted  an  api)ointment  as 
Assistant  Engineer  of  the  Berlin  Iron  Bridge  ('ompany,  of  East  Berlin, 
Conn.  His  advancement  with  this  company  was  very  rapid,  and  at  the 
time  of  his  death  he  occupied  the  important  x>o«ition  of  Vice-Presi- 
dent, having  full  charge  of  the  making  of  all  contracts.  During  Mr. 
Field's  connection  with  this  comi)any  its  business  was  much  extended, 
and  its  product  introduced  into  all  parts  of  the  world.  In  achiev- 
ing this  Mr.  Field  had  no  small  part,  and  his  death  has  been  a  severe 
loss,  not  only  to  the  company,  but  also  to  his  associates. 

Mr.  Field  was  an  indefatigable  worker,  not  only  for  the  corpora- 
tions which  he  so  faithfully  served,  but  in  every  walk  of  life.  He 
w^as  a  friend  of  his  fellow-men,  a  devoted  and  earnest  worker  in  the 
church,  a  staunch  friend  to  the  cause  of  temperance,  and  active  and 
energetic  in  every  public  position  that  engaged  his  attention.  To 
quote  from  the  words  of  a  friend : 

"There  is  a  vacant  place — yes,  not  one  but  many  vacant  places  in 
our  midst,  and  his  absence  from  these  we  know  and  feel  is  our  great 
loss.  There  are  vacant  posts  of  duty  which  Avere  always  well  filled. 
How  many  and  varied  they  were!  The  posts  of  great  business  respon- 
sibility; of  influence  in  Church  w^ork;  of  prominence  in  the  efforts  for 
good  citizenship.  The  earnest  and  conscientious  life  which  occupied 
these  places  has  been  taken  from  us,  and  Ave  feel  our  loss.  But  not 
only  in  the  large  and  more  im^jortant  positions  do  we  know  that  a  loss 
has  come,  but  such  was  the  largeness  of  his  life  and  efibrts  that  within 
the  small  places  there  is  a  vacancy;  there  are  vacant  places  in  those 
higher  realms  of  life's  experience — friendship  has  lost  a  true  friend; 
earnest  and  conscientious  service  in  the  Church  has  lost  a  bright  ex- 
ample; Christianity  has  lost  a  good  Christian.  Think  of  what  is  good 
and  bright — he  stood  for  that.  Think  of  what  is  true  and  earnest — he 
stood  for  that.  Think  of  what  is  unselfish  and  noble  —he  stood  for 
that.  Think  of  what  is  tender  and  symjDathetic — he  exemplified  that. 
From  whatever  standpoint  we  view^  his  life,  as  a  business  man,  a 
citizen,  a  member  of  the  Church,  a  friend,  or  the  head  of  a  family,  we 
behold  one  who  stood  for  what  was  best  and  true  m  all  these.  To  say 
such  of  Burr  K.  Field  is  not  to  speak  flattery  or  extravagant  eulogy, 
but  only  to  speak  the  sober  truth." 

In  the  flush  of  manhood  he  was  taken  away  without  an  instant's 
warning. 

While  engaged  with  the  St.  Louis  and  San  Francisco  Railroad,  he 
became  acquainted  with  Miss  Juanite  Bourland,  the  daughter  of 
Doctor  Bourland,  of  Van  Buren,  Ark.,  to  whom  he  was  wedded  on  the 
5th  day  of  May,  1886,  and  who,  with  two  children,  survives  him. 

Mr.  Field  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  October  1st,  1884. 
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THOMAS   DAVIS  LOVETT,  M.  Am.  Soc.  C.  E.* 


Died  Decembek  5th,  1897. 


Thomas  Davis  Lovetfc,  son  of  Captain  PyamLovett  and  Liicv  Davis 
Lovett,  was  born  June  lOtli,  1823.  in  Beverly,  Mass.,  where  he  grew  to 
young  manhood,  receiving  his  education  from  the  Beverly  Academy, 
and  later  in  New  York  City.  He  was  descended,  both  on  the  paternal 
and  maternal  side,  from  honorable  ancestors,  and  was  a  great  grand- 
son of  Benjamin  Lovett,  one  of  the  one  hundred  and  five  minute  men 
who  marched  from  Beverly  to  Concord,  October  19th,  1775.  While  at 
the  academy  his  father  had  him  employ  the  usual  Wednesday  and 
Saturday  half  holidays  in  learning  the  routine  of  book-keeping  and 
commercial  transactions  as  they  occurred  in  the  Beverly  Bank,  of 
which  Captain  Lovett  had  for  many  years  been  president.  It  was  the 
father's  expectation  that  the  son  would  succeed  him  in  that  office  of 
trust  and  responsibility,  but  after  his  return  from  school  at  New  York 
he  began  the  practical  study  of  civil  engineering  under  Frank  Ed- 
wards, at  Beverly,  about  1841  or  1842. 

With  that  principal,  his  first  railroad  employment  w^as  in  the  con- 
struction of  what  is  now  the  Gloucester  Branch  of  the  Boston  and 
Maine  Railroad,  and  next  in  the  construction  of  the  road  then  known 
as  the  Portland,  Saco  and  Portsmouth  Railroad,  now  also  a  part  of  the 
Boston  and  Maine  system.  Soon  afterward  he  was  employed  on  the 
Troy  and  Boston  Railroad,  having,  for  a  time,  at  least,  responsible 
charge  of  maintenance  of  certain  jjortions  constructed,  this  leading  at 
a  later  period  to  his  rebuilding  the  bridge  masonry  on  the  branch  to 
historical  Bennington. 

The  surveys  for  the  eastern  portion  of  the  Hoosac  Tunnel  Line, 
known  as  the  Troy  and  Greenfield  Railroad,  incorporated  under  the 
auspices  of  the  Commonwealth  of  Massachusetts,  followed  in  18-48  and 
1849,  or  later.  A  part,  at  least,  of  these  surveys,  and  possibly  those  for 
the  entire  line,  were  made  by  Mr.  Lovett.  He  and  a  young  English 
draughtsman,  a  Mr.  Dillon,  prepared  extensive  and  elaborate  maps  of 
the  line,  including  the  great  tunnel,  which  were,  unfortunately,  all 
destroyed  by  fire  some  years  after.  While  this  and  the  corresponding 
work  was  under  way,  he  moved  from  Greenfield,  Mass.,  to  Shelburne 
Falls,  thence  to  North  Adams,  and  thence,  upon  the  completion  of 
these  undertakings,  to  Troy,  N.  Y.,  where  he  built  the  first  street-car 
line  of  that  city. 

Jn  1853,  Mr.  Lovett  moved  to  Chillicothe,  Ohio,  with  Captain 
Archibald  Kennedy  (formerly  of  the  Vermont  Central  Railroad),  and, 

*  Memoir  prepared  by  W.  B.  Ruggles  and  Samuel  Whinery,  Members,  Am.  Soc.  C.  E. 
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associated  with  Jolm  Waddle,  M.  J.  Becker  and  Jacob  Blickeusderfer, 
all  of  "whom,  in  later  years,  were  ])r()ininont  in  railroad  and  State  im- 
provemeuts,  was  soon  employed  in  the  location  and  constrnction  of  the 
Marietta  and  Cincinnati  Railroad.  Mr.  Lovett,  as  assistant  engineer, 
had  charge  of  part  of  the  construction  from  Chillicothe,  west,  toward 
lilanchester,  and  of  surveys  from  lilanchcster  to  Cincinnati.  The 
lines  of  these  surveys  were  direct  and  permitted  of  lighter  grades  than 
those  finally  adopted;  but,  as  much  of  the  j^rojected  location  was  in 
close  proximity  to  the  Little  Miami  Railroad,  that  road  was  for  many 
years  used  as  an  entrance  into  the  city,  and  the  final  location  to  Cin- 
cinnati, finished  in  1869,  was  in  a  great  measure  determined  by  the 
necessity  of  reaching  connecting  lines  in  Cincinnati. 

While  making  these  surveys  he  lived  at  Goshen,  Ohio,  but  had  an 
office  on  Third  street,  Cincinnati,  not  far  from  that  occupied  by  him 
during  the  last  years  of  his  life,  nearly  forty -five  years  later. 

In  1855,  upon  the  completion  of  his  work  on  the  Marietta  and  Cin- 
cinnati Railroad,  Mr.  Lovett  went  to  McArthur,  Ohio,  on  the  line  of 
that  road,  and  associated  himself  with  others  for  the  purjDOse  of  de- 
veloping the  coal  fields  of  the  vicinity,  and,  incidentally,  he  laid  out 
and  built  up  the  town  of  Zaleski.  Later,  he  removed  to  Chillicothe, 
but  continued  his  connection  with  the  mines  until  they  were  sold  to 
English  parties.  While  these  enterprises  did  not  prove  financially 
very  profitable  to  Mr.  Lovett,  he  there  acquired  the  experience  and 
practical  knowledge  of  coal  operations  that  were  subsequently  valua- 
ble o^  the  Ohio  and  Mississippi  Railway  and  the  Cincinnati  Southern 
Railway. 

Immediately  after  the  sale  of  these  mines,  and  in  February,  1860, 
he  removed  to  Cincinnati,  were  he  was  for  a  brief  time  employed  in 
the  City  Water -AVorks  Department.  His  early  experience  on  the  city 
passenger  tramways  of  Troy  was  soon  the  means  of  his  engagement 
for  the  construction  of  the  Third  Street  line  in  Cincinnati,  the  first 
street  railroad  built  in  that  city,  and,  shortly  afterward,  of  the  John 
Street  line,  the  next  road  completed. 

It  was  at  a  time  when  the  popular  prejudices  of  the  city  were 
against  these,  so  far  locally  untried,  public  conveniences,  and  it  re- 
quired, not  only  his  ability  as  a  constructing  engineer,  but  much  diplo- 
matic and  skilful  management  to  carry  the  project  to  successful 
completion. 

Following  these  experiences,  and  in  the  same  year  (1860),  Mr. 
Lovett  entered  the  service  of  the  Eastern  Division  of  the  Ohio  and 
Mississippi  Railroad  Company  as  Chief  Engineer,  and  continued  with 
that  road,  with  one  interval  of  other  service,  until  1872.  At  the  time 
of  his  appointment,  George  B.  McClellan,  the  famous  general  of  a  few 
years  later,  was  General  Superintendent  of  the  road,  and  jDlaced  im- 
plicit confidence  in  Mr.  Lovett,  giving  him  complete  charge  of  the 
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engineering  of  the  road,  to  the  extent  of  not  even  giving  any  direct  or 
specific  instructions  iu  so  grave  an  emergency  as  the  collai)se  of  a 
bridge. 

Mr.  Wm.  F.  Biddle,  who  was  at  that  time  Division  Superintendent, 
has,  in  a  late  memorandum,  recorded  the  thoroughness  with  which  Mr, 
Lovett  looked  after  the  details  of  his  work,  and  says  :  "I  have  never 
forgotten  the  appreciation  and  admiration  that  were  inspired  by 
Lovett's  ability,  capacity  and  devotion  to  duty  during  that  very  trying 
time." 

During  Mr.  Lovett's  first  term  of  service  with  the  road  many  im- 
provements were  made,  and  many  more  wisely  projected,  but  the 
emergencies  of  the  war  and  the  delay  incident  to  the  liquidation  and 
reorganization  of  the  company  were  such  that  the  important  measures 
urged  by  Mr.  Lovett  could  not  be  carried  out,  but  time  has  developed 
their  wisdom. 

Mr.  Lovett  left  the  service  of  the  road,  and,  in  1864,  went  to 
Boston,  and  there  acted  as  engineer  for  the  Messrs.  Stanton,  who  were 
engaged  in  general  contracting  work. 

He  maintained,  however,  an  active  interest  in  the  afi'airs  of  the  East- 
ern and  Western  Divisions  of  the  Ohio  and  Mississippi  Railroad  Com- 
panies, which  were,  in  1867,  reorganized  as  one  corporation.  The  im- 
mediate occasion  of  his.  return  to  the  West  was  the  failure  of  the  bridge 
over  the  Great  Miami  River.  Mr.  W.  D.  Griswold  was,  at  the  time, 
president,  and  he  at  once  telegraphed  Mr.  Lovett  to  return;  this  he 
did  on  November  1st,  1867,  and  for  seven  months  gave  unremitting 
attention  to  the  reconstruction  of  the  masonry  and  superstructure  of 
this  bridge. 

Then  followed  a  period  of  active  reconstruction  and  improvement 
on  the  road,  in  the  course  of  which  all  the  principal  bridges  were  re- 
newed in  iron,  the  heaviest  grades  reduced,  coal  fields  developed,  and 
the  terminal  facilities  of  East  St.  Louis  and  Cincinnati  enlarged,  mak- 
ing such  provision  for  the  future  business  of  the  road  that  no  radical 
changes  and  but  few  extensions  or  rearrangements  have  since  been 
found  necessary. 

The  branch  line  from  North  Vernon  to  Louisville  was  built 
under  Mr.  Lovett's  direction  and  was  completed  in  1871.  This  is  a 
monument  that,  even  without  his  later  and  more  extensive  undertak- 
ings, would  have  established  his  reputation  for  judgment  and  ability; 
for  it  is  seldom,  in  a  region  where  1%  grades  are  considered  very  favor- 
able, that  a  cross-country  direct  line  50  odd  miles  long  can  be  so  located 
as  to  require  only  0.8^  grades,  and  these  falling,  with  two  short  excep- 
tions, in  one  direction,  making  practically  a  continuous  grade  from  the 
high  ground  at  North  Vernon  to  the  Ohio  River, 

There  still  remained  to  be  made  one  important  change  to  put  the 
road  on  a  basis  which  would  maintain  its  supremacy.     The  Ohio  and 
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MisHisaippi  l-lailroiul,  couHtrncted  bv  eu^iiieers  and  contractors  coiniug 
frt)in  tlio  Eric  liaihvay,  was  laid  witli  tlic  (•()rr('H])()ndinfj^  (J-ft.  {^aiif^e,  and 
formod,  uith  that  road  and  tlio  Atlantic  and  (ireat  We.st(!rn,  a  continu- 
ous broad-pauge  line  from  New  York  to  St.  Louis.  It  was  Mr.  Lovett's 
final  duty  to  change  to  standard  gauge  of  4  ft.  1)  ins.  the  western  sec- 
tion of  these  systems. 

The  Ohio  and  Mississippi  was  the  first  railroad  of  any  considerable 
length  to  attempt  the  change  of  gauge  of  the  whole  line  without  any 
serious  interruption  of  the  train  service,  and  Mr.  Lovett  was  a  pioneer 
in  this  as  in  many  of  his  other  undertakings.  The  change  from  6  ft.  to 
4  ft.  9-in.  gauge  was  so  considerable  that  it  was  necessary  to  move 
both  rails. 

The  most  complete  and  careful  prej^arations  were  made,  and  all  the 
minute  details  w^ere  worked  out  and  provided  for  by  Mr.  Lovett. 
There  still  exist  among  the  papers  of  the  comj^any  the  full  and  com- 
plete printed  instructions  and  tables  prepared  by  him  for  the  work. 
On  Sunday,  July  16th,  1871,  the  change  of  gauge  was  made  on  the 
Louisville  branch  and  furnished  a  preliminary  test  of  the  plans  adopted. 
One  week  later,  on  Sunday,  July  23d,  1871,  the  gauge  of  the  main  line 
was  changed  from  Cincinnati  to  St.  Louis,  a  distance  of  335  miles,  in 
the  remarkably  short  time  of  seven  hours.  It  was  at  the  time  justly 
considered  a  remarkable  feat,  and  its  successful  accomplishment 
illustrated  Mr.  Lovett's  great  executive  ability.  The  experience 
gained  in  this  work  rendered  Mr.  Lovett's  assistance  valuable  to 
other  roads  whose  gauge  was  changed  later,  and  he  was  called  in  con- 
sultation in  a  number  of  cases. 

Late  in  1872  his  connection  with  the  Ohio  and  Mississippi  Kailway 
Company  ended,  and  in  October  of  that  year  he  entered  the  service  of 
the  City  of  Cincinnati  as  Principal  and  Consulting  Engineer  for  the 
construction  of  the  Cincinnati  Southern  Railway. 

Surveys  for  this  long-contemplated  thoroughfare  to  the  South  had 
been  made  under  the  direction  of  W.  A.  Gunn,  and  the  necessary  State 
and  municipal  legislation  secured  and  appropriations  provided.  Of 
these  experimental  lines,  some  were  to  Nashville  and  some  to  Knox- 
ville  and  many  to  Chattanooga,  and  the  first  matter  to  be  determined , 
after  Mr.  Lovett  took  hold  of  the  jDroject,  was  the  selection  of  a  line 
for  final  location.  Each  of  the  routes  had  its  earnest  advocates,  the 
choice  lying  principally  between  that  to  Knoxville  and  those  to  Chat- 
tanooga. This  problem  was  solved,  by  the  adoption  of  one  of  the  lines 
to  Chattanooga,  and  the  work  of  construction  was  soon  under  way,  the 
first  contract  for  grading  having  been  signed  in  December,  1873.  The 
magnitude  of  the  undertaking  is  indicated  less  by  the  total  length  of 
the  new  line,  336  miles,  than  by  the  character  of  that  line.  To  provide 
adequately  for  the  construction  of  nearly  5  miles  of  tunnels  at  twenty- 
seven  points,   fifty-seven  bridges,  aggregating  more  than  2   miles  in 
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length  and  3  miles  of  viaducts,  might,  iu  a  large  part,  be  delegated  to 
subordinates,  as  becomes  the  discreet  and  judicious  manager  of  large 
affairs  in  these  busy  times;  but  Mr,  Lovett,  in  addition  to  the  usual  gen- 
eral supervision,  looked  closely  into  the  details  of  all  this  work.  Not 
only  was  the  construction  of  the  Cincinnati  Southern  Kailroad  one  of 
the  largest  and  most  important  public  works  of  the  period,  but  it  must 
be  remembered  that  some  of  the  structures  were  at  the  time  unique  iu 
engineering  experience  and  i3ractice. 

High  Bridge,  over  the  Kentucky  Eiver,  for  instance,  was  then  not 
only  the  highest  bridge  on  the  continent,  and  the  highest  railroad 
bridge  in  the  world,  but  it  was  probably  also  the  first  bridge  built  on 
the  cantilever  principle  without  falsework.  While  the  direct  credit 
for  its  design  and  construction  belongs  to  the  late  C.  Shaler  Smith,  the 
opportunity  might  never  have  been  afforded  to  him  had  not  the  chief 
engineer  of  the  road  been  a  man  of  broad  views  and  bold  engineering 
conceptions. 

The  channel  span  of  the  bridge  over  the  Ohio  River  at  Cincinnati 
was,  at  the  time  it  was  built,  decidedly  the  longest  trussed  girder  span 
in  the  world,  and  exceeded  what  at  that  time  was  considered  the  ex- 
treme practicable  limit  of  iron  truss  spans.  Its  history  furnishes 
another  illustration  of  Mr.  Lovett's  professional  courage. 

The  Ohio  being  a  navigable  stream,  the  location  for  the  proposed 
bridge  was  referred  to  the  usual  Board  of  United  States  Engineers. 
The  law  required  an  opening  of  400  ft.,  but  a  controversy  arising  as  to 
whether  the  crossing  should  be  at  Smith  Street,  as  selected  by  the 
Board,  or  at  Ludlow,  as  desired  by  the  representatives  of  the  river  in- 
terests, the  Board  gave,  as  an  ultimatum,  the  alternative  of  the  re- 
quired 400-ft.  opening  at  Smith  Street  or  of  a  500-ft.  opening  at 
Ludlow,  stating  in  effect  at  the  same  time  that  they  considered  a  span 
of  that  length  impracticable.  Mr.  Lovett,  however,  at  once  chose  the 
Ludlow  site,  and  the  span  was  made  515  ft. 

Considering  that  in  addition  to  heavy  and  costly  work  on  other 
portions  of  the  line,  that  part  of  the  road  from  the  vicinity  of  the  Cum- 
berland River  to  the  Emory  River,  crossing  the  Cumberland  Plateau, 
is  the  heaviest  and  most  expensive  continuous  stretch  of  railroad  of 
equal  length  in  America,  some  idea  may  be  formed  of  the  magnitude 
of  the  enterprise  and  the  difficulties  that  had  to  be  successfully  met. 

In  December,  1876,  when  nearly  the  whole  of  the  work  had  been 
let  and  the  greater  part  of  it  completed,  Mr.  Lovett  tendered  his  resig- 
nation as  principal  and  consulting  engineer,  and  soon  after  went 
abroad,  residing  for  some  time  in  Paris  where  there  was  at  the  time  of 
the  Exposition  of  1878  an  Exhibit  of  the  Cincinnati  Southern  Railroad. 
This  display  led  to  his  being  engaged  by  French  capitalists  to  make 
surveys  for  a  line  of  railroad  from  Jerusalem  to  Joppa.  It  is  to  be  re- 
gretted that  little  is  known  of  his  experiences  there,  further  than  that 
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ho  (Midcavored  to  have  all  poiut.s  of  liiHtorical  intereHt,  as  far  as  poH- 
siblo,  rendorod  accessiblo;  Imt,  that  a  ])r}ictirablo  Iitk^  was  doveloped, 
is  shown  by  its  later  constructiou. 

Mr.  Lovett,  however,  found  the  work  very  trying,  jdiysically,  and 
ouo  effect,  little  suspected  by  even  those  who  knew  him  well,  was  the 
loss  of  the  use  of  one  eye.  Sick  with  a  prevailing  fever,  he  returned 
to  the  United  States,  and  soon  after  opened,  on  Third  Street,  in  Cin- 
cinnati, an  office  as  Consulting  Engineer. 

While  connected  with  the  Cincinnati  Southern  Railway  Mr.  Lovett 
had  become  interested  in  the  possibilities  of  the  coal  fields  along  the 
road,  and,  shortly  after  his  return,  invested  in  the  "Beaver  Creek  and 
Cumberland  River  Coal  and  Railroad  Company,"  which  investments 
he  held  until  his  death.  He  was  actively  engaged  during  the  succeed- 
ing years  in  the  management  and  development  of  this  property,  and 
of  his  real  estate  at  Beverly,  Mass. ,  and  in  Kansas. 

In  the  intervals  of  professional  engagement,  he,  in  one  way  or  an- 
other, had  been  connected  with  many  other  enterprises.  While  acting  as 
Chief  Engineer  of  the  Ohio  and  Mississippi  Railway,  he  was  made  engi- 
neer for  the  Front  Street  Connecting  Railway  in  Cincinnati,  and  in 
that  capacity  designed  the  combination  rail  used  in  the  track.  He 
was  Consulting  Engineer  for  the  first  of  the  many  inclines  which  were 
a  distinguishing  feature  of  Cincinnati  suburban  development.  He 
had  a  remote  connection  with  the  erection  of  the  substructure  of  the 
Sabula  Bridge  of  the  Chicago,  Milwaukee  and  St.  Paul  Railroad  over 
the  Mississippi  River,  and  an  active  interest  in  the  erection  of  the  sub- 
structure for  the  St.  Charles  Bridge  over  the  Missouri  River.  He 
traveled  much,  both  professionally  and  for  recreation,  and  in  the 
course  of  a  busy  life  had  been  in  every  quarter  of  the  globe.  The  at- 
traction of  life  increased  with  his  years,  and  to  the  last  he  participated 
in  the  many  gatherings  of  professional  men,  where  he  was  always  a 
welcome  guest. 

Mr.  Lovett  selected  his  subordinates  with  rare  judgment.  On  the 
Ohio  and  Mississippi  and  the  Cincinnati  Southern  Railways  he  had, 
as  his  assistants,  T.  M.  R.  Talcott,  R.  L.  Read,  Isaac  Smith,  R.  L. 
Engle,  G.  Bouscaren,  Samuel  Whinery,  H.  R.  Weeks,  George  B.  Nich- 
olson, W.  P.  Clark,  Cabell  Breckinridge,  Robt.  B.  Stanton  and  Charles 
L.  Strobel,  all  of  whom  have  since  been  prominent  as  engineers  and 
nearly  all  of  them  members  of  the  American  Society  of  Civil  Engi- 
neers, and  active  in  its  affairs.  It  is  doubtful  if  a  better  corps  of  engi- 
neers than  that  on  the  Cincinnati  Southern  Railway  was  ever 
organized. 

Mr.  Lovett  was  married  September  8th,  1846,  to  Sarah  Frances 
Folger,  of  Nantucket,  who  survives  him.  Of  four  children,  two  are 
living,  Mrs.  G.  W.  Pohlman  and  Mr.  Pyam  Lovett.  He  was  a  man  of 
strong  and  positive  character,  great  energy  and  of  superior  executive 
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ability;  quick  to  decide  and  forceful  to  execute  ;  bold  and  courageous 
in  his  opinions  and  frank  and  j^lain  spoken  in  expressing  them;  fair 
and  honorable  in  his  business  relations  and  loval  to  his  friends.  In- 
tolerant of  deceit  and  trifling,  he  was  a  just  and  considerate  superior, 
reposing  confidence  in  his  subordinates,  but  holding  them  to  a  strict 
accountability  in  their  professional  work,  and  always  ready  to  appre- 
ciate and  give  full  credit  for  faithful  service  and  meritorious  work. 

Mr.  Lovett  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  May  3d,  1871. 


MIRTILIAXO  SICARD,  M.  Am.  Soc.  C.  E.* 


Died  Makch  17th,  1896. 


Mirtiliano  Sicard  was  born  at  Bogota,  Colombia,  on  July  2d,  1840. 
He  was  the  son  of  Pedro  Sicard  Ponz,  a  Frenchman,  and  Maria  Josefa 
Perez  Bonalde,  a  Venezuelan. 

He  studied  literature  and  philosophy  at  the  Jesuits'  College  at 
Bogota  until  1854,  and  then  attended  the  Military  School  in  the  same 
city,  where  he  studied  engineering. 

In  1860,  with  the  co-operation  of  his  brothers,  he  founded  a  college 
atLerida,  which  college  was  afterward  successfully  transferred  by  them 
to  Ibague. 

In  order  to  devote  his  time  to  commercial  affairs,  he  some  time 
later  severed  his  connection  with  the  college.  Soon  afterward  he  mar- 
ried Enriqueta  Urdaneta. 

His  career  as  an  engineer  began  at  that  time,  since,  in  consequence  of 
various  contracts  with  the  government,  he  brought  from  the  United 
States  iron  bridges  of  various  types  and  erected  them  over  the  rivers 
Combeima,  China,  Eotare,  Coello,  etc.,  works  which  honor  the  govern- 
ment which  defrayed  the  cost.  These  works  are  of  the  first  rank,  and 
are  a  credit  to  the  engineer  who  erected  them.  The  bridge  erected  by 
Mr.  Sicard  over  the  Coello  at  the  pass  "El  Chicoral"  ranks  with  the 
best  found  in  the  Dej^artment.  This  has  been  acknowledged  by  com- 
petent persons,  and  especially  by  Joaquin  Esguerra  in  his  geographical 
dictionary,  in  which  special  mention  is  made  of  the  bridges  erected  by 

Mr.  Sicard.     

*  Memoir  prepared  by  Julio  Sicard,  Esq. 
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]\rr.  Sicard  was  intiinatcly  coniKH'ted  with  tlio  iin})rovementK  wliicli 
were  uudertakeu  in  the  Department  under  various  governments,  and 
many  of  the  public  works  were  carried  out  under  his  management. 

Retiu'niug  from  a  recent  trip  to  the  United  States,  he  brought  })ack 
to  Colombia  the  machinery  for  a  mineral  assaying  office,  which  was 
established  at  Ibague.  Soon  after,  he  had  two  iron  boats  constructed 
in  the  same  country,  which  were  intended  for  the  rivers  Saldana  and 
Magdalena.     He  also  had  several  bridges  constructed. 

At  all  times  Mr.  Sicard  was  a  useful  member  of  society.  He  was 
constantly  employed,  and  the  offices  of  Secretary  of  the  Treasury, 
Rector  and  Trustee  of  the  Colegio  de  San  Simon  de  Ibague  and  Secre- 
tary of  Public  Instruction  in  the  Department  of  the  Tolima  were  suc- 
cessively tilled  by  him.  In  this  last  employment  he  was  overtaken  by 
death,  at  Girardot,  on  the  17th  of  March,  1896,  at  a  time  when,  by 
order  of  the  Government,  he  was  starting  on  the  inspection  of  the  work 
on  the  Railway  of  the  Tolima. 

Mr.  Sicard  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  January  2d,  1882. 
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HENRY   CLAY   YEATMAN,  Juii.  Am.  Soc.  C.  E.* 


Died  December  20th,  1896. 


Henry  Clay  Yeatman,  the  eldest  son  of  Colonel  Henry  Clay  and 
Mary  Brown  Yeatman,  was  born  in  the  City  of  Nashville,  Tenn.,  March 
2d,  1866.  On  both  sides  (mother  and  father)  he  came  from  that  old 
original  sturdy  stock  that  made  Tennessee  famous  in  war  and  renowned 
in  the  councils  of  the  Nation,  and  whose  word  was  their  bond.  Col- 
onel Y'eatman  was  on  the  staff  of  General  Leonidas  Polk  (the  Fighting 
Bishop)  during  the  late  rebellion  and  is  still  living  in  Maury  County, 
Tenn.  Mrs.  Y'eatman  (Mary  Brown  Polk)  was  a  daughter  of  General 
Lucius  Junius  Polk,  one  of  the  first  settlers  of  Maury  County,  Tenn., 
and  she  was  also  a  great-niece  of  President  James  Knox  Polk. 

Henry  Clay  Yeatman,  Jr.,  passed  his  early  childhood  at  his  home 
in  Maury  County,  Tenn.,  and  attended  the  country  schools  in  the 
neighborhood  until  he  was  fourteen  years  old.  He  then  went  to  school 
at  Winchester,  Tenn. ,  for  one  year  and  for  a  time  attended  the  Uni- 
versity of  Tennessee  at  Knoxville. 

Leaving  the  University  of  Tennessee  he  went  to  Texas,  and  from 
April,  1883,  until  the  following  Sej^tember  was  Rodman  on  the  Gal- 
veston, Harrisburgh  and  San  Antonio  Railway  on  the  location  of  sev- 
eral branches.  He  then  attended  Lehigh  University,  Pennsylvania, 
until  January,  1886,  and,  returning  to  Texas,  secured  a  position  as 
Levelman  on  the  Mexican  International  Railway  in  Mexico,  and  held 
this  position  until  May,  1886.  From  May,  1886,  until  January,  1888, 
he  was  Assistant  Engineer  in  charge  of  bridging  and  track-laying  on 
the  same  road. 

From  1888  to  1889  he  was  Civil  Engineer  in  charge  of  the  Sabinas 
coal  mines  in  Mexico.  From  May,  1889,  until  August  of  the  same 
year  he  was  Engineer  in  charge  of  location  and  construction  of  irrigat- 
ing works  for  the  Eagle  Pass  (Texas)  Irrigation  and  Water-Works 
Company.  From  August,  1889,  to  June,  1892,  he  was  Assistant  Engi- 
neer on  the  location  of  the  Mexican  Pacific  Railway  in  the  States  of 
Tabasco  and  Chiapas,  Mexico. 

His  health  failing  at  this  time,  in  the  low,  hot  States  of  Tabasco 
and  Chiapas,  he  returned  for  a  time  to  the  United  States.  In  1893  he 
went  to  work  again  on  location  on  the  Mexican  International  Railway, 
remaining  until  the  fall  of  1894,  when  he  went  to  Guatemala,  working 
for  the  contractors  on  a  new  railway  project. 

While  in  Guatemala  he  was  directed  to  inspect  certain  contracts 
for  piling,  some  60  miles  down  the  coast.  He  set  out  in  an  open 
boat  with  one  companion,  expecting  to  keep  close  to  the  shore,  but  a 
♦  Memoir  prepared  by  Samuel  Killebrew,  M.  Am.  Soc.  C.  E. 
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pil('3  .striking  tho  frail  craft,  carried  it  far  from  laud,  (;a])Hiziuf^  and 
sinking  it.  C/atchiug  a  loose  yawl  that  was  on  the  boat  they  passed 
four  days  and  nights  in  a  drenching  rain,  all  the  while  bailing  the 
water  out  of  the  yawl,  and  were  without  food  or  drink  until  they  were 
rescued  by  a  passing  Norwegian  bark,  which  lauded  them  at  Pensacola, 
Fla. ,  eight  days  later.  This  trip  nearly  cost  Mr.  Yeatman  his  life, 
but  being  of  strong  frame  and  robust  constitution  he  soon  rallied 
and  returned  to  work  on  location  on  the  Mexican  International  Kail- 
way,  and  there  continued  until  Sej^tember,  1896. 

He  was  absolutely  fearless,  never  hesitating  in  any  emergency,  re- 
gardless of  the  danger,  but  on  the  other  hand,  he  seemed  at  all  times 
to  court  danger.  He  was  generous  to  a  fault,  dividing  his  last  cent 
with  friend  or  foe. 

He  always  took  a  great  interest  in  all  that  were  under  him  and  never 
grew  tired  in  trying  to  advance  them  in  every  way  possible.  He  was 
happiest  when  crowded  to  full  capacity  with  work  and  was  a  most 
agreeable  assistant.  He  spent  the  last  few  years  of  his  life  in  Browns- 
ville, Tenn.,  where  he  made  a  host  of  friends  who  mourned  his  sudden 
and  unexpected  death. 

He  died  from  a  hemorrhage  of  the  lungs,  December  20th,  1896,  at 
the  Peabody  Hotel,  Memphis,  Tenn.,  where  he  had  gone  to  spend  a 
few  days. 

Mr.  Yeatman  was  elected  a  Junior  of  the  American  Society  of  Civil 
Engineers  on  May  7th,  1890. 


T  R^NS^CTIONS 


OF   THE 


American  Society  of  Civil  Engineers. 


INDEX. 
VOLUME    XL 

DECEMBER,  1898. 


Note. — In  this  Index,  Subjects  and  Writers  are  given  Alphabetic- 
ally. Titles  of  Papers  are  enclosed  by  quotation  marks  when  indexed 
alone  or  under  the  Author's  name.  When  indexed  under  the  name  of 
a  person  discussing  a  paper,  the  titles  are  not  so  enclosed.  Titles 
are  entered  with  reference  to  the  subject  and  also  under  the  first 
significant  word. 


INDEX. 

VOLXJIME    XL. 

DECEMBER,  1898. 


ADAMS,  Arthur  L.     Flow  of  Water  in  Pipes,  542. 

ARCHES. 

"  Three-Hinged    Masonry   Arches;  Long  Spans  Especially  Con- 
sidered."    David  A.  Molitor.     (With  Discussion.)      31. 
"  Niagara  Railway  Arch."     R.  S.  Buck.     (With  Discussion.)  125. 

BERG,  WAI.TER  G. 

Three-Hinged  Masonry  Arches,  77. 
Marine  Wood-Borers,  210. 
Preservation  of  Piles,  210. 

BLASTING. 

To  Remove  Bars  in  Rivers.     J.   A.   Ockerson,   241;  L.  M.  Haupt, 
344. 

BRAUNE,  G.  M.     Niagara  Railway  Arch,  166. 

BRIDGES. 

"  Niagara  Railway  Arch."     R.  S.  Buck.     (With  Discussion.)    125. 
"  Three-Hinged  Masonry  Arches;    Long  Spans  Especially  Con- 
sidered."    David  A.  Molitor.     (With  Discussion.)     31. 

BRINCKERHOFF,  H.  W.  Reservoir  System  of  the  Great  Lakes, 
431. 

BUCK,  L.   L.     Niagara  Railway  Arch,  158. 

BUCK,  R.  S.     "The  Niagara  Railway  Arch,"  125,  171. 

CAMERON,  Brewster.     Jetty  Construction,  110. 

CAMPBELL,  H.  H.  Relation  of  Tensile  Strength  to  Composition  in 
Structural  Steel,  457. 

CHITTENDEN,  Hibam  M.  "  Reservoir  System  of  the  Great  Lakes  of 
the  St.  Lawrence  Basin;  Its  Relation  to  the  Problem  of  Im- 
proving the  Navigation  of  These  Bodies  of  Water  and  of  Their 
Connecting  Channels,  355,  443. 


COLLIXGWOOD,     FRANCIS.  Ill 

COLLINGWOOD,  Francis. 

Marine  Wood-Borers,  212. 
Preservation  of  Piles,  212. 

CONCRETE.  "  Three-Hinged  Masonry  Arches;  Long  Spans  Es- 
pecially Considered."  David  A.  Molitor.  (With  Discussion.) 
31. 

COPPEE,  H.  St.  L. 

Dredges  and  Dredging  on  the  Mississippi  River.   324. 

Primitive  Methods  of  Dredging,  324. 
CROSBY,  B.  L. 

Marine  Wood-Borers,  211. 

Dredges  and  Dredging  on  the  Mississippi  River,  311. 
CUNNINGHAM,  A.  C.     Relation  of  Tensile  Strength  to  Composition 
in  Structural  Steel,  456. 

CURRENT  DEFLECTORS.  J.  A.  Ockerson,  231,  348;  B.  L.  Crosby, 
311;  L.  J.  Le  Conte.  316:  W.  S.  Mitchell,  321:  L.  M.  Haupt, 
340. 

DREDGES. 

Hydraulic— J.  A.  Ockerson,  21.5.  348:  Edward  Flad,  311;  B,  M. 
Harrod,  314;  L.  J.  Le  Conte,  316;  W.  H.  Wheeler,  318;  W.  S. 
Mitchell,  321;  H.  St.  L.  Coppee,  324;  A.  F.  Woolley,  329;  L.  M. 
Haupt,  343;  A.  W.  Robinson,  345. 

''  DREDGES  AND  DREDGING  ON  THE  MISSISSIPPI  RIYER." 
J.  A.  Ockerson,  215. 
Discussion:  B.  L.  Crosby,  311;  Edward  Flad,  311. 
CorresiDondence:  B.  M.  Harrod,  314;  L.  J.  Le  Conte,  316;  W.  H. 
Wheeler,  318;  W.  S.  Mitchell.  321;  H.  St.  L.  Coppee,  324;  A.  F. 
Woolley.  Jr.,  329;  L.  M.  Haupt,  340;  A.  W.  Robinson,  345;  J.  A. 
Ockerson,  348. 

DREDGING. 

••Dredges  and.  Dredging  on  the  Mississippi  River.  "     J.  A.  Ocker- 
son.    (With  Discussion. )    215. 
Primitive  Methods  of—     H.  St.  L.  Coppee,  324. 

DUNHAM,  H.  F.     Flushing  in  Pipe  Sewers,  '28. 

-•  EXPERIMENTS  ON  THE  FLOW  OF  WATER  IN  THE  SIX- 

Foot   Steel  and  Wood  Pipe  Line  of  the  Pioneer  Electric  Power 

Company,  at  Ogden,  Utah."     Charles  D.  Marx,  Charles  B.  Wing 

and  Leander  M.  Hoskins,  471. 
Discussion:    Gardner  S.    Williams,  528;    John  C.  Trautwine,  Jr., 

528;  Henry  Goldmark,  529;  Emil  Kuichling,  530. 
Correspondence:  Arthur  L.    Adams,   542;  Theron  A.  Noble,   546; 

Edmund  B.  Weston,  548;  L.  J.  Le  Conte,  548;  D.  C.  Henny,  550; 

C.  D.  Marx,  C.  B.  Wing  and  L.  M.  Hoskins,  555. 


IV  FIELD,    UURR    KELLOGG. 

FIELD,    HiKK  Kklukuj.      Monioir  of —  5()8. 

FLiAD,  Edward.  Dredges  aud  Dredgiupj  oii  the  MiHsissi})])!  River, 
311. 

FLOW  OF  WATER.     See  "  \V(t/n%  Floir  o/r 

•'FLUSHING  IN  PIPE  SEWERS,"     H.  N.  OKden,  1. 

Discussion:    Rudolph   Heriug,    15;    James  H.  Fuertes,  20;   G.   W. 

Tillsou,  27;  H.  F.  Dunham,  28. 
Correspondence:   Wm.  B.  Landreth,  29;  L.  J.  Le  Conte,  29. 

FORMULA. 

Kutter's  —      C.  D.   Marx,    C.  B.  Wing  and  L.  M.  Hoskins,  506, 
516,  564;  A.  L.  Adams,  544,  545;  T.  A.  Noble,  546,  547;  L.  J.  Le 
Conte,  550;  D.  C.  Henny,  550. 
Weisbach's  —     E.  Kuichling,  535. 

FUERTES,  James  H.     Flushing  in  Pipe  Sewers,  20. 

GAUGES. 

Bourdon—    C.  D.  Marx,  C.  B.  Wing  and  L.  M.  Hoskins,  472. 

GOLDMARK,  Henry. 

Three-Hinged  Masonry  Arches,  78. 
Niagara  Railway  Arch,  161. 
Flow  of  Water  in  Pipes,  529. 

GREAT  LAKES,  Reservoir  System  of  the—  H.  M.  Chittenden  and 
James  A.  Seddon.     (With  Discussion.)     355,  401. 

GULF  OF  MEXICO,  "Origin  of  the  Gulf  Stream  and  Circulation  of 
the  Waters  in  the —  with  Special  Reference  to  the  Effect  on  Jetty 
Construction."     N.  B.  Sweitzer,  Jr.     (With  Discussion.)     86. 

GULF  STREAM,  "  Origin  of  the—  and  Circulation  of  the  Waters 
in  the  Gulf  of  Mexico,  with  Special  Reference  to  the  Effect 
on  Jetty  Construction."  N.  B.  Sweitzer,  Jr.  (With  Discus, 
sion.)      86. 

HARROD,  B.  M. 

Marine  Wood-Borers,  210. 
Preservation  of  Piles,  210. 

Dredges  and  Dredging  on  the  Mississippi  River,  314. 
HAUPT,  L.  M. 

Origin  of  the  Gulf  Stream,  99. 

Circulation  of  Waters  in  the  Gulf  of  Mexico,  99. 

Jetty  Construction,  101. 

Dredges  and  Dredging  on  the  Mississippi  River,  340. 

Current  Deflectors,  340. 

Blasting,  to  remove  Bars  in  Rivers,  S44. 

HENNY,  D.  C.     Flow  of  Water  in  Pipes,  550. 
HERING,  Rudolph.     Flushing  in  Pipe  Sewers,  15. 


I 


HOSKINS,  LEANDER   M.  V 

HOSKINS,  Leandek  M.      "  Experiments  on  the  Flo\v  of  Water  in  the 
Six-Foot  Steel  and  Wood  Pipe  Line  of  the  Pioneer  Electric  Power 
Company,  at  Ogden,  Utah,"  471,  555. 

HYDRAULICS. 

"Experiments  on  the  Flow  of  Water  in  the  Six-Foot  Steel  and 
Wood  Pipe  Line  of  the  Pioneer  Electric  Power  Company,  at 
Ogden,  Utah."  Charles  D.  Marx,  Charles  B.  Wing  and  Leander 
M.  Hoskins.     (With  Discussion.)     471. 

IMPROVEMENT  OF  RIVERS. 

"Dredges  and  Dredging  on  the  Mississippi  River."  J.  A.  Ocker- 
son.      (With  Discussion.)    215. 

JETTY  CONSTRUCTION. 

"Origin  of  the  Gulf  Stream  and  Circulation  of  the  Waters  in 
the  Gulf  of  Mexico,  with  Special  Reference  to  the  Effect 
on  Jetty  Construction."  N.  B.  Sweitzer,  Jr.  (With  Discus- 
sion.)    86. 

JOHNSON,  J.  B. 

Three- Hinged  Masonry  Arches,  77. 

Niagara  Railway  Arch,  164. 

Reservoir  System  of  the  Great  Lakes,  432. 

KASTL,  Alexander  E. 

Circulation  of  W^aters  in  the  Gulf  of  Mexico,  115, 
Jetty  Construction,  115. 

KNAP,  J.   M.     Niagara  Railway  Arch,  151. 

KUICHLING,  Emil. 

Flow  of  Water  in  Pipes,  530. 

Mercury,  Specific  Gravity  of —  531. 
LANDRETH,  Wm.  B.     Flushing  in  Pipe  Sewers,  29. 

Le  CONTE,  L.  J. 

Flushing  in  Pipe  Sewers,  29. 

Marine  Wood-Borers,  212. 

Preservation  of  Piles,  212. 

Dredges  and  Dredging  on  the  Mississippi  River,  316. 

Flow  of  Water  in  Pipes,  548. 
LEWINSON,  M.     Niagara  Railway  Arch,  155. 

LINDENTHAL,  Gustav. 

Three-Hinged  Masonry  Arches,  80. 
Niagara  Railway  Arch,  153. 
LOVETT,  Thomas  Davis.     Memoir  of—  571. 

MANLEY,  Heney. 

Marine  Wood-Borers,  210. 
Preservation  of  Piles,  210. 


VI  MANOMKTEKS. 

MANOMETERS.  "  ExporimcntH  on  the  Flow  of  Water  in  tho  Six- 
Foot  Steol  and  Wooil  Pijie  Line  of  th<;  Pioneer  Eleetric  Power 
Company,  at  Ogden,  Utah."  C.  D.  Marx,  C.  B.  Wing  and  L. 
M.  Hoskins.     (With  Discussion. )     471. 

''MARINE  WOOD-BORERS."     Oharles  H.  Snow,  178. 

Discussion:  Walter  G.    Berg,   210;   B.    M.    .Harrod,     210;    Henry 

Manley,  210;  B.  L.  Crosby,  211;  Robert  Moore,  211. 
Correspondence:  Francis  Colling  wood,  212;  L.  J.  Le  Conte,  212. 

MARX,  Charles  D.  "  Experiments  on  the  Flow  of  Water  in  the  Six- 
Foot  Steel  and  Wood  Pipe  Line  of  the  Pioneer  Electric  Power 
Company  at  Ogden,  Utah."     471,  555. 

"MATHEMATICAL  ANALYSIS  OF  THE  INFLUENCE  OF  RESER- 

voirs  on  Stream-Flow."     James  A.  Seddon,  401,  441. 
MEMOIRS. 

William  Ezra  Worthen,  565. 
Burr  Kellogg  Field,  568. 
Thomas  Davis  Lovett,  571. 
Mirtiliano  Sicard,  577. 
Henry  Clay  Yeatman,  579. 

METCALF,  Wllliam.  Relation  of  Tensile  Strength  to  Composition  in 
Structural  Steel,  458. 

METERS. 

Venturi —  "Experiments  on  the  Flow  of  Water  in  the  Six -Foot 
Steel  and  Wood  Pipe  Line  of  the  Pioneer  Electric  Power  Com- 
pany, at  Ogden,  Utah."  C.  D.  Marx,  C.  B.  Wing  and  L.  M. 
Hoskins.  (With  Discussion.)  471. 
MISSISSIPPI  EIVER.  Dredges  and  Dredging  on  the—  J.  A. 
Ockerson.     (With  Discussion.)     215. 

MITCHELL,  W.  S.  Dredges  and  Dredging  on  the  Mississipi^i 
River,  321. 

MOLITOR,  David  A.      "  Three-Hinged  Masonry  Arches;  Long  Spans 

Especially  Considered."     31,  83, 
MONCRIEFF,  J.  M.     Niagara  Railway  Arch,  162. 
MOORE,  RoBEET. 

Marine  Wood-Borers,  211. 

Preservation  of  Piles,  211. 

NAVIGATION.  "Reservoir  System  of  the  Great  Lakes  of  the  St. 
Law^rence  Basin;  Its  Relation  to  the  Problem  of  Improving  the 
— of  these  Bodies  of  Water  and  Their  Connecting  Channels." 
Hiram  M.  Chittenden.     (With  Discussion.)    355. 

"  NIAGARA  RAILWAY  ARCH."     R.  S.  Buck,  125. 

Discussion:  J.  M.  Knap,  151;  J.  W.  Schaub,  151;  Gustav  Linden- 
thai,  153;  M.  Lewinson,  155;  F.  W.  Skinner,  155;  L.  L.  Buck,  158. 


NIAGARA    RAILWAY    ARCH.  VII 

Correspondence:  Henry  Goldmark,  161;  J.   M.  Monerieff,  162;  J. 

B.  Johnson,  164;  G.  M.  Braune,  166;  R.  S.  Buck,  171. 
NOBLE,  Thebon  A.     Flow  of  Water  in  Pipes,  546. 
OCKEESON,    J.    A.      "Dredges    and    Dredging   on   the    Mississipjn 

River,"  215,  348. 

OGDEN,  H.  N.     "  Flushing  in  Pipe  Sewers,"  1. 

'^ORIGIN  OF   THE    GULF   STREAM   AND    CIRCULATION    OF 

the  Waters  in  the  Gulf  of  Mexico,  With  Special  Reference  to 
the  Effect  on  Jetty  Construction."     N.  B.  Sweitzer,  Jr.,  86. 

Discussion:  L.  M.  Haupt,  99;  Thomas  D.  Pitts,  106;  Brewster 
Cameron,  110. 

Correspondence:  George  Y,  Wisner,  113;  A.  F.  Wrotnowski,  114; 
Alexander  E.  Kastl,  115;  Thomas  L.  Raymond,  116;  H.  C.  Rip- 
ley, 117;  N.  B.  Sweitzer,  Jr.,  122. 

PIEZOMETERS. 

"  Experiments  on  the  Flow  of  Water  in  the  Six-Foot  Steel  and 
Wood  Pipe  Line  of  the  Pioneer  Electric  Power  Company,  at 
Ogden,  Utah."  C.  D.  Marx,  C.  B.  Wing  and  L.  M.  Hoskins. 
(With  Discussion.)     471. 

PILES. 

Hydraulic  Mooring—     J.  A.  Ockerson,  248. 

Preservation  of—     Chas.  H.  Snow,   203;  AValter  G.  Berg,  210;  B. 
M.  Harrod,  210;  Henry  Manley,  210;  Robert  Moore,  211;  F.  Col- 
lingwood,  212;  L.  J.  Le  Conte,  212. 
PIPE. 

"Experiments  on  the  Flow  of  Water  in  the  Six-Foot  Steel  and 
^"ood —  Line  of  the  Pioneer  Electric  Power  Company,  at 
Ogden,  Utah."  Charles  D.  Marx,  Charles  B.  Wing  and  Leander 
M.  Hoskins.     (With  Discussion.)     471. 

PITTS,  Thomas  D. 

Circulation  of  Waters  in  the  Gulf  of  Mexico,  106. 
Jetty  Construction,  106. 

PUMPS. 

Centrifugal—  "Dredges  and  Dredging  on  the  Mississippi 
River."     J.  A.  Ockerson.      (With  Discussion. )     215. 

RAFTER,  GeokgeW. 

Reservoir  System  of  the  Great  Lakes,  436. 
Rainfall,  436. 

RAILROADS,  Beidges. 

"The  Niagara  Railway  Arch."  R.  S.  Buck.  (With  Discussion.) 
125. 

RAINFALL. 

In  and  adjacent  to  Basin  of  the  Great  Lakes.     G.  W.  Rafter,  436. 


VIIl  RAYMOND,    THOMAS    L. 

RAYMOND,  Thomas  L. 

Circulatiou  of  the  Waters  in  the  Gulf  of  Mexico,  IKi. 
Jetty  C'ouHtnietion,  IIG. 

•'  RELATION  OF  TENSILE    STRENGTH  TO  COMPOSITION  IN 

Structural  Steel —     Additioual    Discussion    on    Paper   No.  811." 
William  R.  Webster,  449;  A.  (!.  Cunningham,  45();  H.  H.  Camp- 
bell, 457;  William  Metcalf,  458;  William  R.  Webster,  458. 
RESERVOIRS. 

*•  Mathematical    Analysis    of   the  Influence   of —     upon   Stream 
Flow."     James  A.  Seddon.     (With  Discussion.)     401. 

Reservoir  System  of  the  Great  Lakes,  etc.  Hiram  M.  Chitten- 
den. (With  Discussion.)  355. 
♦'RESERVOIR  SYSTEM  OF  THE  GREAT  LAKES  OF  THE  ST. 
Lawrence  Basin;  Its  Relation  to  the  Problem  of  Improving  the 
Navigation  of  these  Bodies  of  Water  and  Their  Connecting 
Channels."  Hiram  M.  Chittenden,  355;  ''With  a  Mathe- 
matical Analysis  of  the  Influence  of  Reservoirs  upon  Stream 
Flow."     James  A.  Seddon,  401. 

Discussion:  George  Y.  Wisner,   428;  H.  W.   Brinckerhoflf,  431;  J. 
B.  Johnson,  432. 

Correspondence:    Thomas   P.    Roberts,    433;  George   W.  Rafter, 
436;  James  A.  Seddon,  441;  H.  M.  Chittenden,  443. 
RIPLEY,  H.  C. 

Circulation  of  the  Waters  in  the  Gulf  of  Mexico,  117. 

Jetty  Construction,  117. 
RIVERS. 

"  Mississippi.     Dredges  and  Dredging  on  the —  "     J.  A.  Ockerson. 
(With  Discussion.)     215. 

ROBERTS,    Thomas  P.       Reservoir    System    of    the    Great   Lakes, 
433. 

ROBINSON,  A.  W.     Dredges  and  Dredging  on  the  Mississippi  River. 
345. 

SCHAUB,  J.  W.     Niagara  Railway  Arch,  151. 

SEDDON,    James  A.     "Mathematical   Analysis    of  the   Influence   of 

Reservoirs  upon  Stream  Flow,"  401,  441. 
SEWERAGE. 

"Flushing  in  Pipe  Sewers."  H.  N.  Ogden.    (With  Discussion.)    1. 
SICARD,  MiKxrLiANO.     Memoir  of—     577. 
SKINNER,  F.  W.     Niagara  Railway  Arch,  155. 
SNOW,  Chakles  H.     "  Marine  Wood-Borers,"  178. 
STEEL.      "Relation  of   Tensile  Strength  to  Composition  in   Struc- 
tural—"    W.R.Webster.      (With  Discussion.)     449. 


STREAM-FLOW.  IX 

STREAM-FLOW.  "  Mathematical  Analysis  of  the  Influence  of  Reser- 
voirs upon—  "     James  A.  Seddon.     (With  Discussion.)     401. 

SWEITZER,  N.  B.,  Jr.  "  Origin  of  the  Gulf  Stream  and  Circulation 
of  the  Waters  in  the  Gulf  of  Mexico,  with  Special  Reference  to 
the  Efifact  on  Jetty  Construction,"  86,  122. 

^'THREE-HINGED  MASONRY  ARCHES ;  LONG  SPANS  ESPE- 
cially  Considered."     David  A.  Molitor,  31. 

Discussion:  Walter  G.  Berg,  77;  J.  B.Johnson,  77;  Henry  Gold- 
mark,  78. 
Correspondence:  Gustav  Lindenthal,  80;  David  A.  Molitor,  83. 
SUSPENSION  BRIDGES.     "  The   Niagara    Railway   Arch."     R.    S. 

Buck.     (With  Discussion.)     125. 
TEREDO. 

^*  Marine  Wood-Borers."  Charles  H.  Snow.  (With  Discussion.) 
178. 

TILLSON.  G.  W.     Flushing  in  Pipe  Sewers,  27. 

TIMBER. 

Preservation  of—  Charles  H.  Saow,  203;  W.  G.  Berg,  210;  B. 
M.  Harrod,  210;  Henry  Manley,  210;  Robert  Moore,  211;  F. 
Colling  wood,  212;  L.  J.  Le  Conte,  212. 

TRAUTWINE,  John  C,  Jr.     Flow   of  Water  in  Pipes,  528. 

WATER. 

Flow  of —  '-  Exi^eriments  on  the  Flow  of  Water  in  the  Six-Foot 
Steel  and  Wood  Pipe  Line  of  the  Pioneer  Electric  Power  Com- 
pany, at  Ogden,  Utah."  C.  D.  Marx,  C.  B.  Wing  and  L.  M. 
Hoskins.      (With  Discussion.)     -471. 

WEBSTER,  William  R.  "  Relation  of  Tensile  Strength  to  Composi- 
tion in  Structural  Steel —  Additional  Discussion  on  Paper  No. 
811."     449,  458. 

WESTON,  Edmund  B.     Flow  of  Water  in  Pipes.     548. 

WHEELER,  W.  H.  Dredges  and  Dredging  on  the  Mississippi  River, 
318. 

WILLIAMS,  Gardner  S.     Flow  of  Water  in  Pipes,  528. 

WING,  Charles  B.  "  Experiments  on  the  Flow  of  Water  in  the  Six- 
Foot  Steel  and  Wood  Pipe  Line  of  the  Pioneer  Electric  Power 
Company,  at  Ogden,  Utah,"  471,  555. 

WISNER,  George  Y. 

Circulation  of  Waters  in  the  Gulf  of  Mexico,  113. 

Jetty  Construction,  113. 

Reservoir  System  of  the  Great  Lakes,  428. 

WOOD-BORERS,  "MARINE—"  Charles H.  Snow.  (W^ith  Discus- 
sion.)    178. 


X  WOOD. 

WOOD. 

Preservation  of—      C^liarles  H.  Snow,  203;    Walter  G.  Berg,  210; 

B.  M.  Harrod,  210;  Henry  Manley,  210;  Kol)ert  MoorP,  211;  F. 

Colliugwood,  212;  L.  J.  Lo  Coute,  212. 
WOOIjLEY,  a.  F.,  ,Tr      Dredges  and    Dredging    on    the    Mississippi 

River,  329. 
WORTHEN,  William  Ezra.     Memoir  of—     565. 

WROTNOWSKI,  A.  F. 

Circulation  of  Waters  in  the  Gulf  of  Mexico,  114. 
Jetty  Construction,  114. 

YEATMAN,  Henry  Clay.     Memoir  of—    579. 
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